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PREFACE TO SECOND EDITION 

The use of this textbook for eight years indicated improvements 
that could be made without changing the character of the book. 
Many parts have been rewritten with the aim of making the text 
clearer and more useful to both teachers and students. A few addi¬ 
tional topics have been included. This edition contains more than 640 
problems, an increase of 25 per cent. In most of the problems 
retained from the first edition, the data have been changed. Many 
worked examples have been added. The entire text has been reset. 

It is impossible to list all the changes, but major alterations include 
the following: Chapter XIII is now Columns with Axial Ix)ads (instead 
of Column Theory), and Chapter XIV is now Columns with Eccentric 
Loads (instead of Design of Columns). This rearrangement simplifies 
the presentation of a difficult subject and has practical advantages 
in courses omitting eccentrically loaded columns for lack of time. The 
two chapters on combined stress have been consolidated into one 
chapter, and at the suggestion of several teachers Mohr’s Circle has 
been added. Four tables have been added to Appendix C: Deflections 
of Cantilever Beams, Deflections of Beams on Two Supports, Moment 
of Inertia of Areas, Moment of Inertia of Cross-Sections of Sheet- 
Metal Beams. 

It is not believed that all chapters can be assigned in any course. A 
minimum course in mechanics of materials (strength of materials) 
should cover the major parts of the first thirteen chapters. From the 
remaining chapters, as time permits, the eacher will select such topics 
as seem most useful. There is some latitude in the order in which 
chapters may be assigned: Chapter VI, Torsional Stress, may be 
postponed, and parts of Chapter XV, Combined Stresses, may be 
assigned early in the course. 

Every effort has been made to present material in such form that 
students will have no unreasonable difficulty in grasping the principles 
involved. Extreme conciseness, while admirable in a reference hand¬ 
book, is not desirable in a first text for undergraduates in any subject. 
Clear statements with ample explanations and a free use of solved illus¬ 
trative problems are needed. 

The physical behavior of stressed bodies has been emphasized, as well 
as the mathematical expression of this behavior. The ultimate purpose 
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of a course in mechanics of materials is to prepare the student for an 
eventual clear understanding of machine and structural design. From 
the beginning, therefore, the student is encouraged to think of the reali¬ 
ties of the situations with which he is called on to deal. Unusual atten¬ 
tion has been given to outlining the principles which govern the de¬ 
termination of allowable stresses. 

In addition to developing as clearly as possible the simplified expres¬ 
sions on which most engineering design rests, the limitations of these 
expressions have also been carefully noted and discussed throughout. 

Both the double integration of the elastic curve and the area-moment 
method of deflection have been fully presented, so arranged that either 
method may be omitted, in whole or in part. 

A feature of the text is the large number of carefully designed prob¬ 
lems. To stimulate the student^s interest many of these problems 
have been based on actual well-known engineering structures and 
machines. The problems are graded according to difficulty. Under 
each topic an effort has been made to include one or two problems that 
even the best students will not find easy. The problems culminate 
in a group of ^^comprehensive problems,’' which form the final 
chapter. The solution of each of these problems requires the appli¬ 
cation of a number of principles drawn from different parts of the text. 
The authors feel very strongly that no textbook in this subject can 
be superior to the problems it presents, and they have given very care¬ 
ful attention to making the problems suitable and adequate in every 
way. 

The unusually complete tables are sufficient for the solution of all 
problems in the text, so that the use of a steel handbook may be dis¬ 
pensed with if desired. 

The authors are indebted to many teachers and engineers for helpful 
suggestions and comments. During wqrk on the manuscripts for both 
the first and the second editions Dana Young, Professor of Applied 
Mechanics, University of Texas, gave invaluable help. Thanks are 
also due to Professor J. P. Colbert of the University of Nebraska and 
to Professor M. B. Hogan of the University of Utah for help on the 
first edition, and to Professor S. T. Carpenter of Swarthmore College 
and to Professor H. A. Lepper of Yale University for many helpful 
suggestions regarding the second edition. Mr. Michael Donahey of 
Yale University and Mr. Joseph D. Drury of the Connecticut State 
Highway Department helped with problems and proof. 


New Haven, Connecticot 
July, 1946 


P. G. L. 
W. J. C. 



CONTENTS 

Chapter 1. Stress and Deformation 1 

Stress — Kinds of Stress — Deformation or Strain — Shearing Stress ^ 
Shearing Deformation — The Relation between Unit Stress and Unit De¬ 
formation — Transverse Deformation; Poisson's Ratio. 

Chapter 2. Mechanical Properties op Materials 16 

Elasticity: Elastic and Proportional Limits — Stiffness — Strength — 
Ductility, Malleability, and Brittleness — Toughness — The Determina¬ 
tion of Mechanical Properties; Testing — Static Tensile Test — Stress- 
Strain Diagram — Toughness Indicated by Stress-Strain Diagram — 

The Effect of Overstress: Cold Working — The Effect of Repetitions of 
Stress: Fatigue — Creep. 

Chapter 3. Allowable Stresses 33 

The Nature and Causes of ^‘Failure" of a Member — The “Usable 
Strength” of a Material — Allowable Stress and Working Stress — Deter¬ 
mination of Allowable Stresses — Allowable Stress Values — Factor of 
Safety. 

Chapter 4 , Stresses Due to Axial Loads 44 

Stresses in Members of Variable Cross-Section; Localized Stress — 
Temperature Stresses — Shearing Stresses Caused by Tension or Com¬ 
pression — Shearing Stresses on Mutually Perpendicular Planes — Stati¬ 
cally Indeterminate Structures — Rupturing Forces and Unit Stresses in 
Pressure Vessels. 


Chapter 6 . Riveted and Welded Joints 66 

Welded Joints — Types of Welded Joints; Allowable Stresses — Design of 
Welded Joints or Connections — Kinds of Stress in a Riveted Joint — 
Single-Riveted Lap Joint — Efficiency of a Joint — Riveted Joints in 
Boilers and Tanks — Allowable Stresses in Riveted Boiler and Tank Joints 
— Double-Riveted Lap Joints — Butt Joints — Double-Riveted Butt 
Joints — Triple- and Quadruple-Riveted Butt Joints — Riveted Joints 
in Structural Work — Allowable Loads on Beam Connections. 


Chapter 6, Torsional Stress, Shafts, and He^jcal Springs 



Torsional Unit Stress —^Angle of Twist — Torsional Stress on Axial Planes 
— Horsepower, Torque, and Speed of Rotation — Shaft Couplings — 
Helical Springs — Deflection of Helical Springs — Torsion iii Bars of 
Non-Circular Cross-Section. 


90 


Chapter 7. Beams — Shear and Bending Moment 106 

Types of Beams — Distributed and Concentrated Loads — Reactions — 
Bending Moment and Shear — Shear Diagrams — Bending-Moment Dia- 
grams — Relation between Loads, Shears, and Bending Moments — 

General Moment Equation — Dangerous Section — Inflection Points. 


vii 



viii 


CONTENTS 


Chapter 8, Stresses in Beams 125 

Bending Unit Stress: The Flexure Formula — Position of Neutral Axis — 
Assumptions and Limitations of the Flexure Formula — Modulus of Rup¬ 
ture — Shearing Unit Stresses in Beams — Formula for Shearing Stress 
in a Beam — Application of the Formula for Shearing Stress. 

Chapter 9, Design of Beams 139 

Design of Beams — Effect of Weight of Beam — Design of Beams with 
Unsymmetrical Cross-Sections — Investigation for Shearing Stress — 
Shearing Stresses in Steel Beams — When Shearing Stresses arc Important 
— “Buckling” of Beam Flanges and Webs — Economical Sections. 

^Chapter 10, The Deflection of Statically Determinate Beams 152 

Reasons for Calculating Beam Deflections — Radius of Curvature and 
Stress — Radius of Curvature and Bending Moment — Methods of Calcu¬ 
lating Deflections in Beams — Equation of the Elastic Curve — Cantilever 
Beam by Double Integration — Beam on Two Supports by Double In¬ 
tegration — The Area-Moment Method — Area-Moment Propositions — 
Deflections of Cantilever Beams — Deflections of Beams on Two Supports 
— Relation between Deflection and Bending Stress — Errors in Calculated 
Deflections — Deflections of Beams under More Complex Loadings, Area- 
Moment Method. 


Chapter 11, Restrained Beams 187 

Bending Moments in Beams with Fixed Ends — Solution by Superposi¬ 
tion; Beams Fixed at One End — Analysis by Integration of Elastic Curve: 
Beams Fixed at One End, Beams Fi.xcd at Both Ends — Analysis by Area- 
Moment Method: Beam Fixed at One End — Beam Fixed at Both Ends; 
Symmetrical Loading; Unsymmetrical Loading — Restrained Beam Con¬ 
sidered as Simple Beam with End Moments. 


Chapter 12, Direct Stresses Combined with Bending 209 

Tension or Compression Member with Transverse Load — Unit Stresses 
Caused by Eccentric Load on a Prism — Maximum Eccentricity for No 
Tensile Stress — Eccentric Load on Prism not on Principal Axis — Line 
of Zero Stress — Eccentric Loads on Machine Parts — Effect of Deflection 
on Stress. 

Chapter 13. Columns With Axial Loads 223 

Round-Ended Ideal Slender Columns — Euler^s Formula for Slender 
Columns — Limitations of Euler’s Formula — Various End Conditions — 
“Slender” Columns, “Intermediate” Columns, and “Short Compression 
Blocks” — The Load-Carrying Capacity of Intermediate Columns — 

End Conditions in Intermediate Columns — Design and Investigation of 
Columns — Structural Steel Columns — Cross-Sections of Actual Columns 
— Least Radius of Gyration — Euler's Formula — Rankine’s Formula — 
Investigation and Design of Columns by Rankine’s Formula — Straight- 
Line Formulas — Parabolic Formulas — Columns of High Strength Steel 
— Aluminum-alloy Columns — Cast-iron Columns — Wooden Columns. 



CONTENTS 


ix 


Chapter H . Columns With Eccentric Loads 253 

Empirical Formulas — The Secant Formula — Curves Representing the 
Secant Formula — Secant Formula Applied to Column Design — Secant 
Formula Modified for Axially Loaded Columns. 

Chapter 15. Combined Stresses 264 

Representation of a State of Stress in a Body — Calculation of Stresses 
on an Oblique Plane — Shearing Stresses Resulting from Normal Stresses 
Combined with Shearing Stresses — Principal Stresses — Normal and 
Shearing Stresses in '^Ferms of Principal Stresses — Principal Stresses in a 
Body Subjected to Pure Shear — Bending Combined with Torsion in a 
Circular Shaft — Mohr’s Circle — Maximum Shearing Stress in Terms of 
Principal Stresses — Ellipse of Stress — E and Es in Terms of Poisson’s 
Ratio — Theories of Failure. 

Chapter 16. Elastic Energy; Stresses Produced by Moving Bodies 290 

Elastic Energy — Forces Exerted on or by a Moving Body — Elastic 
Energy under Axial Loads. Modulus of Resilience — Design of Members 
to Resist Axial Dynamic Loads — Elastic Energy of Bodies Uniformly 
Stressed in Shear — Elastic I^Jnergy of Torsion; Helical Springs — Elastic 
Energy of Bending — Calculation of Beam Deflections by Energy Rela¬ 
tions — Beams of Constant Strength — Elastic Energy of Beams of Con¬ 
stant Strength — Leaf Springs — Gradually and Suddenly Applied Loads 
— Stresses Produced by a Falling Weight — Stresses Produced by a Body 
Moving Horizontally — ^‘Equivalent Static Loads”; Impact Formulas. 

Chapter 17. Continuous Beams 311 

Definition — Theorem of Three Moments — Derivation of Theorem of 
Three Moments — Symmetrical Beams — Calculation of Shears and 
Reactions — Bending Moments at Intermediate Points — Continuous 
Beams Fixed at Ends. 

Chapter 18. Beams of Two Materials 323 

Equivalent Area in Bending — Shearing Stress in Beams of Two Materials 
— Deflection of Beams of Two Materials — Reinforced-Concrete Beams 
— Assumptions in Reinforced Concrete — Resisting Moment — In¬ 
vestigation of a Rectangular Reinforced-Concrete Beam — Determination 
of Cross-Sec;tion of a Rectangular Reinforced-Concrete Beam — Formulas 
for Reinforced-Concrete Beams — Balanced Reinforcing — Formulas for 
Investigation of a Beam — Steps in the Design of a Concrete Beam. 

Chapter 19. Beams (Additional Topics) 339 

Maximum Normal and Shearing Stresses in Beams — Connection of Cover 
Plates to Flanges — Connection of Flange to Web of Girder — Shearing 
Deflection of Beams — Beams of Materials That Do Not Follow Hooke’s 
Law — Sidewise Buckling of Compression Flange — Buckling of Beam 
Webs — Web “Crippling” under a Concentrated Load — Curved Beams 
— The Flexure Formula for Curved Beams — Curved Beams Subject to 
Bending Combined with Direct Stress — Maximum Stresses Resulting 
from Inclined Moment — Deflection of Beams Due to Loads Not in Plane 
of Principal Axis — Stresses Caused by Loads Not in a Single Plane — 
Beams without Vertical Axis of Symmetry; Shear Center. 



X 


CONTENTS 


Chapter W. Thick-walled Cyundebs Subject to Internal and Exter¬ 


nal Pressure 373 

Lamp’s Formulas for Stresses in Thick-Walled Cylinders — Maximum 
Stress in Terms of Average Stress. 

Chapter 21, Eccentrically Loaded Connections 378 

Eccentrically Loaded Riveted Connection — Eccentrically Loaded Welded 
Connections. 

Chapter 22, Comprehensive Problems 386 

Appendix A, Centroids op Areas 392 

Centroid of a Plane Area — Centroids of Cross-Sections of Sheet-metal 
Beams. 

Appendix B. The Moment of Inertia of a Plane Area 394 


Moment of Inertia by Integration — Parallel-Axis Theorem — Moment 
of Inertia of Composite Areas — Radius of Gyration — Polar Moment of 
Inertia of a Plane Area — Cross-sections of Sheet-Metal Beams — Product 
of Inertia of a Plane Area — Principal Moments of Inertia: Principal Axes. 

Appendix C, Tables 403 

American Standard Beams — Wide-Flange Beams — American Standard 
Channels — Equal Angles — Unequal Angles — U. S. Standard Screw 
Threads — Standard Welded Steel Pii)e — Allowable Stresses for Struc¬ 
tural Steel, etc. — Commercial Sizes of Lumber — Allowable Stresses for 
Lumber — Physical Properties of Materials — Deflections of Cantilever 
Beams — Deflections of Beams on Two Supports — Moment of Inertia of 
Areas — Moment of Inertia of Cross-Sections of Sheet-Metal Beams. 


Index 


419 



CHAPTER I 


STRESS AND DEFORMATION 

1. Introduction. The forces that hold a body in equilibrium have 
two additional effects on the body: they deform it, and they cause other 
forces to act within it. Mechanic!? of materii’ls is the science which 
establishes the relationships between the forces applied to a body, the 
resulting deformation of the body, and the intensity of the internal 
forces produced by the applied external forces. 





i 


To a very large extent all engineering design rests on mechanics of 
materials. A structure such as the beam and .supporting eyebar (Fig. 1) 
is to support some known load — the weight of a machine, perhaps. 
This load causes forces to act on the beam, on the hanger, and on the 
pin connecting them. The amounts of these forces can be determined 
by applying the principles of statics, which the student is assumed to 
know. The principles of mechanics of materials may then be used to 
determine the size which each of the members must have in order to 
perform its function satisfactorily, and other principles of mechanics of 
materials may be used to ascertain how much the tie rod will be 
stretched by the forces on it, and how much the beam will be deflected 
or bent. Other illustrations of the application of the principles of 
mechanics of materials are the determination of the diameter of a shaft 
to transmit a given amount of power and the required thickness of the 
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shell of a boiler or tank to withstand a given steam or water pressure. 
By means of mechanics of materials the maximum loads which may be 
applied to existing structures without causing excessive deformations 
or internal stresses also may be determined. 

2. Stress. Since mechanics of materials is concerned with the 
stresses and deformations of bodies, it is desirable to understand clearly 
what is meant by these terms. 

Consider the eyebar AB shown in Fig. 1. For the loads shown 
on beam CB, the force which the eyebar AB has to exert on the beam at 
B to hold the beam in equilibrium is found by the principles of statics to 

be X 5.40 + 48,000 X 6.70 _ 

10.8 

A free-body diagram of AB is shown in Fig. 2a with the axial forces 
of 30,400 lb. at A and B, Now suppose that a transverse plane be 

imagined to cut AB into two parts at any 
point D, and consider the portion BD as 
shown in Fig. 2b. It is obvious that equilib¬ 
rium requires a force of 30,400 lb. on BD at D. 
This force is exerted on BD by the rest of the 
member; and since D may be taken at any 
point between A and B, it follows that any 
segment of AB is exerting a force of 30,400 lb. 
on the other segment. The stress in AB is 
said to be 30,400 lb. 

What has been spoken of as the stress in 
AB is often called the total stress in the mem¬ 
ber, to distinguish it from the intensity of 
stress or the stress per unit of cross-sectional 
area, or more simply, the unit stress. To illustrate this distinction, if AB 
is a steel bar 1 in. by 4 in. in cross-section, the total stress of 30,400 
lb. in it is distributed over 4 sq. in. of metal. Then the intensity of 
stress or the unit stress in the bar is 30,400/4 or 7,600 lb. per sq. in. If 
the bar were round, with a diameter of 2 in., the total stress in it would 
be 30,400 lb. as before, but the unit stress would be 30,400/3.1416 = 
9,680 lb. per sq. in. Evidently, whenever a total stress P is uni¬ 
formly distributed over a cross-section A, the unit stress S on the cross- 
section is given by the equation 



It should be noted that total stress is a/orce, expressed in the units of 


A 30,400 lb. 


30,400 lb. 


Jt: 


t30,400 lb. T30,400 lb 
(a) (b) 

Fio. 2 
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force, usually pounds in the United States. Intensity of stress, how¬ 
ever, is expressed in units of force divided by units of area, almost 
always pounds per square inch in this country. It is a somewhat loose, 
but convenient and very general, practice to refer to both total stress 
and unit stress simply as stress ” if the context makes clear whether 
total stress or intensity of stress is meant. 

3. Kinds of Stress. The stresses which occur in bodies are of three 
kinds or are combinations of these kinds. These three fundamental 
stresses are tension, compression, and shear. Tension and compression 
will be considered in this article; shear will be left for later considera¬ 
tion. 

Tensile stress or tension Is the kind of stress that exists on cross- 
sections of a prisrnatical bar subject to a pair of axial (and consequently 
collinear) forces which arc directed away from one another. The stress 
in the bar AB of Art. 2 was a tensile stress.^ Forces which cause tensile 
stress in a body also lengthen the body. 

Compressive stress or compression is the kind of stress that exists on 
cross-sections of a i)rism subject to a pair of axial forces directed toward 
one another, and consequently shortening the member. Tensile and 
compressive stresses act perpendicularly or normally to the surfaces on 
which they act, and for this reason they are often called “ normal 
stresses.^^ If the lines of action of the collinear forces that cause normal 
stress pass through the centroid of the cross-section of the body, the 
stress Is uniformly distributed over the cross-section. There are many 
important examples of this sort of stress distribution. There are also 
many important instances in which loads do not pass through the 
centroid of a cross-section, and then a non-uniform stress distribution 
results. Such cases will not be considered, however, until later. 


PROBLEMS 

1. Kent^s Mechanical Engineers' Handbook gives the breaking load for a steel 

piano wire 0.033 in. in diameter as 300 lb. What tensile unit stress does this load 
cause? Ans. St = 351,000 lb. per sq. in. 

2. A piece of 4-in. standard steel pipe (see Appendix C for dimensions) 6 in. long 
stands on end on a flat steel surface. What is the unit stress in the pipe when an 
axial load of 8,000 lb. is placed on its upper end? 

3. What load can be carried on the upper end of a 7^-in. X 7|-in. wood post 
if the average compressive unit stress is not to exceed 1,400 lb. per sq. in.? 

^ Other combinations of forces often cause tensile stresses in parts of a member. 
For example, there is tension at some points in a bent beam. Tension is most 
simply produced as stated above, however, and consideration of a loaded bar like 
AB gives the clearest idea of what tension is. 
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4 . In Fig. 3 a weight W is suspended by two wires, AB and AC, of equal lengtti. 
L ~ Qd and W = 400 lb. (a) Calculate the required diameter of wire if the unit 
stress is not to exceed 15,000 lb. per sq. in. (6) Assume L — 12d and calculate 

the required diameter for the same unit stress. 
(Neglect weight of the wire in both problems.) 

Ana. (a) D * 0.232 in. 

6. A tank which weighs 92,000 lb. when filled is 
carried on a framework that has four legs, each 
made of a 4-in. X 4-in. X ^-in. steel angle. This 
frame is supported on a concrete floor, the unit 
compressive stress in which is not to exceed 600 lb. 
per sq. in. In order to distribute the pressure 
from the legs of the frame, a steel bearing plate is placed under each leg. Find 
the necessary area, and suitable dimensions for these plates, assuming that the 
force exerted by them on the floor is uniformly distributed. 

6. Each cable of the San Francisco-Oakland Bay bridge consists of 17,464 steel 
wires, each having a diameter of 0.192 in. What is the total stress in the cable 
when the unit stress in each wire has the value used in design, 82,000 lb. per sq. in.? 



4. Defonnation or Strain. A body made of any material will be 
deformed if forces act on it and stress it. In bodies made of some 
materials, such as rubber, small loads produce relatively large deforma¬ 
tions. But bodies made of even the most nearly rigid materials, such 
as steel, are deformed by any forces producing stress. 

Deformation as used in engineering is the change in any linear dimen¬ 
sion of a body. It is often spoken of as “ total deformation to 
distinguish it from unit deformation. 

Unit deformation is the total deformation in a given length divided by 
the original length, or it Is the deformation per unit of length. The 
word ** strain in engineering has the same meaning as deformation. 
Unit deformation is sometimes thought of as a ratio, but the units are 

Length ^ engineering work, unit deformation (or unit strain) is 
Length 

expressed in inches per inch. Whenever the deformation of a body is 
stated, it should also be indicated whether the unit deformation is an 
increase or decrease in length. The symbol 5, the Greek small d 
(pronounced “ delta is generally used to represent unit deformation. 
Total deformation is represented by A, the Greek capital D. Then 

A = i X 8 

in which L is the length of the body. 


Example. A bar 100 in. long is subject to tensile forces at the ends which cause 
it to change in length in. What is the unit deformation? 

ScitUion: Unit defonnation « ^ ^ == 0.001 in. per 

Length 100 ^ 

length. Since the forces are tensile forces, the rod increases in length. 


of 
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PROBLEMS 

7 . How much will a steel wire 50 ft. long lengthen if the unit deformation is 

0.00055 in. per in.? Ans. A « 0.330 in. 

8. A steel rail 33 ft. long is shortened 0.550 in. by forces acting on the ends. 
What is the unit deformation of the rail, assuming that it is held straight by trans¬ 
verse supports? 

9. W^t is the unit deformation of the rail if expressed in feet per foot? 

6. Shearing Stress. Shearing stress acts along a plane and resists 
the tendency of the part of the body on one side of the plane to slide 
relative to the part of the body on the other side of the same plane. 



10,000 




5000^^5000 

W 


Fig. 5 





Fig. 6 


As an example consider the block shown in Fig. 4a which supports the 
load of 6,000 lb., the resultant of which is shown. The middle third 
of this block is a body in equilibrium, and it is evident that there must 
be an upward force of 3,000 lb. on the plane AB and an upward force 
of 3,000 lb. on the plane CD as shown in Fig. 46. These upward forces 
are the resultants of shearing stresses on the planes AB and CD. If 
these stresses are uniformly distributed, the shearing unit stress on the 
plane CD is S, = 3,000/(1 X 1.5) = 2,000 lb. per sq. in. 

The bolt shown in Fig. 5a is another example of shearing stress. It 
supports the steel plate, to which a load of 10,000 lb. is applied. The 
total shear on each of two planes equals 5,000 lb. as shown in Fig. 56. 
If the bolt were made of a material with low shearing strength, such 
as lead, it would be sheared off on two planes. 

As another example of shear, consider two plates held together by a 
rivet as in Fig. 6. When tensile forces are applied to the plates, as 
shown, the plates tend to slide past one another and to she^ the rivet 
at the plane of their adjoining surfaces. 

Shearing stress differs from tensile stress or compressive stress in 
that it acts along the plane or parallel to the plane, whereas tensile and 
compressive stresses exert forces perpendicular to the planes on which 
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they act. Because of the way they act, tensile stresses and compressive 
stresses are sometimes called normal stresses ” and shearing stress is 
called tangential stress.” 

Like tensile and compressive stress, shearing stress may refer either 
to the total internal shearing force or stress acting on a section through 
a body, or it may refer to the intensity of the stress. The force causing 
shearing stress is frequently called shear. The expression shearing 
stress ” generally refers to shearing unit stress, but the context will 
make clear which is meant. The sjnnlx)! which will be used in this work 
for shearing unit stress is aS*. 

Shear may frequently be considered to be uniformly distributed over 
a cross-section; under such circumstances 



Uniformly distributed shearing stress is less common than uniformly 
distributed tension or compression. If the stress is not uniform, the 
value of shearing stress given by Ss = P/A is the average value, which 
will often be useful in judging whether the stress is too high 

Example. In punching a round hole in a metal 
plate, the plate rests on an anvil ” having a hole 
of the size to be punched. The cylindrical punch 
moving downward forces a round disc from the plate 
into the hole of the anvil. Calculate the shearing 
unit stress that results in a \-in. plate when a f-in.- 
diameter punch exerts a force of 12,000 lb., as shown 
in Fig. 7. Assume that the shearing stress is uni¬ 
formly distributed. 

Solution: Consider the f-in.-diameter disc of 
the plate directly below the cylindrical punch as 
shown in Fig. ^76. Because of the hole in the anvil 
there is no force acting on the under face of the disc, and since SF = 0 there 
must be shearing stresses on the cylindrical surface of the disc which cause an 
upward resultant force of 12,000 lb. 

P 12 000 

Hence S. = - = = 20,350 lb. per sq. in. 

6. Shearing Deformation. Shearing stresses cause a shearing 
deformation, just as tensile stresses cause elongation. In Fig. 8 the 
distance is the shearing deformation in the originally rectangular 
body A. The unit shearing deformation is the total deformation A« 
divided by the length L. It is the deformation per unit length. 

Shearing deformation is often regarded as an angle. Note that in 
Fig. 8 5, = A,/L = tan 0. If 0 is small, as it is for most materials, 



(a) (6) 

Fig. 7 



Art. 7 


UNIT STRESS AND DEFORMATION 


7 


A«/L = <t>f where <f> is expressed in radians. Shearing deformation is 
often accompanied by deformation due to bending. The twisting of a 
shaft is an example of shearing deformation without bending. This 
deformation will be discussed in Chapter VI. 

PROBLEMS ^ 

(In solving these problems assume all stresses to be uniformly . 

distributed.) 

16000 lb. ieooo lb. i i I 


I ' 

V©; 


/ A 


Fig. 8 


fl2,000 lb. 


10. A and C of Fig. 9 are two flat bars of steel attached to * I I 

an overhead structure. The bar B is pinned to A and C by a 
l'|-in.-diameter steel pin D. If B is midway between A and 

Cf what is the shearing unit stress in D? p 

Ans. Sa = 3,400 lb. per sq. in. 

11. A white oak specimen held in holders, as shown in Fig. 10, failed under a 
total pull P of 4,560 lb. by shearing off the upper ear of the specimen, (a) What 
was the shearing unit stress at failure? (h) What was the tensile unit stress in 
the shank? 


12. A punch whose diameter is 1 in. punches a hole 
in a |-in. steel plate with a force of 62,000 lb. (a) What 
is the shearing unit stress in the plate? (h) What is 
the compressive unit stress in the punch? 

13. A thrust P of 20,000 lb. on a shaft is supported by 
a collar bearing, as shown in Fig. 11. What is the shear¬ 
ing unit stress on the cylindrical surface where the,col¬ 
lar joins the shaft? Ans. Sg - 5,820 lb. per sq. in. 

14. A hand crank 15 in. long is keyed to a 1^-in. 
shaft by a key 2 in. long, in. wide, and f in. thick, 
as shown in Fig. 12. When the pull P on the handle of 

the crank is 70 lb., what is the shearing stress 
in the key? 

7. The Relation between Unit Stress 
and Unit Deformation. For many 
important engineering materials there 
is a constant ratio of unit stress to unit 




Fig. 12 
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deformation, so long as the unit stress is not too great. If a bar of 
steel, for example, is subjected to axial tensile loads, it is found that 
the elongation produced by 10,000 lb. of load is just twice that pro¬ 
duced by 5,000 lb. This fact, that strain is proportional to stress, 
was first stated by Robert Hooke (1678) and is known as Hooke's law. 
Most wrought metals obey this law very closely; many other mate¬ 
rials follow it so closely that its application to them does not involve 
important error. 

It follows from Hooke’s law that if loads Pi and P 2 act on a member 
made of some material that obeys Hooke’s law, and produce unit 
stresses of Si and S 2 , accompanied by unit deformation of 5i and 52» 
respectively, then 

Si S2 S 

= — = — = a constant 

6l 82 ^ 

This constant is known as the modulus of elasticity of the material in 

question, or sometimes as Young’s modulus, after Thomas Young, who 
is credited with having first defined it in 1802. The symbol E is 
commonly used for modulus of elasticity. The modulus of elasticity 
for all grades pf steel is about 30,000,000 lb. per sq. in.^ For some 
species of timber, however, it is only 1,000,000 lb. per sq. in., or less. 
For most other materials of engineering importance it lies between 
these extremes. The experimental determination of values of the 
moduli of elasticity for different materials will be discussed in Chapter 
II. That chapter will also consider the stress limits within which the 
constant ratio holds. Here it is desired merely to bring out the fact 
that, for many important materials and at the stresses ordinarily used 
in design, there is such a constant ratio. Values of the moduli of 
elasticity of a number of the more important materials are given in 
Appendix C. 

If this constant ratio of imit stress to unit strain did not exist, either 
exactly or at least closely enough to be assumed, a great deal of 
engineering design would be much more difficult and less exact. This 
very important relationship is expressed by the equation 



For almost all materials the modulus of elasticity is nearly the same 
in tension as in compression. For any material, however, the ratio of 

* Since 8 is pounds per square inch, and S is inches per inch, it follows that E, 
like 8, is pounds per square inch. 
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shearing stress to shearing deformation is different from the correspond¬ 
ing ratio for normal stresses. The unqualified term “modulus of 
elasticity ” always implies normal stresses. The shearing modulus of 
elasticity is sometimes called the modulus of rigidity. The symbol for 
it is Et. For all materials the modulus of rigidity is less than the 
modulus of elasticity, as is demonstrated in Chapter XVI. 

Since the modulus of elasticity of steel is about 30,000,000 lb. per sq. 
in., if a bar of steel 100 in. long is stressed in tension to 20,000 lb. per 
sq. in., the unit deformation is 


h 


S 

E 


20,000 

30,000,000 


= 0.00067 in. per in. 


The length of the 100-in. bar, therefore, is increased 0.067 in., or a little 
more than ^ in. 


PROBLEMS 

16. A cylinder of structural steel is .I in. in diameter and 20.000 in. long, 
(o) What force applied axially to the end will stress it up to 28,000 lb. per sq. in.? 
(ft) If the stress is compressive, what will be the change in length of the cylinder? 
(c) How long will the cylinder be when the load is 60,000 lb.? 

Am. (o) P = 198,000 lb. 



Courtesyt American Bridge Co» 

Fig. 13. An application of Hooke's law (Problem 16). 


16. Heat-treated steel bolts 2 in. in diameter and 21.5 in. long are used for 
clamping the cable bands onto the 28f-in.-diameter cables of the San Francisco- 
Oakland Bay bridge. Each bolt was designed to have 68,000 lb. of stress in it 
when fully tightened. To determine the amount of tightening necessary, the 
stretch of a bolt due to a 68,000-lb. load was calculated. The bolt was then tight- 
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ened until its stretch (measured with calipers as shown in Fig. 13} reached the 
calculated value. What was this value? 

17 . A homogeneous prismatical bar hangs vertically. Its cross-sectional area 
is A sq. in., its length L ft., its weight w lb. per ft., and its modulus of elasticity 
E lb. per sq. in. What is the total elongation of the bar due to its own weight? 
{Hint: Set up an expression for the elongation of an elementary length dx at a 
distance x from the lower end of the bar, and integrate.) 

18 . A bar of steel {E - 30,000,000 lb. per sq. in.) and a bar of cast iron {E = 

12,000,000 lb. per sq. in.) have dimensions as shown in Fig. 14. The load P causes 
the total length of the two bars to decrease 0.009 in. Calculate P, assuming a uni¬ 
form distribution of compressive stress over all cross-sections of both bars. Is the 
load so computed greater or is it less than the actual load required to cause the 
given shortening? Am. P = 46,300 lb. 


I 


1 ^ 


Steel 

2''x2"x 10" 


Cast Iron 
3"x 3"x 12" 




>20.0 ft.- 




I 


Fig. 14 


Fig. 15 


19 . Two collinear steel bars each | in. in diameter are connected to one another 
by means of a turnbuckle (Fig. 15). The threaded ends are upset ” so that 
the half-inch diameter is maintained at the root of the thread. The turnbuckle 
has 11 threads per inch. The outer ends of the bars are maintained at a fixed 
distance of 20.0 ft. apart. The turnbuckle is tightened until the initial stress in the 
bars is 500 lb. per sq. in. What additional unit stress is caused by a quarter turn 
of the turnbuckle? (Assume the elongation of the turnbuckle to be the same as 
that of an equal length of bar.) 

20 . Cement for making concrete for the Shasta dam was stored in steel bins, 
each of which was supported by four steel legs ” or columns. To determine 
quickly the approximate amount of cement in a bin, the shortening of a 16-ft. length 
of each leg was observed. The upper end of a steel rod about 16 ft. long was at¬ 
tached to each column, and the lower end of the rod rested against the stem of a 
dial attached to the column. The dial indicated the change in length in 16 ft. 
of the column, each division of the dial representing a change in length of 0.(K)01 
in. If it is assumed that each leg carries one-quarter of the total load, how many 
dial divisions will indicate a change in the contents of the bin from 200,600 lb. to 
2,000,000 lb.? Assume the area of the cross-section of each column to be 58 sq. in. 
(See Engineering News Recordj July 17, 1941, page 62.) 
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8. Transverse Deformation; Poisson’s Ratio. When a prism or 
other body of elastic material is subjected to compressive loads, not 
only do the dimensions in the direction of the loads decrease, but also 
the transverse dimensions increase. If the loads are tensile, the length 
increases and the transverse dimensions decrease. For stresses within 
the range for which S/d Ls a constant (JE), the ratio of the transverse 
unit deformations to the longitudinal unit deformations is a constant 
for a given material. This constant is called Poisson’s ratio. In this 
book the symbol m is used for this constant. This definition may be 
represented by the equation 

__ Piiit transverse contraction 
Unit axial elongation 

Values of Poisson’s ratio vary considerably, but the following are 
common: 


Aluminum alloys 0.36 

Brass, bronze, copper 0.33 
Monel metal 0.25-0.26 

Steel 0.25-0.28 

Concrete 0.10-0.18 


Poisson’s ratio for steel is commonly taken as j. 

Example. A steel eyebar 2 in. by 6 in. in cross-section is stressed in tension by 
a total pull of 300,000 lb. What is the change in the 6-in. dimensions? 

Solution: St — 300,000/12 = 25,000 lb. per sq. in. The unit longitudinal def¬ 
ormation is 5 = 25,000/30,000,000 = 0.000833 in. per in. The transverse unit 
deformation is ^ X 0.000833 = 0.000208 in. per in. In width of 6 in. A = 
6 X 0.000208 = 0.00125 in. 

The transverse deformations that accompany 
axial stress do not result from transverse stress 
and do not cause transverse stress. This fact 
may be shown by considering a pile of smooth 
rectangular blocks (Fig. 16) loaded in compres¬ 
sion. The transverse dimensions, such as AB, 
of each block increase. If part of the block 
ABCD cut off by a plane EF at any point is 
considered as a free body, there can be no 
resultant force on the face EF (and consequently no stress), since there 
are no horizontal forces on BE, BC, or CF to balance such a force on EF. 

Stresses will result, however, if this transverse deformation is pre¬ 
vented, as, for instance, it would be if i4D and BC were in contact with 
rigid surfaces before the loading was applied. 


J 


B EjiiiUJjB 


Fig. 16 
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This transverse change in length is somewhat analogous to tem¬ 
perature expansion, which does not cause or result from stresses, but 
which, causes stresses if prevented. It is apparent that the complete 
stress analysis of a confined or restrained body may involve the use of 
Poisson’s ratio. 

An important relation between the constants E, E„ and m for a given 
elastic material is expressed by the formula 


2(1 + m) 

This'formula is derived in Chapter XV. 

For TO = ^, as in steel, this formula gives Eg — ^ E, or about 
12,000,000 lb. per sq. in., a value commonly used for steel. 

PROBLEMS 

21 . A round rod of steel 1.40 in. in diameter and 14 in. long was subjected to 

tensile loads of 41,500 lb. in a testing machine. It was observed that a gage length 
of 2 in. near the midpoint of the rod increased in length 0.0018 in. and the diameter 
of the rod decreased 0.00031 in. Calculate the modulus of elasticity and Poisson’s 
ratio for this steel. Ans. m = 0.24G. 

22 . An aluminum-alloy block 1,25 in. thick, 2.25 in. wide, and 4.00 in. long is 
placed in a testing machine and subjected to compressive loads of 70,000 lb. applied 
to the ends. Calculate the increase in the width and in the thickness on the basis 
of the value for m given in Art. 8 and on the assumption that E = 10,300,000 lb. 
per sq. in. 


GENERAL PROBLEMS 

23 . A weight of unknown magnitude is suspended from a steel wire {E = 
30,000,000 lb. per sq. in.) which when unstressed is 10 ft. long and in. in diam¬ 
eter. The total deformation that results is 0.06 in. The same weight is then 
suspended from a copper wire 8 ft. long and ^ in. in diameter. The total deforma¬ 
tion is 0.0203 in. What is the modulus of elasticity of the copper? 

24 . A block of steel (Fig. 17) is supported by a steel rod 2^ in. in diameter. If 
two loads of 22,000 lb. each are applied to the block as shown, calculate the tensile 
stress and the maximum shearing unit stress in the rod. 

26 . A 7|-in.-by-7|-in. timber post rests upon a 12-in.-by-12-in. steel bearing 
plate on top of a concrete pier as shown in Fig. 18. The base of the concrete pier 
is 3 ft. 0 in. square. If the total load P carried by the post is 84,000 lb., find (a) 
unit stress in the timber post, (6) bearing stress on concrete at top of pier, and (c) 
unit pressure on foundation. Neglect the weight of the concrete pier. 

Ans, (b) S = 583 lb. per sq. in. 

26 . (a) What force will be required to punch a round hole 1 in. in diameter in 
a f-in. plate of steel for which the ultimate strengths are: tension = 70,000 lb. 
per sq. in., shearing - 50,0(X) lb. per sq. in.? (5) What is the compressive unit 
stress in the punch? (c) A punch is made of steel with an ultimate strength of 
150,000 lb. per sq. in. in compression. What is the greatest thickness of plate 
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(with strengths as above) in which it can punch a round hole 1 in. in diameter? 
(d) What is the smallest round hole that a punch of this material can punch in the 
f-in. plate?' Am. (a) F = 98,3001b. 


44,000 rb. 




Fig. 18 


27. A steel tape for measuring distances is 0.30 in. wide and 0.015 iir. thick. It is 
exactly 100 ft. long when supported throughout its length and pulled with a force 
of 15 lb. What will be its length if the chainmen pull with a force of 50 lb.? 

28. In a laboratory test of its properties a cypress block 2^ in. by 2j- in. in cross- 
section and 10.00 in. long was loaded on the ends with 9,800 lb. The shortening 
in a length of 0 in. was measured and found to be 0.0120 in. What was the modu¬ 
lus of elasticity of this piece of cypress? Am. E = 968,000 lb. per sq. in. 



29. In Fig. 19, A and B are steel blocks l| in. by 3 in. by 9 in. which rest upon 
two supports E and F. Z) is a steel bar l|^ in. by 1^ in. by 6 in. which passes 
through a ij-in-by-l^-in. slot in C and which rests upon A and B. The steel bar 
C is 4 in. by l\ in. and carries a load P of 12,800 lb. D is midway between E and 
F. A and B are in contact with C. Calculate (a) the shearing unit stress and 
maximum compressive unit stress in A and B\ (5) the shearing, compressive, and 
maximum tensile unit stress in C; and (c) the shearing stress and maximum com¬ 
pressive stress in D, 

30. A weight of 1,250 lb. is to be suspended by a steel wire 25 ft. long. The 
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unit stress in the wire must not exceed 20,000 lb. per sq. in., and the total def¬ 
ormation must not exceed 0.18 in. What is the required diameter of the wire? 

Ans. D - 0.297 in. 

81 . A straight steel bar is 12 ft. long and has a rectangular cross-section which 
varies uniformly from 1 in. by 1 in. to 1 in. by 5 in. What change occurs in its 
length when it is subjected to an axial load of 25,000 lb.? 



32. A screw press has the dimensions shown in Fig. 20. The rods marked A 
are of steel 1.20 in, in diameter. The pitch of the screw thread is 0.125 in. A brass 
tube B with outside diameter 2.50 in. and inside diameter 1.50 in. is placed in the 
press. What part of one turn is required for each increase of 2,000 lb. per sq. in. 
stress in the brass tube? (Assume no deformation of the upper and lower heads 
of the press, nor of the screw. Take E for brass as 16,000,000 lb. per sq. in.) 



33. In the bell-crank mechanism shown in Fig. 21, determine the necessary 
cross-sectional area of CD if the tensile unit stress in it is to be ^ the shearing unit 
stress in the pin at A. The pin at A is 1.00 in. in diameter. 

Ans. A = 0.942 sq. in. 

34 . In the structure shown in Fig. 22, find the tensile unit stress in the eyebars 
and the shearing unit stresses in pins A, R, and C. 

36 . A frame made of wooden timbers carrying a load P of 7,500 lb. is shown in 
Fig. 23. Calculate the maximum unit stresses of the following types caused in 
member A by the load: (a) tension, (6) compression parallel to the grain, (c) 
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shear parallel to the grain. Neglect friction between the sloping member and 
member A. Diagonals slope 1:2. 

36. The tensile unit stress in the members of the truss shown in Fig. 24 is not 
to exceed 18,000 lb. per sq. in. Calculate the required cross-section of the member 
BG. If the member GH is composed of 2 eyebars, side by side, each 4 in. wide, 
calculate the required thickness, Pi = 60,000 lb., P 2 = 80,000 lb. 

37 . Solve Problem 36, substituting DG for BG and FG for GH, 



38 . A chain used for hoisting movable gates in a dam is made of steel links 3 in. 

wide (Fig. 25). Link (a) is f in. thick, links b and c are f in. thick, and the diam¬ 
eter of the pins is 1.20 in. The load P is 30,000 lb. (a) Calculate the maximum 
tensile stress in the links and the maximum shearing stress in the pins. (6) If links 
a and b were both ^ in. thick, what would be the maximum shearing stress in the 
pin? Ans, (a) = 13,270 lb. per sq. in. 

39 . A balcony in a factory is 16 ft. square. One side is supported by a hori¬ 
zontal sill attached to a brick wall. The opposite side is hung from two steel 
rods, one at each corner. The balcony is designed to carry a live load of 125 
lb. per sq. ft. The dead-load ” weight of the balcony is an additional 20 lb. 
per sq. ft. The ends of the rods are threaded, and the tensile unit stress in the 
rods at the root of the thread (see Appendix C) is not to exceed 18,000 lb. per 
sq. in. (a) What is the necessary area of a rod at the root of the thread? (6) 
What size of rods should be used? (c) How much will each rod elongate under 
full load if the rods are 28 ft. long? 

Problem numbers omitted at the end of each chapter may be used for other 
problems. 


CHAPTER II 

MECHANICAL PROPERTIES OF MATERIALS 


9. Introduction. Mechanical properties of materials relate to the 
resistance a material offers to forces applied to it. Mechanical prop¬ 
erties include elasticity, stiffness, strength, ductility, malleability, 
brittleness, toughness^ From the standpoint of this book such prop¬ 
erties are the most important that a material may possess. This 
chapter will define the various mechanical properties, explain how 
they are determined, and comment on their importance. 

10. Elasticity: Elastic and Proportional Limits. Elasticity is that 
property which enables a body deformed by stress to regain its original 
dimensions when the stress is removed. This technical definition is 
somewhat different from the meaning of the word as frequently used in 
everyday speech in referring to a material like rubber, which is capable 
of deforming greaily under stress, and of regaining its approximate 
original dimensions when the stress is removed. In a mechanical sense 
the criterion of elasticity is not the amount of deformation, but the 
completeness with which the original dimensions are regained when the 
stress is removed. From this standpoint both steel and glass are highly 
elastic, since they have the ability to go back to their original dimen¬ 
sions when relieved of stress. 

The opposite quality to elasticity is plasticity. A perfectly plastic 
body is one which docs not make any recovery of its original dimensions 
upon the removal of a stress. No material is perfectly plastic. Simi¬ 
larly, no body is wholly elastic at all ranges of stress. Even steel can 
be stressed so greatly that some deformation remains after the stress 
has been removed. It is only up to a certain unit stress that steel is an 
elastic material. Above that stress it is partially elastic and partially 
plastic. This limiting unit stress beyond which a material cannot be 
stressed without causing a permanent deformation is called its elastic 
limit. The deformation which remains when a body is stressed above 
the elastic limit and the stress is then removed is called permanent set. 
Fortunately, most of the important engineering materials are elastic, 
or very nearly elastic, over considerable ranges of stress. 

Many materials possess the property of proportionality of stress and 
d^ormation. This property, as expressed by Hooke’s law, “ Stress 
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varies as strain/’ was discussed in Art. 7. In no material, however, 
does a constant ratio between unit stress and ^ unit deformation hold 
throughout the entire range of stress which the material can resist. As 
the unit stress is increased, eventually a value is reached at which the 
same increment of stress causes a different (usually larger) increment of 
strain than those previously observed. The stress value at which imit 
strain ceases to be proportional to unit stress is called the proportional 
limit of the material. For most materials the proportional limit 
appears to be the same as the elastic limit; that is, when the material 
ceases to be elastic, it also ceases to follow Hooke’s law.^ There is a 
proportional limit corresponding to each of the three kinds of stress. 

11. Stiffness. Stiffness is the property which enables a material to 
withstand high unit stress without great unit deformation. Steel is 
said to be very stiff because a load which causes a large unit stress 
produces only a small unit deformation. Wood is much less stiff 
because a greater deformation accompanies a much lower stress. In 
everyday speech stiffness is associated with resistance to bending. 
There is no such restriction however, in the technical use of the term. 
Stiffness is resistance to any sort of deformation. The definition of 
stiffness shows that this property is evidently measured by the modulus 
of elasticity of a material. 

Values of the moduli of elasticity of several common materials are 
given below. The moduli of elasticity of steel and Duralumin vary 
between rather close limits, so that the values given here are applicable 
to all grades of these materials. For different species of wood, different 
mixes of concrete, different compositions of cast iron and brass, how¬ 
ever, there are wide variations in the value of E, The values given 
below are average or typical. 

lb. per sq. in. 


Steel 30,000,000 

Brass 16,000,000 

Cast iron 12,000,000 

Duralumin 10,000,000 

Concrete 2,000,000 

Yellow pine (along grain) 1,600,000 


12. Strength. The strength of a material is the property which 
determines the greatest unit stress that the material can withstand 
without fracture or excessive distortion. Brittle materials actually 

^ Cast iron is a common exception. The curves in Fig. 30 show a very low pro¬ 
portional limit. If the elastic limit were not higher, permanent deformations 
would occur at very low stresses, and the material would not be very useful. 
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break into pieces when the load on them becomes excessive. Ductile 
materials, however, especially under compressive loads, although also 
under tensile and shearing loads, may distort excessively and thus lose 
their usefulness without actual fracture. In such cases the unqualified 
term “ strength ” becomes somewhat vague. More useful concepts of 
stretch are elastic strength, yield strength, ultimate strength, fatigue 
strength, and creep strength. These qualities are more limited and more 
exactly definable. They will be defined and discussed in later articles. 

Any material has tensile, compressive, and shear strengths, cor¬ 
responding to the three kinds of stress. 

13. Ductility, Malleability, and Brittleness. Ductility is the prop¬ 
erty which enables a material to undergo plastic deformation under 
tensile stress. Ductile materials are commonly defined as those which 
can be readily drawn into wires. 

Malleability is the property which enables a material to undergo 
plastic deformation under eompre.ssive stress. Malleable materials are 
those readily beaten into thin sheets. Most materials which are very 
ductile are also quite malleable. 

Brittleness Is the absence of plasticity. A brittle material is neither 
ductile nor malleable. 

Ductility and malleability are important properties in any member 
to which severe loads may be applied suddenly, particularly if the 
consequences of sudden failure would be serious. For example, a crane 
hook should be made of a ductile, rather than a brittle, material. 

Even in uses where impact is not to be anticipated, it is often 
important that materials be not too brittle, because there is always 
a degree of approximation in saying that a stress is uniformly dis¬ 
tributed over a cross-section. Even in a tension member of the same 
nominal cross-section throughout and of material as nearly homo¬ 
geneous as can be obtained, although the stress under an axial load will 
have very nearly the average value over ^ilmost the entire cross-section, 
there will be minute areas where the stress will be decidedly above the 
average. These will be points where there are slight flaws in the 
material, or where there are sudden small changes in cross-section, 
such as may be due to an accidental tool mark or scratch in the surface 
of the member. In a ductile material under a steady load this con¬ 
dition of minute areas with relatively high stresses is of small con¬ 
sequence.® Further increase in load simply causes the minute area of 
overstressed metal to yield plastically, instead of fracturing. If the 

* However, in situations where “ fatigue ” must be considered, it may be very 
important. See Art. 22. 
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material is brittle rather than ductile, however, it may crack instead 
of flowing. The end of the crack will be a point of high stress con¬ 
centration, a fact which may cause the crack to spread until failure of 
the entire member results. Therefore it is advantageous to use 
materials possessing a fair degree of ductility. If brittle materiab 
must be used, precautions should be taken to reduce points of hi^ 
stress concentration to the minimum. 

14. Toughness. Toughness is the property of a material which 
enables it to endure shock or blows. When a blow is struck on a body, 
some of the energy of the blow is transmitted to the body and absorbed 
by it. In absorbing this energy, work is done on the body. This work 
is the product of the deformation and the average stress while the 
deformation is being produced. Consequently, a body which can be 
both highly stressed and greatly deformed will withstand a heavy blow 
and is said to be tough. 

The single term “ toughness ” is used to indicate either elastic 
toughness or plastic toughness. Ela.stic toughness is measured by the 
amount of energy which a body can absorb without the production of 
a stress which exceeds its elastic limit; plastic toughness, by the amount 
of energy which can be absorbed without causing fracture. Elastic 
toughness is generally called resilience; the term “toughness,” if 
unqualifled, is usually understood to mean plastic toughness. Resili¬ 
ence and “ energy loading ” of members will be discussed in Chapter 
XVI. 

16. The Determination of Mechanical Properties; Testing. The 

mechanical properties of materials are most readily ascertained by 
subjecting the materials to appropriate tests in laboratories equipped 
for the purpose and called materials-testing laboratories.. Such tests 
are made from two standpoints. They may have as their aim research 
on a material to discover additional facts concerning one or more of its 
properties, or they may be made in order to determine whether the 
properties of a given lot of material meet the standard specified for 
the use for which that particular material is intended. 

Most of the important basic tests, including all the routine tests for 
determining the quality of a given lot of material, have been evolved 
over a period of years, and the procedure for each has been carefully 
worked out and standardized so that the results of different laboratories 
may be coinparable. The American Society for Testing Materials 
(abbreviated A.S.T.M.) is an organization which is engaged in de¬ 
termining the best procedure for each test. It publishes directions for 
making such tests and specifies the limits within which certain results 
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should lie if the material for any particular use is to be regarded as 
acceptable.® 

16. Static Tensile Test. The static tensile test is one of the simplest 
tests which can be made, and for a large number of engineering ma¬ 
terials, including most of the metals, it is the most informing. It may 
be used to determine the elasticity, stiffness, strength, ductility, 
resilience, and toughness of the materials. 



Fig. 26. Above: test specimen of 
ductile steel broken in tension 
(about f full size). 

Right: fracture of same specimen 
(enlarged). " 



In this test a specimen, usually a round or rectangular bar, is placed 
in a testing machine, which stretches it, thus subjecting it to tensile 
forces. The stretching, done at a slow and uniform rate, sets up 
stresses in th'e specimen which eventually result in its failure. Figure 
26 shows a common form of specimen for this test. 

A record of the static tensile test is Iccpt by observing at frequent 
intervals the total stress in the specimen as measured by the weighing 
device of the machine and simultaneously observing the elongation 
as measured by a strain gage or “ extensometer.” These simul¬ 
taneous readings are recorded opposite one another. The observed 
values are completed by taking the specimen from the machine after 
it has been broken, fitting the ends closely together, and measuring the 
final length between gage points. The diameter at the cross-section of 
failure is also measured. A record of all these observations and 
measurements constitutes the “ log ” of the test. 

*A collection of some important specifications of the A.S.T.M. is published 
under the title Sdected A.S.T.M, StanMrds for Students in Engineering. 
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17. Stress-Strain Diagram. The data of a static tensile test are 
often shown graphically by means of a curve, of which the ordinates are 
the apparent unit stresses and the abscissas the corresponding ^unit 
elongations. Such a curve is called a stress-strain diagram. 

The upper curve of Fig. 27 is a stress-strain diagram representing a 
test of ‘‘ mild or ductile steel. The test specimen was cylindrical, the 
original diameter being 0.819 in. The final diameter of the fracture 
was approximately 0.38 in. Deformations were measured in a gage 



Fig. 27. Stress-strain diagram for ductile steel. 

length of 8 in. When the specimen broke, this length had increased to 
10.16 in. Points on the curve represent simultaneous values of unit 
stress and unit deformation computed from the observed loads and the 
original dimensions. A smooth curve is drawn, rather than one which 
passes through every plotted point. It is probable that the true 
behavior of the specimen is represented by a smooth curve and that 
the slight deviations of the plotted points from the smooth curve are 
mostly due to small errors of the instruments and of observation. The 
origin is a point on the curve, since for zero unit stress there is zero unit 
deformation. 

Until the unit stress exceeds the proportional limit, the ‘‘ curve '' is a 
straight line OA, since the unit stress and unit deformations are 
proportional. For the upper curve in Fig. 27 a scale was chosen which 
would permit the entire diagram to be shown. Plotted to this scale, 
the part of the curve below the proportional limit is nearly vertical. The 
lower curve shows this part of the diagram drawn to a scale of unit 
deformation which is 100 times as large as the scale of the upper curve. 

Somewhere near the point A on the diagram, the deviation of the 
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curve from a straight line indicates that the material is no longer 
conforming to Hooke’s law.^ The unit stress corresponding to the 
upper end of the straight line is the proportional limit It could be 
shown that this stress is also the elastic limit, at least for all practical 
purposes. The elastic limit also measures the elastic strength of the 
material. 

A short distance above the proportional limit the curve is seen to be 
horizontal. This fact indicates that the specimen is stretching without 
any increase in the load. This unit stress is the yield point The unit 
elongation which occurs at the yield point may be 2 per cent or more 
of the gage length — 20 or 30 times as great as the elongation produced 
in stressing the specimen up to the proportional limit.® When the yield 
point has been reached, the curve dips downward for a short distance, 
representing a period of the test during which the specimen transmits 
less load as it stretches. Then there follows a long length of the curve 
rising continuously but becoming flatter until the maximum ordinate 
is reached, at which point the curve is again horizontal. The unit 
stress represented by the maximum ordinate is the ultimate strength. 

Further stretching is produced by a decreasing force. During this 
stage of the test the observer notices that somewhere, throughout a 
short length, the specimen begins visibly to decrease in diameter and to 
increase in length. This is called necking. It progresses rapidly until 
at this reduced section the specimen suddenly pulls apart with a loud 
report. While this necking is in progress, the load which the specimen 
transmits decreases because the cross-sectional area is rapidly decreas- 

^ The statement that the proportional limit is somewhere near the point A ** 
is intentionally indefinite. The more accurate the measurements of stress and 
strain are, the lower the proportional limit is found to be. Lack of proportionality 
of unit stress and unit strain commences very gradually and has probably existed 
through a stress range of several thousand pounds per square inch before it can be 
detected even by the most exact measuring devices which have been invented. 
This indefiniteness of the proportional limit is not of great practical importance, 
however, because, so long as lack of proportionality of unit stress and unit strain 
is too small to be detected, its consequences are ordinarily too small to be serious. 

® The existence and significance of the yield point are strikingly brought out 
by a simple experiment. Let a length of ten or a dozen feet of soft “ iron ” wire of 
about 1/30-in. in diameter be unwound from a small coil, and let one end be firmly 
attached to a hook or nail. If the other end is held in the hand and pulled slowly 
and steadily, the sudden increase in length that occurs without increase in load can 
be very clearly felt. Before the wire is pulled, moreover, it will not be straight 
but will be crooked or wavy, as a result of its having been unrolled from the coil. 
A light pull on the wire will keep it straight, so long as the pull is applied; but the 
Wire will return to its crooked condition when the pull is released. However, after 
the pull has been increased until the yielding of the wire is felt, the wire remains 
straight when the pull is released. Why? 
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ing. The unit stress at which the specimen actually breaks is called 
the breaking strength.^ 

In addition to the proportional limit, yield point, ultimate strength, 
and breaking strength, the stress-strain curve indicates the modulus of 
elasticity. This is the slope of the straight part of the cmve from the 
origin to the proportional limit. The lower curve shows that a unit 
deformation of 0.001 in. per in. corresponds to a unit stress of 30,000 
lb. per sq. in. The slope of the line is the ordinate divided by the 
abscissa, or 


Slope = 


30,000 lb. per sq. in. 
0.001 in. per in. 


30,000,000 lb. per sq. in. 


Since these are simultaneous values of S and 5 below the proportional 
limit, it is apparent that this slope is <8/5, which equals E. 

The percentage of dongation is 100 times the total change in length 
divided by the original length. This value is a measure of ductility. 
It is usually calculated even when the curve is not drawn. For this 
specimen the calculation is 


Percentage of elongation = —— X 100 = 27 per cent 

8.00 

Another index of ductility is usually calculated. This is the per¬ 
centage of rediLction of area. For the specimen described, the diameter 
of the fracture was found to be approximately 0.38 in. This figure is 
approximate because the fracture is not a perfect circle. The reduction 
of area in square inches equals the area of a circle 0.619 in. in diameter 
minus the area of a circle 0.38 in. in diameter. This is 0.301 — 0.113 = 

0 188 

0.188 sq. in. The percentage of reduction of area is equal to 

O.oOl 

X 100 = 62 per cent. For a given grade of steel this percentage of 
reduction of area is less dependent on the gage length than is the 
percentage of elongation. 

18. True and Apparent Unit Stress. The stresses shown by the 
stress strain curve drawn as described in Art. 17 are evidently smaller 
than the stresses which actually exist in the specimen. An axial 
tension produces a lateral contraction (Art. 8), and the stressed cross- 
sections of the member are therefore smaller than the unstressed 


* A compressive stress-strain diagram of a short specimen of ductile material 
wovild show no ultimate and breaking strengths. The unit stress (computed from 
the original cross-section) would simply increase indefinitely until the capacity of 
the testing machine was reached. 
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cross-section used in computing the plotted unit stresses. The stresses 
calculated from the original cross-section of a specimen are called 
“ apparent unit stresses.” Since these stresses have greater practical 
value for most purposes and are much more easily determined than the 
true unit stresses, they are the stresses usually determined. There is 
very little difference between true and apparent stresses until the yield 
point of the material has been passed, and the principal difference 
between the two stresses occurs after necking has begun. During this 
period of the test the minimum cross-section Is decreasing faster than 
the load, so that, although the apparent stress is decreasing, the true 
stress is rising rapidly. 



Fig. 28. Tensile fracture of cast iron. 

19. Stress-Strain Diagram of a Brittle Material. Brittle materials 
do not have a sharply defined yield point as described in the foregoing 
test. Instead, the stress-strain curve merely deviates gradually from 
the tangent when the proportional limit is reached. Since brittle 
materials are those which are incapable of much plastic deformation, 
they do not draw down or neck before failure, but snap without warning 
(Fig. 28). When a stress-strain diagram is drawn for such a material, 
it ends before it becomes horizontal, the ultimate strength and the 
breaking strength being the same. Figure 29 shows stress-strain 
diagrams for brittle steel and for cast iron under tension. For such 
materials the true and apparent unit stresses are evidently very nearly 
the same. 

Figures 30 and 31 show typical stress-strain diagrams for a variety of 
common engineering materials, each of which varies greatly in physical 
properties. 


PROBLEMS 

51. The log of a tensile test of hot-rolled steel is given below. Calculate unit 
stresses and corresponding deformations and draw the stress-strain curve, using 
scales of 1 in. = 16,000 lb. per sq. in. and 1 in. — 0.08 in. per in. Also replot the 
curve up to the yield point, using a scale of 1 in. « 0.0008 in. per in. Start this 
curve at the same origin. Determine and state values for (a) proportional limit, 









Unit Stress, (pounds per square inch) 


Akt. 19 


STRESS-STRAIN DIAGRAMS 



Fici. 29 



Fig. 30 
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(6) modulus of elasticity, (c) yield point, (d) ultimate strength, (e) breaking 
strength, (/) per cent elongation, (g) per cent reduction of area. Arrange data in 
four columns headed: Load, Unit Stress, Elongation, Unit Elongation. 


Tensile Test of Hot-Rolled Steel 


Gage Length, 2 in. Diameter of Specimen, 0.508 in. 


Load (lb.) 

Elongation (in.) 

Load (lb.) 

Elongation (in.) 

0 

0.00000 

7,500 

0.038 

1,600 

0.00053 

8,700 

0.08 

2,400 

0.00077 

9,400 

0.11 

3,600 

0.00116 

10,000 

0.15 

4,600 

0.00156 

10,500 

0.18 

6,400 

0.00211 

11,200 

0.45 

7,200 

0.00242 

10,800t 

0.64 

8,000 

0.00305 

10,200 

0.73 

7,500* 

0.00457 

8,700t 

0.76 

7,300 

0.017 




* Strain-gage removed Subsequent elongations measured with dividers and steel scale, 
t Necking begins to show. 

t Specimen broke. Final diameter at fracture = 0.28 in. 

62. The log of a tensile test of gray cast iron is given below. Calculate unit 
stresses and corresponding unit deformations and draw the stress-strain curve, 
using scales of 1 in. = 8,000 lb. per sq. in., and 1 in. = 0.002 in. per in; Deter¬ 
mine the value of E when the stress is 4,000 lb. per sq. in.; when the stress is 8,000 
lb. per sq. in. Specimen broke when load was 11,800 lb. Arrange data in four 
columns headed: Load, Unit Stress, Elongation, Unit Elongation. 


Tensile Test of Gray Cast Iron 


Gage Length, 2 in. 


Load (lb.) 

Elongation (in.) 

0 

0.00000 

1,000 

0.00024 

2,000 

0.00064 

3,000 

0.00103 

4,000 

0.00146 

5,000 

0.00200 

6,000 

0.00260 


Diameter of Specimen, 0.720 in. 


Load (lb.) 

Elongation (in.) 

7,000 

0.00340 

8,000 

0.00450 

9,000 

0.00600 

10,000 

0.00800 

11,000 

0.01100 

11,500 

0.014 

11,800 



63. A bar of the weaker cast iron shown in Fig. 30 is 24 in. long and f in. square. 
How much will it lengthen when the load on it is increased from 2,000 lb. to 8,000 
lb.? When the load is increased from 5,000 lb. to 11,000 lb.? 

64. Solve Problem 53 if the bar is made of the stronger cast iron shown in 
Fig. 30. 

20. Toughness Indicated by Stress-Strain Diagram. The stress- 
strain diagram is a force-distance '' diagram, and the area under the 
curve represents the average value of the work done per unit volume of 
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the material and is therefore a measure of the toughness of the material. 
The area under the straight sloping part of the curve^ represents the 
average value of the work,done p^r unit of volume in stressing the 
specimen to the proportional limit and is therefore a measure of the 
elastic toughness or resilience of the material. 

Figure 32 shows that a mild ” (low-carbon) steel possesses greater 
toughness than a high-carbon steel, even though the high-carbon steel 
is much stronger under a static load. 

This lack of toughness of brittle ma¬ 
terials is confirmed by impact ex¬ 
periments. On the other hand, since 
both the steels whose properties are 
pictured have the same value of E, the 
‘‘ strong ’’ steel is seen to be much 
more resilient than the more ductile 
steel. Springs, axles, and other parts 
which are ruined if permanently 
deformed by shock loads are there¬ 
fore made of strong steels. On the 
other hand, for such objects as crane 
hooks, the rupture of which would be much more serious than the per¬ 
manent distortion only, weaker but more ductile and therefore 
tougher steels are used. 

21. The Effect of Overstress: Cold Working. The properties of a 
material are largely, but not entirely, fixed by its chemical composition. 
Even after the material has been incorporated into the machine or 
structure of which it is to form a part, many of its mechanical charac¬ 
teristics may be greatly changed. This fact can be illustrated as 
follows. 

If two specimens of mild hot-rolled® steel are cut from the same bar, 
their chemical composition and the manufacturing processes to which 
they have been subjected are identical, and therefore the mechanical 
properties of the two specimens should be very nearly the same. 
Figure 33a represents the stress-strain diagram for one such specimen, 
tested to failure in the usual manner. In Fig. 336, OAO' represents the 
stress-strain diagram of a similar specimen, loaded to a unit stress A 

^ This area equals S^/2Ef in which S is the proportional limit of the material. 
The value of S^/2E for a given material is called the modulus of resilience of the 
material and is discussed in Arts. 185 and 186 in the chapter on elastic energy. 
These two articles may be studied at this time. 

* Hot-rolled steel is rolled into bars or other shapes between grooved rolls, the 
final passes being completed before the steel has cooled below a red heat. Cold- 
rolled steel is subjected to additional rolling after it has cooled. 



Unit Elongation (in. per In.^ 


Fig. 32. Toughness indicated by 
stress-strain diagrams. 
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well above the elastic limit and then unloaded. As the unit stress is 
decreased, the unit elongation decreases and A~0' is a straight line with 
aslope equal to the modulus of elasticity of the material. The distance 
0-0* represents the permanent set which has been given to the speci¬ 
men. If this specimen, after having been stressed above the elastic 
limit and then unloaded, is again tested, this time to failure, the stress- 
strain curve is found to be as represented in Fig. 33c. The modulus of 
elasticity is unchanged. The proportional limit, however, has been 
raised to practically the value of the maximum unit stress to which the 
specimen was subjected in its first test.® The ultimate strength (com- 



Fig. 33. Effect on ductile steel of stress above elastic limit. 


puted on the basis of the original cross-section) is found to be slightly 
greater than the strength of the specimen which was tested to failure 
without unloading. The ultimate elongation is found to have been 
decreased by approximately the amount of the permanent set which 
was given the specimen the first time it was tested. 

22. The Effect of Repetitions of Stress: Fatigue. The specimen 
described in Art. 17 was tested to failure under a gradually increased 
load. This failure consisted of eventual rupture, preceded by marked 
distortion extending throughout the specimen. That is typical of the 
failure of a ductile material under a gradually applied load. On the 
other hand, a specimen or member, even though of a ductile material, 
may fail very suddenly without any visible distortion having occurred, 
if subjected to a great many repetitions of stress. 

Many machine and structural parts are acted on by loads that are 
applied and removed a great number of times. Percussion drills, the 
plungers of rivet hammers, connecting rods of engines, spokes of bicycle 
wheels, blades of water wheels and steam turbines are subjected to 
millions and in some cases to billions of loadings. Sometimes (as in the 
connecting rod of a gas engine, where pressure acts only on one face of 

® This increase in the tensile proportional limit is accompanied, however, by a 
roughly corresponding decrease in the compressive proportional limit. Conversely, 
overstress in compression raises the compressive proportional limit, but lowers the 
tensile proportional limit. 
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the piston) th^ stress in the member fluctuates only between a larger 
and a smaller value (or zero) without any change in the kind of stress. 
In other members, however (the piston rod of a “ double-acting ” 
steam engine is one), the stress varies from a maximum in compression 
to a maximum in tension and back to a maximum in compression again. 
Both of these are illustrations of stress repetition. The second is an 
example of stress reversal as well; that is, the connecting rod of the 
double-acting steam engine is said to be subject to repetitions or cydes 
of reversed stress. 

The failure resulting from a very great number of repetitions of stress 
(reversed or not reversed) is called a “ fatigue failure.” The exact 
nature of this failure is imperfectly understood. However, the failm'e 
apparently results from the fact that (as noted in Art. 13) even though 
the calculated stress in the member is within the elastic limit, there are 
minute regions where the “ localized stress ” (discussed further in 
Chapter IV) is far above the average stress. If the deformation in 
these minute regions is inelastic, after a very large number of repetitions 
a small crack forms. The boundaries of this minute crack are regions 
of still higher stress, causing the fracture to spread gradually until 
eventually the cross-section of the member is so reduced that it sud¬ 
denly snaps. Throughout the failure, however, the region of high 
stress has always been so small that the deformation does not extend 
through a sufficiently large volume of the material for it to become 
visible. A very large proportion of the failures of machine parts are 
“ fatigue ” failures of this sort.^° 

The effects of repeated stresses are studied by means of “ fatigue 
tests.” The results of a series of such tests on any given material may 
be shown by what is called an S-N (stress-number) diagram (Fig. 34). 
The abscissa of a point on an S-N curve is the number of repetitions 
causing failure when the calculated value of the repeated stress is that 
indicated by the ordinate of the curve. The lower the value of the 
stress, the larger the number of repetitions before failure. For most 
metals such a curve eventually becomes horizontal as S decreases. 
Obviously the ordinate to the horizontal part of the curve is the value 
of the computed stress which can be repeated an indefinitely great 
■ number of times without causing failure. This stress value is called 
the endurance limit of the material. Tests of this sort are most often 
C£U-ried out with stresses which are “ completely reversed,” that is. 

The term “ fatigue ” dates from a time when the nature of the failure was not 
known and it was believed that stress repetition caused a “ crystallization ” of the 
material composing the specimen. The term “ gradual fracture ” which has been 
proposed is much more accurately descriptive but has not come into wide use. 
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which vary from a maximum in tension to the same maximum in com¬ 
pression. They may, however, be carried out for stresses varying 
between a maximum and some smaller value or zero, or from a max¬ 
imum in tension to a smaller maximum in compression, and vice versa. 
The unqufdified term endurance limit, however, ordinarily refers to the 
endurance limit for a completely reversed normal stress. 
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Fig. 34. S-N curve for a chrome-nickel steel. 


Under repetitions of shearing stress, especially if the direction of the 
shear is reversed, fatigue failures sometimes occur. Materials that 
have an endurance limit under normal stress also appear to have a 
shearing endurance limit. For wrought ferrous metals under com¬ 
pletely reversed shearing stress, the shearing endurance limit is about 
55 per cent of the endurance limit under completely reversed normal 
stress. 

The endurance limits of materials show more correlation with 
ultimate strength than with other mechanical properties. For rolled 
steel the endurance limit under completely reversed normal stress is 
about one-half the ultimate tensile strength. For most other metals it 
is less than half; for many, decidedly less.^^ 

Under stresses which are not completely reversed, the endurance 
limit is higher than when the reversal is complete. The smaller the 
range of stress, the more nearly the endurance limit approaches the 

For values of the endurance limits of various materials, and a fuller discussion 
of this topic, see reports of the Research Committee on Fatigue of Metals, Proceed¬ 
ings, American Society for Testing Materials, Vol. 30, Part 1 (1930), and VoL 32, 
Part 1 (1932). See also H. F. Moore, The Fatigue of Metals — Its Nature and 
Significance,’’ Transactions, American Society of Mechanical Engineers, Applied 
Mechanics Journal, March, 1933 and Prevention of the Failure of Metals under Re¬ 
peated Stress, Staff of the Pattelle Memorial Institute, John Wiley k Sons, 1941. 
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ultimate strength of the material. For a very small fluctuation in 
stress, the endurance limit may be nearly as large as the ultimate 
strength as determined by static loading. 

23. Creep. When an elastic material, such as steel, is loaded at 
ordinary temperature, it deforms in proportion to and almost simul¬ 
taneously with the loading. Thereafter the load may apparently act 
on the material for an indefinitely long period without causing any 
further appreciable change in dimensions. Even if the material is 
stressed above its elastic limit, after an immediate deformation there 



800 900 1000 

Temperature (degrees F.) 


Fig. 35. Creep curves for three lOw-alloy steels. 

appears to be no further change in dimensions until there is some 
change in load. 

At elevated temperatures, however, the behavior is quite different. 
If steel at a temperature of 700 or 800° F. ^temperatures which are not 
at all uncommon in modem boilers, steam turbines, and other appa¬ 
ratus) Ls subjected to long-continued stress, so long as this stress acts 
there is a very slow continuous yielding of the material. This slow 
yielding under steady load sud high temperature is called creep. Its 
existence is very important in the design of machines and structures 
which must resist high temperatures for long periods of time. In order 
to keep the creep rate sufficiently low, it may be necessary to use 
stresses much less than those which would otherwise be satisfactory. 
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For some materials, such as asphalt, and very soft metals like lead, 
creep is present at ordinary temperatures. For most metals, however, 
creep is either not present at ordinary temperatures, or the rate of creep 
is so extremely slow that it has not been detected with the measuring 
equipment available. It is not yet known definitely which situation 
exists. It is also unknown whether, at a temperature at which creep 
is known to exist under high stress, there is any limiting stress below 
which no creep occurs. It is known that, at temperatures high enough 
for creep to occur, the higher the temperature, the greater is the rate 
of creep produced by any given stress intensity. Conversely, at any 
given temperature, increasing the stress increases the rate of creep. A 
given rate of creep may therefore be produced in any material by an 
infinite number of combinations of temperature and stress. Figure 35 
shows the combinations of temperatures and stress which cause several 
different kinds of steel to deform at the rate of 1 per cent in 100,000 
hours of load application.^^ 

The maximum stress which can be continuously applied to a material 
at some specified temperature without causing a specified deformation 
to be exceeded in a given period of time is called the creep limit for that 
material, temperature, and rate of creep. Thus the creep limit of 
steel A, Fig. 35, at a temperature of 900° F. and for the specified rate of 
creep is 26,000 lb. per .sq. in.; for steel B, it is 16,500 lb. per sq. in. 

PROBLEMS 

B6. Tabulate the creep limits of steels A, B, and C, Fig. 35, at the given rate of 
creep and at each of the following temperatures: 850®, 920°, 1,000° F. 

One hundred thousand hours corresponds to a life ” of somewhat more than 
10 years (11.4) of continuous service. One per cent in 100,000 hours is a rate of 
creep which has frequently been considered suitable for certain uses. 

Data for curves of Fig. 35 are from Symposium on Effect of Temperature on 
MetalSy pp. 370, 371, joint publication of American Society for Testing Materials 
and American Society of Mechanical Engineers, 1931. See also II. F. Moore, 
Maierials of Engineeringy McGraw-Hill Book Co., 1941. 



CHAPTER III 
ALLOWABLE STRESSES 

24. The Nature and Causes of “ Failure ” of a Member. When a 
specimen is “ tested to failure,” as described in Chapter II, “ failure ” 
ordinarily means the breakage of the specimen. On the other hand, 
a member of a structure or machine is said to have “ failed ” when 
it ceases to be able to perform its intended function satisfactorily. 

If a member made of a ductile material is overloaded, it ceases to 
function satisfactorily because of excessive distortion. A water tank, 
for example, as the pressure is increased excessively, generally begihs to 
leak because of distortion in the neighborhood of the rivet holes long 
before there is any marked fracture. This type of failure through 
distortion at ordinary temperature has been termed “ failure through 
elastic breakdown.” It is the principal source of failure in overloaded 
structures, and in some machine frames where any pronounced bending 
of the frame leads to a lack of precision of movement too large to be 
tolerated. In brittle materials, on the other hand, the breakdown of 
elastic properties usually results in fracture before the amount of 
distortion has become important. 

Where loads fluctuate and are repeated a great many times, as in 
many machines, failure of ductile as well as of brittle materials generally 
results from fracture unaccompanied by visible distortion. As was 
stated in Art. 22, this type of failure by gradual fracture is called 
“ fatigue.” 

At high temperatures, as stated in Art. 23, the very gradual continuous 
flow of material, resulting from too high a stress, may after a long time 
render a member useless for further service. Failures of this type are 
called creep failures. 

Parts of structures or machines may fail m any one of these four ways, 
depending on the conditions of their use. 

26. The “ Usable Strength ” of a Material. From what has been 
said it should be apparent that the fraction of the ultimate strength 
of a material which can be utilized practically is not entirely deter¬ 
mined by the material itself. A stress perfectly satisfactory under a 
static load at ordinary temperature may result in a fatigue failure 
under repetitions of load, or in a creep failure under high-temperature 
loading. Under steady loads at ordinary temperatures, the yidd^poird 
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stress is ordinarily the stress limiting the usefulness of wrought iron 
and the milder grades of steel. So long as the stress remains below the 
yield point, distortion will generally not be excessive; as soon as the 
stress reaches the yield point, however, the deformation may become 
twenty times what it was at a slightly smaller stress and be too great. 
Only wrought iron and the milder grades of steel, however, have a 
definite sdeld point. In reference to other metals the expression 
“ yield strength ” is often used to denote the stress accompanying the 
maximiun amoimt of distortion that may be considered admissible. 
For aluminum and other non-ferrous alloys the yield strength has often 
been taken as the stress accompanying a permanent set of 0.2 per cent 
in a specimen of the material. For steady loading at ordinary tem¬ 
peratures the usable strength of a ductile material may therefore 
generally be considered to equal its yield point (if it has one) or its yield 
strength) the usable strength of a brittle material equals its ultimate 
strength, since fracture occurs before distortion has become pro¬ 
nounced. 

In the discussion of high-temperature loading it was brought out that 
the maximum stress which can be considered satisfactory is affected 
by the temperature to be resisted and by the allowable rate of creep, 
and that this stress is called the creep limit. The creep limit therefore 
fixes the usable strength of a material used at high temperature. If 
the temperature is sufficiently high, or if the rate of creep must be very 
small, the usable strength may be a very small fraction of the ultimate 
strength of the cold material. 

Under repetitions of stress, the endurance limit may be taken as the 
usable strength of the material, since stresses less than this may be 
rei)eated an indefinitely great number of times without causing failure. 
The ratio of the ultimate strength to the endurance limit is called the 
“ fatigue ratio ” of the material. 

Depending on conditions of use, therefore, the yield point or yield 
strength, the creep limit, or the endurance limit may be said to de¬ 
termine the usable strength of a material. 

26. Allowable Stress and Working Stress. The alUnvable unit stress 
or simply the allowable stress is the unit stress value specified or selected 
as proper for use in calculating the dimensions of a member which is to 
carry any stated load, or in calculating the maximum load which should 
be applied to any given member. Since members may be designed to 
resist tension or compression or shear, there are allowable tensile, 
compressive, and shearing unit stresses. Allowable stresses are either 
specified by some authority, such as a bridge engineer of a railroad or 
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the building department of a city, or selected by a designer of competent 
judgment after careful consideration of the materials to be used and the 
conditions of service of the machine or structure. 

The working unit stress is the unit stress (as calculated) which results 
in a given member from the loads actually carried or assumed to be 
carried. When the loads on a structure are variable, the working stress 
is a variable stress. In this respect it differs from allowable stress, 
which, once selected for a given member, has a fixed value. The 
working stress may be at times only a small fraction of the allowable 
stress. The working streas .should not exceed the allowable stress, 
although it does in structures that carry loads greater than the “ design 
loads.” 

The allowable stress used in design is sometimes called the “ allow¬ 
able working stress,” a term which is sometimes shortened to “ working 
stress.” In such usage the term “ working stress ” has the same 
meaning as “ allowable stress ” as used in this book. It is preferable, 
however, to reserve the term “ working stress ” for the actual unit 
stress in the member under whatever load it may be carrying, and to 
speak of the design stress as the “ allowable stress.” 

27. Determination of Allowable Stresses. It should be evident that 
the unit stress in a member should not exceed the usable strength of the 
material of which the member is made. To insure this, the allowable 
stress used in the design of the member must be considerably less than 
the usable strength of the material. This difference between the 
allowable stress and the usable stress coastitutes a margin of safety 
which is necessary to provide for the following po.ssibilities: 

1. Actual loads may exceed design loads. This may be a con.se- 
quence of a deliberate increase in loading in the future or of careless 
or accidental overloading. 

2. Actual maximum stresses may be more than the stresses cal¬ 
culated by ordinary accepted procedures. This may be due to sim¬ 
plifying assumptions made in stress calculations^ or to the effects of 
shocks, vibrations, and other stresses which are indeterminate. 

3. The actual usable strength of the material may not be as great as 
that assumed. This situation may exist because of uncertainties 
inherent in the material or because of defects in the member which 
escape inspection. 

4. Through corrosion, weathering, or decay the effective oross^ction 

^ For AYpmplft, the assumption is made that members of riveted trusses are sub¬ 
jected to axial loads only, although it is known that they are subjected to rela¬ 
tively small bending forces as well. 
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of a member may be appreciably lessened with the passage of time. 
For example, unless kept well painted, steel members may lose ap¬ 
preciable strength by rusting away; wooden members may rot. 

For a simple case of loading where the stress could be computed with 
perfect accuracy, and with a type of load that could never be greater 
than that assumed, and such that no shocks or vibrations could ever 
be caused by the loading, and with a perfect material known to be free 
from defects and used under such circumstances that deterioration 
would be absolutely prevented, it might be permissible to use an 
allowable stress almost equal to the usable strength, but this is an ideal 
combination which never occurs. 

The necessity for a margin of safety having been considered, some of 
the conditions that together influence its size may be discussed. These 
include: 

1. Exactness with which loads are known. 

2. Nature of loads — whether steady or variable. 

3. Accuracy with which stresses due to known loads can be cal¬ 
culated. 

4. Reliability of material. 

5. Resistance of material to corrosion and deterioration. 

6. Natwe of material from standpoint of whether it gives warning 
of failure. 

7. Seriousness of failure if it occurs. 

8. Other practical considerations which sometimes limit the margin 
of safety. In the design of a dirigible frame all conditions indicate 
the desirability of a large margin of safety. Practical requirements 
of lightness result in a design in which, for certain parts, the difference 
between the design stress and the usable strength is probably much 
less than in any other important structure. 

It is not customary to specify the margin of safety, but rather to 
specify the allowable stresses for the materials to be used in a structure. 
Such specifications must, of course, take into consideration the variables 
just enumerated. A given material such as structural steel, for ex¬ 
ample, may have allowable stresses for some certain use very different 
from its allowable stresses for some other use. Hence there are allow¬ 
able stresses “ for structural steel for buildings ” which are, in general, 
considerably higher than the allowable stresses for the same steel in 
machines where shock and vibration may be caused by the loads, and 
where hi^ localized stresses (which would be unimportant in a building 
frame) would probably result in fatigue failure. 

28. Allowable Stress Values. In designing machines — loco¬ 
motives, automobile engines, steam shovels, lathes — many different 
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TABLE I 

Allowable Stbesses 

(All stresses are given in pounds per square inch.) 

Structural Steel for Buildings 

ABC 

Tension on net section of rolled steel. 20,000 18,000 16,000 

Compression on short lengths (not columns) 20,000 18,000 16,000 

Shear on pins and power-driven rivets. 15,000 13,500 12,000 

Values specified in column A are in the 1946 American Institute of Steel Con¬ 

struction Specifications for the Design, Fabrication, and Erection of Structural 
Steel for Buildings,” and are permitted by a number of cities in their building codes. 
Values in column B are in the 1945 “ Building Code of New York City ” and in the 
building codes of many other cities. Both these values are based on an ultimate 
tensile strength of 72,000 lb. per sq. in. for structural steel, which is now the stand¬ 
ard. Values specified in column C were given from 1900 to 1930 in numerous 
bridge specifications and building codes. They are based on steel having an ulti¬ 
mate strength of 65,000 lb. per sq. in. 

Cast Iron 

(American Association of State Highway Officials, 1944 Specifications for Highway 

Bridges) 

Tension. 3,000 Compression.... 12,000 Shear. 3,000 

Bearing on Brick Masonry 
(New York City Building Code, 1945) 

Kind of mortar: 

Portland cement.. . 325 Cement-lime. 250 Lime. 100 

(For brick having an ultimate strength greater than 4,500 lb. per sq. in., higher 

stresses arc allowed.) 

Bearing on Concrete and Stone Masonry 

(American Railway Engineering Association, 1943 Specifications for Steel Railway 

Bridges) 


Granite masonry (portland cement mortar). 800 

Sandstone and limestone masonry (portland cement mortar).... 400 

Concrete masonry. 600 


Lumber 

(Based on stresses recommended by the National Lumber Manufacturers’ Asso¬ 
ciation, 1941) 

Note: Appendi.x C gives nominal and actual sizes of commercial lumber. 



Compression on Short Lengths 

Shear 

Kind of Wood and 
Grade 

Parallel to Grain 
(Load on end) 

Perpendicular 
to Grain 
(Load on side) 

Parallel to Grain 
(Along grain) 

Southern pine (longleaf) 
Select structural 

1450 

380 

100 

Prime structural 

1300 

380 

100 

Spruce 

Select 

900 

250 

90 

Common 

800 

250 

90 

Oak, white or red 

Select 

1100 

500 

120 

Common 

1000 

500 

120 


Stresaes given above are for dry looatione. In damp or wet locations lower stresses should be used 
(see Table XI, Appendix C). 
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materials, with widely different mechanical properties, are used. 
Furthermore, the conditions under which these various machines are 
employed differ greatly in severity. For these reasons it is not feasible 
to attempt to give here any general tables of allowable stresses for 
materials as used in machines. The design department of each manu¬ 
facturing organization generally decides on the stresses which will be 
used in its own designing, basing them on the materials to be utilized 
and on the purpose of the product. 

In structural work, however, the variety of conditions encountered 
is much narrower and the range of materials ordinarily used is much 
less, so that allowable stresses in structural work can be more nearly 
standardized. Various bodies of engineers from time to time prepare 
specifications which include allowable stresses for material that meets 
certain strength standards. For example, the American Railway 
Engineering Association, the American Society of Civil Engineers, and 
the American Institute of Steel Construction are typical organizations 
which at one time or another have prepared specifications that include 
allowable stresses for structural carbon steel for bridges or for buildings. 
In addition to stating the allowable stresses, such specifications also 
include the physical characteristics of the material to be used and cover 
the more important aspects of design, fabrication, and erection, so as 
to insure that the stresses used shall be consistent with the conditions 
of material and of use that were presupposed in the preparation of the 
specification. The tables of allowable stresses presented on page 37 
consist of extracts from such specifications, but are limited to the 
simple stresses that have so far been considered in this book. In 
Appendix C will be found a much more comprehensive set of tables 
which include allowable values for bending and other stresses. 

PROBLEMS 

61. A short spruce post which measures 9| in. by 9^ in. bears against an oak 
sill, as shown in Fig. 36. What is the allowable load on the post? 

Ans. P = 45.100 lb. 

62 . A cast-iron bridge pedestal (Fig. 37) carries a load of 330,000 lb. It 
rests on a concrete pier. The dimensions in contact with the concrete are 22 in. 
by 24 in. Does this comply with the specifications of the American Railway Engi¬ 
neering Association, 1943? 

63 . A tension member in a roof truss in New York is composed of two angles 

which together have a net section of 7.68 sq. in. (a) What total load is permis¬ 
sible for the member? (6) If the total tension in the member is 125,000 lb., what 
is the working stress? * Ans, (6) S = 16,280 lb. per sq. in. 

64 . A pump rod, a, is if in. in diameter. It is attached to another section of 
the rod by a cottered joint (Fig. 38). A slot is cut through the enlarged end of the 
rod for a cotter | in. thick and 2f in. deep. If allowable tensile stress is 8,000 lb. 
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per sq. in. and allowable shearing stress is 6,500 lb. per sq. in., what is the allowable 
load on the rod? With this load, what is the minimum value of the dimension I as 
limited by shearing stress? 




J_L 




! i 



Fig. 38 Fig. 39 

66. A small sprocket chain is made of links of steel as shown in Fig. 39. The 
links marked a are f in. wide and | in. thick. The pins are ^ in. in diameter. If 
allowable stresses are tension, 8,000 lb. per sq. in., and shear, 5,000 lb. per sq. in., 
what is the greatest allowable load on the chain? 

29. Factor of Safety. ** Factor of safetyis a term denoting the 
ratio of the greatest load a member or stracture could carry, to the 
design load. For instance, if the tensile load which would cause failure 
of a tensile member Ls known (on the basis of the specified minimum 
strength of the material composing the member) to be at least 80,000 
lb., and if the member is designed to carry a tensile load of only 20,000 
lb., its factor of safety is said to be at least 4. This is a design factor of 
safety. The working factor of safety is the ratio of the load causing 
fracture to the load actually being carried. The working factor of 
safety can evidently be greater or less than the design factor of safety, 
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depending on whether the load being carried is less or greater than the 
design load. 

In most structural and machine parts the maximum stress is pro¬ 
portional to the load.^ In such cases the design factor of safety is 
evidently obtained by dividing the ultimate strength of the material 
by the allowable stress; the working factor of safety is found by 
dividing the ultimate strength by the working stress. 

The concept of a factor of safety is of special value in examining a 
structure that has its different parts subjected to different kinds of 
stress (tension, compression, or shear) in order to ascertain which part 
is likely to give way first, in the event of an excessive load.^ The term 
“ factor of safety ” is misleading, however. There are few structures 
that could have the loads increased in the ratio of the design factor 
of safety without failing long before the loading was completed. This 
is the situation because, as has been pointed out, failure under steady 
loads results more frequently from excessive distortion than from actual 
fracture or collapse; and under repeated loads failure results from 
fatigue. Nevertheless, the concept has its uses, particularly in com¬ 
paring the strengths of different parts of a structure. The abbrevia¬ 
tions F.S. will be used sometimes for factor of safety. 

Example. A steel eyebar carries a load of 100,000 lb and is in. by 4 in. in 
cross-section. The end of the bar is held by a pin, arranged as shown in Fig. 40. 
If it is assumed that the shearing stress Is uniformly distributed over the cross- 
sections of the pin, what is the proper diameter of the pin to make its factor of 
safety in shear equal to the factor of safety of the eyebar in tension? Ultimate 
strengths of the material composing bar and pin are: tension, 60,000 lb. per sq. in.; 
shear, 45,000 lb. per sq. in. 

SoliUion: St in eyebar = 100,000/6 == 16,700 lb. per sq. in. 

Therefore F.S. of eyebar in tension = 60,000/16,700 = 3.59. 

Hence Ss in pin for same factor of safety = 45,000/3.59 = 12,500 lb. per sq. in. 

Therefore the necessary area to support shear in pin = 100,000/12,500 = 8.00 
sq. in. 

The shearing stress is distributed over two cross-sections of the pin. Therefore 
the required cross-section of pin = 4.00 sq. in. 

Whence, required pin diameter = 2.26 in. 


PROBLEMS 

66 . In Fig. 41, a is a steel rod l| in. square which carries a load P. A steel pin 
5, f in. square is driven through a hole in a as shown. The ultimate tensile strength 
of the steel is 64,000 lb. per sq. in., and ultimate she^^ring strength is 48,000 lb. per 
sq. in. If the factor of safety is not to be less than 4, what is the greatest allowable 

^ Columns are an exception to this rule, the maximum stress increasing more 
rapidly than the load. 
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load P? Is the factor of safety in this problem a design or a working factor of 
safety? ’ Arts. P = 9,390 lb. 

67. If the pin in Problem 66 is f in. square and the load P equals 7,500 lb., what 
is the factor of safety? If the factor of safety is not to be less than 4, what b the 
maximum allowable value of P? 



Fig. 40 Fig. 41 

68 . What should be the size of a square pin b to pass through the rod a if the 
factor of safety of the pin in shear is to be just equal to the factor of safety of the 
rod in tension? 

GENERAL PROBLEMS 


69. An I-beam (Fig. 42) rests on a brick wall laid with portland cement mortar. 
The maximum end reaction of the beam is 17,000 lb., and the beam projects 8 in. 


over the wall. Find the width of bearing plate 
required. Am. b — 6.53 in. 

70. Figure 43 shows a bell-crank lever such as 
those used in various mechanisms to change the 
direction and magnitude of a force. Determine 
the sizes of pins B and C so that the factor of 
safety of each pin in shear will equal the factor 
of safety of rod D in tension. Tension ultimate 
strength of the steel is 70,000 lb. per sq. in. 
Shearing ultimate strength of the pin steel b 
50,000 lb. per sq. in. Diameter of D is 1.40 in. 

71. Chain used in operation of the spillway 
gates at the F^ Peck dam has links and pins 




Fig. 42 


Fig. 43 


with the dimensions shown in Fig. 44. These links and pins are of chrome- 
nickel steels, heat treated. If uniform stress dbtribution b assumed on all cross- 
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sections, find the maximum tensile unit stress in the links and the maximum 
shearing unit stress in the pins under a load of 500,000 lb. Why are links 
a and b of different thicknesses? 

72. A steel beam in a bridge rests on a cast-iron pedestal of the dimensions 
shown (Fig. 45). The pedestal rests on a pier of sandstone masonry. It is proposed 
to move over the bridge an exceptionally heavy load which would cause a reaction 
of 89,00(T lb. at the end of the beam, (o) Calculate the unit compressive stress 
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Fig. 44 



which this load would cause in the masonry, (b) Does this comply with the Amer¬ 
ican Railway Engineering Association specifications? (c) Would you allow this 
load to be moved over the bridge? 

73. A southern pine beam (select structural grade) is shown in Fig. 46. The 
ends rest on steel bearing plates supported by brick walls laid up with portland 
cement mortar. P = 30,000 lb., m - 2 ft., and n = 3 ft. (a) Calculate the 




required length a of the center steel bearing plate. (6) Calculate the minimum 
dimension b for the left-end bearing plate, (c) Find the width c of the end bear¬ 
ing plate. Assume location to be continuously dry. Ans. (h) b = 4.98 in. 

74. Solve Problem 73 if both m and n are 2.5 ft. 

76. The post and sill shown in Fig. 47 are both of spruce, and each is 9.5 in. 
square, (a) If the post rested directly on the sill (no oak block), what would be 
the allowable load PI (b) 'What is the allowable load as determined by bearing 
of the post on the oak block? (c) For this allowable load what length L is re¬ 
quired? 

76. An elevator counterweight, constructed as shown in Fig. 48, weighs 8,000 lb. 
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If the elevator is braked while ascending, the descending counterweight is accel¬ 
erated upward. An assumption for this acceleration, in accordance with modern 
elevator practice is 5 ft. per sec.^ What should be the diameter of the threaded 
rods A and the pin B if tensile and shearing stresses are limited to 8,000 and 5,000 
lb. per sq. in., respectively? Ana. Diam. of A = 1^ in. 



Fig. 48 


77. In Fig. 41 the bar a is 1 in. thick and 2 in. wide. The bar h is square and 
passes through a closely fitting square hole in the center of the 2-in. face. What 
should be the size of bar h if the factor of safety of the bar h in shear is to be the 
same as the factor of safety of a in tension? Ultimate strength in tension is 70,000 
lb. per sq. in. and in shearing is .50,000 lb. per sq. in. 

78. If a cast-iron bearing plate in. wide and 15 in. long is placed between the 
sill and the end of ftie post in Problem 01, what is the allowable load? 








CHAPTER IV 

STRESSES DUE TO AXIAL LOADS 

30. Introduction. This chapter will discuss the stress caused by 
loads the resultant of which passes through the centroid of the area on 
which the stress exists. Such loading is called axial loading. Truly 
axial loading is not often realized in engineering practice. For example, 
the loads on a bolt which holds two flanges together are not truly axial 
unless the surfaces with which the bolt head and the nut are in contact 
are exactly parallel to one another. Usually the surfaces are not exactly 
parallel. Nevertheless they are so nearly parallel that an axial loading 
of the bolt is invariably assumed to exist in such cases. The loading 
is idealized to that extent, and the stress analysis is based on an assumed 
perfect loading. As noted in Chapter III, one of the reasons for a 
margin of safety between the usable strength of a material and the 
allowable stress is to take care of uncertainties that result from working 
assumptions of this sort which may not be absolutely true. 

This chapter will consider stresses in bars which have a straight axis 
but different cross-sectional areas at different points atong their lengths; 
it will consider stresses due to temperature changes, stresses on oblique 
planes through axially loaded prisms, stresses in certain members made 
of more than one material, and stresses in tliin-walled pressure con¬ 
tainers. The loading will invariably be assumed ‘‘ axial, as defined 
at the beginning of this article. 

31. Stresses in Members of Variable Cross-Section; Localized 
Stress. When a prism of rectangular cross-section is loaded axially, 
it is believed that the stress distribution is Very nearly uniform over 
sections which are some distance away from the points where the loads 
are applied. The assumption of uniformity of distribution of such 
stress is always made. Suppose, however, that at some cross-section 
pf the bar there is a cylindrical hole, as in Fig. 49«. In this case the 
stress is not uniformly distributed over the cross-section'through the 
hole but reaches a maximum value immediately a^acent to the hole, as 
shown. The stress decreases rapidly so that thpIPvera^ stress on the 
cross-section is reached not far away from the ^le. A similar situation 
exists in a bar notched at the sides, as showir in Fig. 496, or in a bar 
in which two portions of different widths are joined with a fillet,’^ 
as in Fig. 49c. 
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The ratio of the maximum stress to the average stress is affected by 
the ratio of the radi\is of the hole, notch, or fillet to the width of the bar. 
For a circular hole in a plate of indefinitely great width (or an indef¬ 
initely small hole in a bar of finite width) it can be shown mathemat¬ 
ically that the maximum stress in an “ ideal ” material is three times 
the average. If the diameter of the hole bears a finite relation to the 
width of the bar, the ratio of maximum to average stress is less. The 
same situation exists with respect to notches in the side of a bar. 
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Fig. 49. Ordinates of curves are unit stresses on reduced sections. 


In cases of this sort where, because of a change in the shape of the 
member, the maximum stress over a small area is above the average 
stress, the ratio of maximum to average stress on the most highly 
stressed section is called the stress concentration factor for that change 
in shape. 

The mathematical analysis of cases of this sort frequently becomes 
very complex. For this reason a number of experimental procedures 
for the study of stress concentrations and the determination of stress- 
concentration factors have been developed.^ Figure 50 shows graphs 
giving stress-concentration factors for three types of change in cross- 
section.^ These stress-concentration factors were determined by the 
experimental procedure known as photoelastio analysis. 

Inspection of Fig. 50 shows that for each of the changes in cross- 
section a very small hole, notch, or fillet causes a much larger stress 
concentration than does a hole, notch, or fillet of somewhat greater 
radius. In the member with a hole, for example, if the hole has a 

^ For a simple and clear description of some of these, see F. B. Seely, Advanced 
Mechanics of Materials, Wiley <fe Sons, page 191. For mathematical analysis see 
S. Timoshenko, Theory of Elasticity, McGraw-Book Company, 1934, page 75, 

* M. M. Frocht, “ Factors of Stress Concentration Photoelastically Determined,” 
Transactions, American Society of Mechanical Engineers, Vol. 57 (1935), page A-67. 
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diameter of only one-tenth the width of the “ net ” cross-section 
through the hole {r/d — 0.05), the maximum stress, immediately 
adjacent to the hole, is 2.7 times the average. If, however, the 
diameter of the hole equals the net width (r/d = 0.5), the maximum 
stress is only 2.1 times the average. In the cases of the notch and the 
fillet, the gain in stress uniformity as r increases with respect to d is 
even more pronounced. In all these situations, however, it is evident 
that the stress as calculated from S = P/A is much too low. 



Vd 


(CourUayt American Society of Mechanical Enyineera) 

Fig. 50. Stress concentration factors (flat bars). 

In some situations this fact is important; in others it is not. In a 
member made of material with a pronounced yield point and subjected 
to gradually applied or steady loading, the maximum stress on the 
reduced cross-section is much above the average so long as the max¬ 
imum stress is below the yield point. However, as the load is increased, 
this stress differential diminishes. The maximum stress reaches the 
yield point of the material long before the average stress does, but an 
increase in load thereafter causes no increase in the maximum stress. 
Instead there is only a flow of metal in a region adjacent to the hole. 
As this region is very small, the plastic deformation of the member is 
without serious consequences. Before the “ usable strength ” (Art. 
25) of the material is approached, most of the inequality of stress has 
disappeared; when the full usable strength has been developed, all the 
stress inequality has disappeared. Consequently, in structural practice 
no allowance is made, for example, for the stress concentration im¬ 
mediately adjacent to the root of the thread of a bolt subjected to 
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tension or adjacent to holes in axially loaded steel tension and com¬ 
pression members. In this situation the minute deformation is un¬ 
important, and most of the stress inequality disappears before a 
dangerous load is reached. Generally speaking, therefore, in design¬ 
ing in the milder grades of steel or other ductile materials, and for 
loads which do not fluctuate rapidly, no account is taken of such local 
stresses. 

In using more brittle materials, stress concentrations are much more 
serious. Under high local stress, a crack is likely to start because of 
the inability of the brittle material to deform plastically. Under 
repeated loads, also, localized stresses are important, because under 
such loads a stress above the endurance limit, even though it exists 
only on a very small area, tends to start a fatigue crack. Therefore, 
in designing members of brittle materials and members subject to 
reversals of stress, where changes in dimension are unavoidable the 
effort is made to minimize the non-uniformity of stress distribution 
by means of fillets, the avoidance of sharp notches, and similar means 
and to employ the stress-concentration factor in making proper allow¬ 
ance for such localized stress as remains. 

Example. A steel bar of rectangular cross-section and 
subjected to complete alternations of ten.sile and compres¬ 
sive stress has a reduced portion as shown in Fig. 51. The 
endurance limit of the steel is 40,000 lb. per sq. in., and the 
maximum computed stress in the bar is not to exceed f of the 
endurance limit. If the load on the bar is 3,200 lb., what is 
the minimum size of fillet that may be used? 

Solution: Area of reduced section = 0.5 sq. in. There¬ 
fore average stress on reduced section = 6,400 lb. per sq. in. 

Allowable computed stre.ss == 10,000 lb. per sq. in. There¬ 
fore allowable stress concentration factor = 10,000/6,400 = 

1.56. Therefore, from Fig. 50, required r/d = 0.35, whence 
required radius of fillet = 0.175 in. 


3200 lb. 


kl.OOi 
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thick 


r 


-0.50" 


3200 lb. 

Fig. 51 


PROBLEMS 

91. The head of a standard structural-steel eyebar is joined to the shank by a 
fillet the radius of which is equal to the width of the shank. Assuming the graph 
given in Fig. 50 for stre.ss concentration due to fillets to apply to this case, calcu¬ 
late the maximum stress that occurs in an eyebar when the average stress is 18,000 
lb. per sq. in. If the radius were equal to only one-half the width of the shank, 
what would be the maximum stress? 

92. Three flat bars each 0.25 in. thick and with a drilled hole as shown in Fig. 52 

are used as tension members. Dimensions w and d in inches are: for bar a, w = 
0.75, d - 0.25; for bar by w = 1.00, d = 0.50; for bar c, w = 1.50, d = 1.00. 
The load on each bar is 1,250 lb. What maximum stress occurs in each of the bars 
as a result of stress concentrations? Ans. (5) S = 21,400 lb. per sq. in. 
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93. Each block in Fig. 53 has the same minimum cross-section. The blocks are 
of soft steel, the proportional limit being 25,000 lb. per sq. in. and the yield point 
30,000 lb. per sq. in. Using the curve of Fig. 50, find the ratio of maximum 



Fig. 52 Fig. 53 


stress in A to maximum stress in B when P equals (a) 5,000 lb., (b) 20,000 lb., 
(c) 30,000 lb. 

94. Figure 26 shows a standard form of static tensile test specimen of mild steel. 
Figure 28 shows a tensile test specimen of cast iron. From the standpoint of 
stress concentration, discuss the ilifference in their shapes. 

32. Temperature Stresses. Most substances expand when they are 
heated and contract when they are cooled. The rate at which this 
change in dimension takes place as the temperature changes is expressed 
by a number called the coefficient of thermal expansion, for which the 
symbol C is used. 

This quantity is the unit change in dimension per degree change in 
temperature, temperature usually being expressed on the Fahrenheit 
scale in this country. 

Commonly assumed values of the coefficients of thermal expansion 
(per degree Fahrenheit) for a few materials are:^ 

Steel 0.0000065 

Cast iron 0.0000062 

Copper 0.0000093 

Concrete 0.00000(5 

Wood 0.000003 

In many forms of construction allowance must be made for this 
expansion and contraction. For instance, a concrete road slab should 
be laid with joints at intervals. Otherwise, as it cools and contracts 
in winter weather, the contraction will set up tensile stresses in the 
material which may cause it to crack. 

* For a more comprehensive list see American Institute of Steel Construction, 
Steel Comtfuclion, or other handbooks. 
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When some constraint prevents the deformation normally accom¬ 
panying change in the temperature of a body, the resulting stress 
equals E X 6, where 6 is the unit deformation which is prevented from 
occurring. 

Example 1. A steel bar 1 in. square is held between rigid supports exactly 10 
ft. apart. There is no stress in the bar when its temperature is 50® F. What is 
the unit stress in it when its temperature is 0® F.? 

Solviion: The change in temperature while the bar is constrained = 50®. C = 
0.0000065. Therefore 5 = 0.0000065 X 50 = 0.000325 in. per in. Since S = ‘ 
Eh, S = 30,000,000 X 0.000325 = 9,750 lb. per sq. in., tension. 

It should be noted that in a body in which all temperature deforma¬ 
tion is prevented, the unit stress set up by a change in temperature is 
wholly independent of the length of the body. Nor is the total force 
which the body exerts on the constraints at its ends affected by its 
length, but only by its cross-sectional area, its modulus of elasticity, 
and its temperature change. However, in a body which undergoes 
some change in dimension with change in its temperature, but not the 
entire change which would normally occur, the stress is affected by the 
length of the body. 


Example 2. A railroad track is laid in winter at a temperature of 15® F., with 
gaps of 0.01 ft. between the ends of the rails. The rails are 33 ft. long. If they 
are prevented from buckling, what stress will result from a temperature of 110® F.? 

Solution: The normal change in length of a 33-ft. rail when its temperature in¬ 
creases 95° == 0.0000065 X 95 X 33 - 0.0204 ft. The change in length prevented 
= 0.0204 — 0.01 = 0.0104 ft. Therefore the unit deformation which is prevented 
is 5 = 0.0104 ^ 33 = 0.000315 ft. per ft. Since S ^ Eh, S = 30,000,000 X 
0.000315 = 9,450 lb. per sq. in. 

Example 3. Two cast-iron flanges each l| in. thick are bolted together with 
a 2-in .-diameter bolt. The bolt is 50° F. hotter than the flanges. The nut is 
tightened until the bolt has an initial stress in the body of the bolt of 2,000 lb. per 
sq. in. What will be the unit stress when the bolt has cooled? 

Soluiim: On the assumption that the cast-iron flanges are not deformed by the 
tension in the bolt, the unit deformation in the bolt which is prevented as the bolt 
cools is 50 X 0.0000065 = 0.000325 in. per in. This causes a unit stress in the 
bolt of 0.000325 X 30,000,000 = 9,750 lb, per sq. in. To this must be added the 
initial stress due to tightening the nut, making a total tensile unit stress of 11,750 
lb. per sq. in. This is the unit stress in the body of the bolt. At the root of the 
thread the unit stress equals the total tension in the bolt divided by the area at the 
root of the thread. 


11,750 X 3.142 
2.300 


= 16,050 lb. per sq. in. 


Actually the unit stress in the bolt is less than that calculated above. The true 
condition of stress in bolt and flanges is diflicult to determine; but, if some as¬ 
sumptions are made as to the amount of the cast iron compressed by the bolt, ap¬ 
proximate values can be found for the stresses in bolt and flanges. The “ long 
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diameter of a hexagon nut for a 2-in. bolt is given in handbooks as*3f in., and 
the short diameter ’’ is 3^ in. It might be assumed that the forces exerted by 
the nut and the head of the bolt compress a cylinder of cast iron about 3.4 in. in 
outside diameter with a 2-in.-diameter hole (for the bolt). The cross-sectional 
area of this hollow cylinder is 9.08 — 3.14 = 5.94 sq. in. 

Let 5c equal the unit shortening of the hollow cast-iron cylinder. If the bolt 
shortened freely as a result of cooling 50°, there would be in the bolt a unit short¬ 
ening of 50 X 0.0000065 = 0.000325 in. per in. 

The amount of this unit shortening which is prevented by the cast iron equals 
(0.000325 — 5c) in. per in. 

The total stress in the bolt will be 3.14(0.000325 — 5c)30,000,000 lb. 

The total stress in the cast iron will be 5.94 5c X 12,000,000 lb. These two 
opposing forces must be equal. 

3.14(0.000325 - 5c)30,000,000 = 5.945c X 12,000,000 
30,600 - 94,200,0005c = 71,400,0005c 


5c 


30,600 

165,600,000 


0.000185 in. per in. 


The unit stress in the cast iron equals 0.000185 X 12,000,000 = 2,220 lb. per 
sq. in. 

The unit stress in the steel bolt equals (0.000325 — 0.000185)30,000,000 = 
4,200 lb. per sq. in. 

To this figure must be added the initial stress of 2,000 lb. per sq. in. due to 
tightening of the nut, making a total stress in the body of the holt of 6,200 lb. per 
sq. in., and at the root of the thread of 8,470 lb. per sq. in. This initial stress in 
the bolt increases the stress in the cast iron by aa amount which equals 

2,000 X 3.14 _ 

-—-- = 1,060 lb. per sq. m. 


so that the total unit stress in the cast iron is 3,280 lb. per sq. in. 


PROBLEMS 

96 . A surveyor’s steel tape is 0.050 in. thick and 0.320 in. wide and is exactly 
100.000 ft. long at 70° F. with a pull of 15.0 lb. What pull will be required to make 
it 100.000 ft. long at 20° F.? ' Ans, P = 171 lb. 

96 . A copper bar, 20 ft. long, is cooled from 200° F. to 32° F. At 110° the ends 
are suddenly gripped, and further contraction is prevented. What is the stress in 
the bar when 32° is reached? (E = 17,000,000 lb. per sq. in.; C — 0.0000095.) 

97 . A rod of Invar steel 5 sq. in. in cross-section and 18.000 in. long at 32° F. 

and a rod of brass which has the same cross-section and is 22.000 in. long at the 
same temperature are placed end to end. Their temperature is then raised to 
232° F. while pre.ssure is exerted on their ends to keep them exactly 40.000 in. 
apart, (a) At 232° F. what is the total force exerted on the end of each 
rod? (6) What is the length of each rod? (C for Invar steel - 0; for brass = 
0.0000104; E for Invar steel = 20,000,000 lb. per sq. in.; for brass = 14,500,000 
lb. per sq. in.) ' • 

98 . Solve Problem 97, substituting ordinary steel for Invar steel. 

99 . For “ shrunk-link-5oints,” as illustrated in Fig. 54, Kent’s Mechanical En¬ 
gineers* Handbook recommends that the length of the link be 0.999 of the sum, d. 



Art. 33 


SHEARING STRESSES CAUSED BY TENSION 


51 


of the thicknesses of the two parts to be joined by the link. If the link is steel 
and if the material of the flywheel is assumed to be absolutely rigid, what unit stress 
results in a link made in accordance with this recommendation? How many 
degrees Fahrenheit must the temperature of the link be above that of the flywheel 
castings in order to place it in the slot? Ans. 154® F. 

100. A thin steel collar is shrunk onto a steel post. It just fits when heated to 
200° F., the post then being at 100° F. and 8.000 in. in diameter. What is the 
unit stress in the collar when it and the post are at 0° F.? (C = 0.0000065.) As¬ 
sume all the strain to be in the collar. 




Fig. 55 


33. Shearing Stresses Caused by Tension or Compression. In a 

body subject to tensile or compressive stress in one direction there will 
be shearing stress on any plane neither parallel nor perpendicular to the 
normal stress. The maximum value of this shearing stress is one-half 
the normal stress, and it occurs on planes inclined 45° to the normal 
stress. 

Proof: The body shown in Fig. 55a is a prism subject to tensile 
stress, the resultant force being P, In Fig. 55b is shown one segment 
of this prism cut off by a plane m-n making an angle 6 with a plane 
perpendicular to the direction of the tensile stress. This segment is in 
equilibrium, one force being the e:rtemal load P and the other force 
being the equal and opposite force P exerted by the rest of the body 
on the inclined face. This force on the inclined face has one com¬ 
ponent parallel to the face and equal to P sin B, and one normal to 
the inclined face and equal to P cos B. The area of the inclined face 
is -4/cos 0 if A is the area of the cross-section of the prism. 

The parallel component causes shearing stress, the unit stress being 


Psin^ 
A/cos B 


P .• ^ Psin2e 

“7 sm 0 cos 0 = — ——- 

A A 2 


The maximum value of /S, occurs on a plane for which sin 2^ is a maxi- 
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mmn. The maximum value of sin 29 is its value when B — 45® or 
135® and is 1. 

When sin = 1, (S« = PI2A, which is one-half of the normal unit 
stress. There is also normal stress (tensile or compressive) on any 
inclined plane, its value being 


_ P cos B P , - 

Sn = — - - = - cos® e 

A/cos B A 



Fig. 56. Failure of Duralumin under tension. 

Example. A specimen of Duralumin, 0.500 in. in diameter (Fig. 56), failed 
under a tensile load of 11,500 lb. The plane of failure was found to be at 48® with 



Fig. 57. Failures of concrete and cast iron under compression. 


the cross-section. What was the average shearing unit stress at failure? What 
was the average tensile stress on a cross-section? 

Solution: A = = 0.196 sq. in. 

P 11,500 

— sm 20 = " ” " sm 96® = 29,100 lb. per sq. m., average 

shearing stress 

„ P 11,500 A 

St - ” 58,700 lb. per sq. m., average tensile stress* 

A 0.196 

^ The tensile strength of a material is defined as the tensile unit stress on a cross- 
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The propositions stated and proved above illustrate the important 
fact that at any point in a body subject to stress there are different 
stresses or combinations of stresses on planes in different directions.® 
The relationships between these different stresses and applications of 
the relationships will be considered in Chapter XV. In ductile ma¬ 
terials or brittle materials under tensile loads, however, the stresses 
on planes perpendicular or parallel to the loads are generally more 
serious than* any others. Most of the cases considered in the earlier 
chapters of this book are of that sort. 

9 


PROBLEMS 


101. Table I, Art. 28, gives the following allowable stresses for southern pine, 

select grade, in a dry location: compression on end of grain, 1,450 lb. per sq. in.; 
compression on side of grain, 380 lb. per sq. in.; shear parallel to grain, 100 lb. per 
sq. in. (a) What is the allowable load on the end of a 6-in.-by-6-in. (actual size) 
post? (b) If this load is placed on the end of a post in which the grain of the 
wood makes an angle of 20° with the axis of the post, what is the resulting shear¬ 
ing unit stress along the grain? Compressive unit stress on the side of the grain? 
Are these within the specified values? Ans. (a) P = 52,200 lb. 

102. A brass bar ^ in. by I in. in cross-section has grooves 0.1 in. deep on oppo¬ 

site faces in a plane which makes an angle 6 of 40° with the other two faces of the 
member, as shown in Fig. 58. (a) What load P will cause a shearing stress of 

8,000 lb. per sq. in.? (h) If 6 - 45°, calculate P. 

34. Shearing Stresses on Mutually Perpendicular Planes. If, at a 

point within a body subject to stress, there exists a shearing unit stress 
along one plane, there must also be an equal shearing unit stress along 
a perpendicular plane through that point. 

Proof: Figure 59a shows a small rectangular particle taken from a 
point in a stressed body where a shearing unit stress of Ss lb. per sq. in. 
is known to exist along vertical planes. This small body will then have 
shearing stresses of Ss lb. per sq. in. on two opposite vertical faces, as 
shown in Fig. 59a. 

section of the material when failure occurs, irrespective of whether the failure is 
due directly to tension on a cross-section or to shear on an oblique plane. The 
tensile strength of the above specimen of Duralumin would therefore be said to be 
58,700 lb. per sq. in. Brittle materials ordinarily have shearing strengths much 
less than the compressive strength, so that, when compressive loads are applied, 
they fail in oblique shear (Fig. 57). The compressive strength, however, is defined 
as the value obtained by dividing the ultimate load by the area of the cross-cection. 

®In the example worked out above, the specimen (shown in Fig. 56) failed on 
a plane not quite at 45° with the axis because of some condition of the material that 
made it a little weaker on the 48° plane than on the 45° plane. The unit stress, 
of course, was slightly greater on the 45° plane, where it was 58,700/2, or 29,350 
lb. per sq. in. 
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It is apparent that, since the body is in equilibrium, the sum of the 
moments of the forces acting on the body is equal to zero, and other 
forces than those shown in Fig. 59a must be acting on the body. Such 
additional forces do exist and are supplied by shearing unit stresses 
of iSi lb. per sq. in. acting on the horizontal faces of the body as 
shown in Fig. 696. 



Fig. 58 Fig. 59 


The sum of the moments of all the forces on the body with respect to 
A (or any other point) equals zero. Therefore 

(<S, Xht)Xb- (S' X 60 X 6 = 0 

whence S, = Sj, as was stated at the beginning of this article.® 

Tte existence of equal shearing unit stresses on mutually perpen¬ 
dicular planes will be further discussed in connection with shafts and 
beams. 

36. Statically Indeterminate Structures. One of the very im¬ 
portant applications of the study of the mechanics of materials is in 
the solution of statically indeterminate arrangements or structures. 

In the branch of mechanics known as statics, equations of equilibrium 
are employed to determine a limited number of unknown forces which, 
together with known forces, hold a body in equilibrium. In cases 
involving forces in a single plane there are three possible independent 
equations of equilibrium, and a maximum of three unknowns can be 
foimd. In many problems one or two of these equations cannot be 
used, and the number of unknowns that can be found is reduced to two 
or sometimes to only one. Problems involving more unknowns than 
can be found by the equations of statics are known as statically inde¬ 
terminate problems. 

Sometimes the deformations that occur in the structure may be used 

* The presence of uniformly distributed tensile or compressive stresses oq the 
faces of the block does not aJffect the soundness of the above reasoning, nor does 
the pressure of non-uniformly distributed normal stresses, provided the dimensions 
of the block are infinitesimal. 
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as the basis for additional equations, which, together with the available 
equations of statics, permit the solution of some problems for which 
the equations of statics are insuflScient. 

Example 1. A solid cylinder of brass with a cross-sectional 
area of 5 sq. in. is placed inside a steel tube having a cross-sec¬ 
tional area of 8 sq. in. Each is 8.500 in. long at 60° F. They 
stand on end on a flat, rigid surface, and a rigid block rests on 
top of them. A load w of 130,000 lb. is applied to the block as 
shown in Fig. 60. Calculate the unit stress in the brass. Assume 
E for brass to be 16,000,000 lb. per sq. in. 

Solution: Let F be the number of pounds carried by the brass 
cylinder. Then the load carried by the steel tube is (130,000 — 

F) lb. as required by statics. 

Both the brass cylinder and the steel tube must shorten the 
same amount, or Abr = Ash If values are written for these deformations in terms 
of Ff this equation results: 

F X 8.500 _ (130,000 ~ F) X 8.500 

5 X 16,000,000 “ 8 X 30,000,000 

£ _ 130,000 
80 ■” 240 ”240 

whence F — 32,500 lb. and S = 32,500/5 = 6,500 lb. per sq. in. 

Example 2. Let the conditions be the same as in Example 1, except that the 
brass cylinder has a length of 8.505 in. 

Solution: If it is assumed that some of the load is carried by the steel tube, it is 
obvious that the brass cylinder will shorten 0.005 in. more than the steel tube. 
Hence 

Abr = Ast "h 0.005 
or 

F X 8.505 _ (130,000 ~ F) X 8.500 

5 X 16,000,000 “ 8 X 30,000,000 * 

Multiplying by 1,000,000, 

0.1063F - 4,600 - 0.0354F -f 5,000 
0.1417F = 9,600 ‘ 

whence F = 67,700 lb. and S = 67,700/5 = 13,540 lb. per sq. in. Note that, 
since brass and steel have different coefficients of thermal expansion, the cylinder 
and tube of Example 1 would be of unequal lengths at* any temperature other than 
60°. Hence changes in temperature would cause changes in stress in both these 
examples. This is a characteristic of indeterminate structures. 

Example 3. The beam AD shown in Fig. 61, is supported by a hinge at A and 
by steel bars at B and D. Calculate the tensions in the bars and the amount of 
the reaction of the pin at A caused by a load of 16,000 lb. applied at C. Assume 
that deformations of the beam due to bending are negligible. 

Solution: A free-body diagram of the beam is shown in Fig. 62. First the 
conditions of statics will be applied. If SH ~ 0 is used, it is evident that Ha = 0. 
If SM =0, with A as a center of moments, is used, there results this equation: 

16,000 X 12 + SFbe + ISFdf =0 (1) 
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The equation ZV = 0 becomes 

Va + Fbb 4- Fdf ~ 16,000 = 0 (2) 

This exhausts the help that statics can give. There are three unknowns and 
only two equations, and hence the problem is statically indeterminate. The beam 



16,000 lb. 



16,000 


Fig. 61 


Fig. 62 


will rotate slightly about the pin at A as a center; and, since the beam remains 
straight, the relative elongations of BE and DF must be such that 

Adf 15 


or 


But 


hence 


Abe 


SAdf 

15 


A 


E 


mSsE __ 8 X 180.9i>F 
E “ 15E 


whence 


Sbe ~ 0.HSdf 


Equation (1) may now be written in terms of Sdfj giving 

8 X 1 X 0.SSdf 4 15 X 2 X = 192,000 
S^ASdf = 192,000 

Hence 

Sbf =* 6,270 lb. per sq. in., and Sbe = OSSdf = 4,220 lb. per sq. in. 
Fbe IX 4,220 = 4,220 lb.. Fdf = 5.270 X 2 = 10,540 lb. 

Va = 16,000 - 4,220 - 10,540 = 1,2401b. 


PROBLEMS 

108. A weight of 3,000 lb. is picked up by two steel wires as shown in Fig. 63. 
Each wire has a cross-sectional area of 0.10 sq. in. One wire is 80.0 ft. long, and 
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the other wire is 80.04 ft. long. The pull P increases gradually until it equals 
3,000 lb. What load is the short wire carrying when the weight is carried by the 
wires? Atm. Load = 2,2501b. 

104. Three wires, each having a cross-sectional area of 0.20 sq. in. and the same 
unstressed length of 200 in. at 60® F., hang side by side in the same plane. The 
middle wire, equidistant from each of the others, is steel. The outer wires are 
copper, (a) If a weight of 1,000 lb. is gradually picked up by the three wires, what 
part of the load is carried by each? (6) What must the temperature become for 
the entire load to be carried by the steel wire? E for copper is 15,000,000 lb. per 
sq. in. 



Fig. 63 Fig. 64 Fig. 65 


106. The aluminum bar shown in Fig. 64 has a cross-section of 3 sq. in. and a 
length of 10.0015 in. when unstressed. The steel pipe has a cross-section of 4 sq. 
in. and a length of 10.0000 in. when unstressed. E equals 30,000,000 lb. per sq. 
in. for steel and 10,000,000 lb. per sq. in. for aluminum. What axial load P will 
cause the same unit stress in each material? (Assume rigid supports.) 

106. A tension member in a 374-ft. railroad bridge consists of eight eyebars, 
each 12 in. by 2 in. in cross-section, placed side by side. The panel length is 34 ft. 
0 in. center to center of the pins. Because of a mistake made when drilling the 
holes, one of the bars has the pin holes drilled 0.025 in. too close together. The 
total load on the tension member equals 3,050,000 lb. when the bridge is fully 
loaded, (a) What is the unit stress in the short bar? (6) In the other bars? 
(c) What would be the unit stress if all bars were exaccly the same length? 

Atm. (h) S = 15,650 lb. per sq. in. 

107. A steel link (Fig. 65) has side bars each 1 in. X 1.25 in., and the distance 
L is 8.000 in. at 50® F. A bronze rod having a cross-sectional area of 1.20 sq. in. 
and a length of 8.000 in. at 50® F. is placed within the link. Calculate the stress 
in the bronze rod when the temperature of rod and link are 150®. For this bronze, 
E = 12,000,000 lb. per sq. in., and C = 0.000010. 

STRESSES CAUSED BY INTERNAL PRESSURE 

36. Rupturing Forces in Pressure Containers. The pressure of a 
liquid or of any confined gas acts normally to the surface of the con- 
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tainer in which the pressure exists. This normal pressure sets up 
stresses in the walls of the container and tends to rupture them. The 
design of such a container, or the investigation of the stresses set up in 
one by a given unit pressure, includes two distinct steps: first, the 
determination of the force which tends to rupture the container along 
the surface or surfaces where rupture is most likely to occur; second, 
the determination of the stresses which result from the action of this 
force. 



As an example consider the pressure container shown in Fig. 66a. 
Suppose that the unit stress on the section AB is wanted. This unit 
stress may be found by considering the part of the container above the 
plane AB as a body in equilibrium, shown in Fig. 665. The upward 
force F is the resultant in a direction 'perpendicular to the plane AB of 
all the force exerted on the interior surface by the fluid pressure. The 
downward forces shown represent forces due to the tensile stress in the 
wall of the container and the sum of these downward forces equals SA, 
where S is the unit tensile stress and A is the area of the cross-section 
of the wall cut by the plane. Evidently S = F/A, 

A method of determining the force F peri^endicular to the plane will 
now be given. In Fig. 67 is shown the part of a pressure container 
above a horizontal plane through the walls of the container. In this 
figure one-half of the part above the plane has been removed in order 
to make some of the interior surface visible. 

A small rectangular area ABCD on the interior surface is shown. Let 
the angle between the surface at this point and the horizontal plane 
be By let the area of ABCD be dA sq. in., and let the unit pressure of 
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the fluid in the container be R lb. per sq. in. The force P exerted by 
the fluid on this area equals RdA and is normal to the surface, and 
therefore makes an angle d with the vertical (Fig. 676). Hence the 
vertical component of this force is RdA cos 6, 

Now, if perpendiculars to the horizontal plane are dropped from 
Ay By Cj and /), it will be seen that the area A'B'&D' equals dA cos 6. 
Hence the vertical component of P, which is RdA cos By is seen to be 
equal to R times the projection of the area dA on the horizontal plane. 
The total vertical force F is the sum of the vertical components of the 




forces on all the elementary areas comprising the interior surface above 
the plane. The foregoing reasoning shows that F equals the area of 
the part of the horizontal plane within the inner surface of the wall 
multiplied by P. This method of finding F may be stated as a general 
proposition thus: 

The force F tending to rupture a pressure container along any 
intersecting plane is equal to the area of the part of the plane included 
within the interior surface multiplied by the unit pressure of the fluid. 

The above reasoning applies to a vessel of any shape. Consequently 
for any vessel, such as those in Fig. 68, the resultant force exerted by 
the pressure on the part on one side of a plane a-a equals the unit 
pressure, times the area of the part of the plane included within the 
inner surface of the vessc^l. 

37. Unit Stresses in Pressure Vessels. Exaihiples showing applica¬ 
tions of the principles of Art. 36 will now be given: 

Example 1. A cast-iron cylinder with a bolted cover is shown in Fig. 69a. 
The cover is attached with 18 bolts, f in. in diameter and equally spaced. Calcu¬ 
late the maximum unit tensile stress in the bolts when the pressure of the gas in 
the cylinder is 80 lb. per sq. in. 

SoliUion: The cover is shown as a body in equilibrium in Fig. 696. The force 
F == IOOtt X 80 = 25,200 lb. The area of one f-in. bolt at the root of the thread 
is found in Appendix C to be 0.302 sq. in. Hence S ^ F jA - 25,200/18 X 
0.302 = 4,630 lb. per sq. in. 
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Example 2. Calculate the unit stress that occurs on any cross-section of the 
cylinder shown in Fig. 69a. The unit stress on a transverse section perpendicu¬ 
lar to the longitudinal axis of the cylinder is called longitudinal stress.’* 

Sclvtion: Pass an imaginary transverse plane A-A cutting the cylinder into 
two parts and show one of the two parts as a body in equilibrium, as in Fig. 69c. 
The forces due to the tensile unit stress on the cut section of the wall of the cylin¬ 
der must balance the force F. The area of the cut section of the wall is equal to 
the thickness of the wall times the mean circumference. Hence 

F ^ 100^ X80 
- A " 21ir X 1 

« 8,000 

^ — = 881 lb. per sq. m. 

21 



Note that this stress would also be the unit stress in a sphere with an inside 
diameter of 20 in. and walls 1 in. thick. The method of solution for the sphere would 
differ only in that the transverse plane would cut the 
sphere into two equal parts, one of which would be 
taken as a body in equilibrium. The force F is the 
same as for the cylinder. 

Example 3. Calculate the circumferential stress or 
“ hoop tension ” in the cast-iron cylinder of Example 1. 

Solution: Imagine two transverse planes a short 
distance L apart and perpendicular to the axis of the 
cylinder. Between these two planes is a ring or hoop ” 
shown in Fig. 70a. Against the inner surface of this 
ring are normal forces due to the gas pressure in the 
cylinder. Next the hoop is cut into two equal parts by 
a horizontal plane, and the upper half is shown in Fig. 70h, This is a body in 
equilibrium with the vertical force F (the resultant of the gas pressure on the inner 
surface) and two forces H, due to the circumferential stress in the wall of the 
cylinder. Equilibrium requires that 

2H = F 


(a) 


( 6 ) 


Fio. 70 


2X1XLXS = 20LX80 

from which 

„ 1,600 

S = —^— = 800 lb. per sq. m. 


Note that the longitudinal unit stress calculated in Example 2 is 
somewhat less than half the circumferential stress. For cylinders 
with thinner walls in proportion to the inside diameter, the longitudinal 
stress is more nearly equal to half the circumferential stress. The 
statement is often made that in “ thin cylinders ” the longitudinal 
stress is one-half the circumferential stress, and this is nearly true. 
For instance, if the wall thickness is one-fortieth of the inside diameter, 
the ratio of longitudinal stress to circumferential stress is 0.488. 
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The circumferential stress was calculated in Example 3 on the 
assumption that it is uniformly distributed. Actually, as explained in 
Chapter XXI, this is not strictly true, and consequently the stress 
calculated in Example 3 is the average value. For this cylinder, 
having a wall thickness equal to one-tenth of the inner radius, the 
maximum stress near the inner surface is about 5 per cent higher than 
this average value. For thinner walls the average stress is more 
nearly equal to the maximum stress, and the method used above gives 
entirely satisfactory results. 

A formula for longitudinal stress in a thin-walled cylinder is readily 
derived. Let Fig. 69c be the end of a thin-walled cylinder with inside 
diameter of D in. and wall thickness of t in. The area of the metal cut 
by the cross-section equals the mean circumference times the thickness, 
or V {D + t)t] but, if ^ is small in comparison to 2), a close approxima¬ 
tion will be ttDL Equating the force F due to the internal pressure of 
R lb. per sq. in. with the unit stress in the shell times the cut area, there 
results from which 



S = 


RD 

4t 


Note that this formula also gives an approximate value for the stress in 
a thin spherical shell. 

A formula for the hoop tension ” or circumferential stress in a 
thin-walled cylinder is derived as follows. Let Fig. 70a represent a 
ring cut from a thin-walled tank with internal fluid pressure of R lb. 
per sq. in. Let L be 1 in. Now consider half this ring, as shown in 
Fig. 706, as a body in equilibrium. If t Is the thickness of the shell, 
the force H equals S X I X t = St, The force F = RD. Equating 
the upward and downward forces, 2St = RD 
from which 


Note that this is exactly twice the value of the longitudinal stress as 
given by the approximate formula derived just above. 

Since the plane dividing the ring into two half rings (Fig. 706) may 
cut the ring at any two opposite points, it follows that the total tension 
is the same at all cross-sections of the ring. If for any reason the area 
of the ring is not the same for all cross-sections, the maximum imit 
stress will occur at the cross-sections where the area is least. 
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Tanks and pipes are sometimes made of wooden staves held together 
by hoops. The construction is somewhat like that of a wooden barrel. 
The total stress on one hoop may be found much as the force H is 
found. The maximum unit stress is then determined by dividing the 
total stress by the minimum cross-section of the hoop. The distance 
L between the two transverse planes should be taken equal to the 
distance between the hoops. This same method applies to other types 
of fastenings which occur at intervals along a pipe or tank. 

PROBLEMS 

108. A “ blind flange ” or cover is used to close the end of a 16-in. (outside 

diameter, see Table VIII) steam line which is subjected to a pressure of 600 lb. 
per sq in. at a temperature of 750° F. The “ American standard ” for this .service 
requires that the flange be held on with twenty L^-in. alloy steel bolts, (a) What 
is the maximum stress in each bolt? (b) On this same pipe and flange a hydraulic 
(non-shock) pressure of 1,000 lb. per sq. in. at ordinary temperature is permitted. 
What is the maximum bolt stress? Ans. (a) S = 4,240 lb. per sq. in. 

109. Specifications of the American Water Works Association provide that a 36- 
in.-diameter Class A (wall thickness 0.09 in.) cast-iron pipe mast withstand a 
hydrostatic pressure of 150 lb. per sq. in. What circumferential unit stress does 
this pressure cause? 

110. The inside diameter of a wood-stave pipe is 60 in. (Fig. 71). Hoops are 
steel rods 1 in. in diameter spaced 6 in. center to center. The ends of each rod are 
threaded so that the hoop can be tightened by turning a nut. What is the maxi¬ 
mum unit stress in the hoop when the water pressure in the pipe is 50 lb. per sq, 
in.? (Hint: Imagine two transverse planes 6 in. apart, and draw a free-body 
diagram of half of the ring ” between the two planes.) 

Ans. S — 16,330 lb. per sq. in. 

111. A steel sphere, 6 ft. in inside diameter, for holding helium was made by 
pressing two ij-in. plates into half spheres and welding the two together electri¬ 
cally. In a test to failure, the sphere exploded when the internal pre.ssure was 
4,500 lb. per sq. in. No breaks occurred in the weld. Calculate the unit stress 
in the metal at failure. 

GENERAL PROBLEMS 

(In all these problems disregard the effect of stress concentration.) 

112. One of the 72-in.-by-48-in.-by-48-in. bronze shaft caps used in City Tun¬ 

nel No. 2 of the New York City winter supply is .shown in Fig. 72. The cover of 
this cap is.7 ft. 2| in. in outside diameter and closes an opening 6 ft. Oi- in. in diam¬ 
eter. The cover weighs 4,500 lb. and is bolted down with 44 nickel steel bolts 
2 in. in diameter. The working pressure is 125 lb. per sq. in., and each shaft cap 
was tested at a pressure of 200 lb. per sq. in. Calculate the maximum stress in the 
bolts caused by the te.st pressure. Ans. S - 8,120 lb. per sq. in. 

113* Lengths of the cylinders (Fig. 73) are exact as shown at 16°F. The di¬ 
mension 17.002 in. remains fixed. What is the unit stress in the brass at 100® F.? 

For brass: C — 0.000010, E — 14,000,000 lb. per sq. in. 

For cast iron: C = 0.0000062, E == 12,000,000 lb. per sq. in. 

(Assume uniform stress di.stribution throughout each cylinder.) 
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114 . A rectangular tank is 22 in. square by 40 in. long (interior dimensions). It 
is cast in two sections, as shown in Fig. 74. The two halves are bolted together 
with ten l^-in. bolts having an ultimate strength of 55,000 lb. per sq. in. Find 
the factor of safety for the bolts when the pressure in the tank is 210 lb. per sq. in. 
Is there any shearing stress on the bolt cross-sections? Slope of joint is 45®. 



(o) 


Fig. 71 



Courtesy, New York Board of Waier Supply. 

Fig. 72 Fig. 73 


116 . A locomotive driving wheel without a steel tire has an outside diameter of 
71.50 in. To what inside diameter should the tire be machined so that its unit 
stress will not exceed 14,000 lb. per sq. in. after being shrunk on? (Assume that 
the diameter of the inside of the tire after shrinking will be 71.48 in.) 

Ans. D = 71.447 in. 

116 . A steel tank for storing molasses built in Boston in 1041 is 101.5 ft. in 
diameter and 29 ft. high. What thickness of plate is required at a depth of 29 ft. 
if the allowable stress is 18,000 lb. per sq. in., and the vertical joints are welded 
joints with an efficiency of 90 per cent? (Assume that molasses weighs 87.1 lb. 
per cil. ft.) 

117 . A cylindrical tank d ft. in internal diameter and L ft. high is made of 
steel plate t in. thick. The tank contains w^ater. Calculate the unit stress in 
the plate at a depth of h ft. below the surface of the water. 

118 . A bar consists of two strips of brass enclosing and soldered to a strip of 
zinc (Fig. 75). Each of the three strips has the same cross-sectional area. Eb = 
16,000,000 lb. per sq. in., Eg = 11,000,000 lb. per sq. in., Cb = 0.0000104, C* = 
0.0000173. When not subjected to loads and at 68° the stress is zero in both 
materials. What stress is produced in each of the two materials if the tempera¬ 
ture is raised to 150° F.? 

119 . An air chamber for a pump is showm in Fig. 76. For a presssure of 230 lb. 

per sq. in. calculate the number of |-in.-diameter bolts required at A and also at B. 
Stress is not to exceed 6,000 lb. per sq. in. Ans. 10 bolts at A. 

120 . A piece of apparatus is cast in three pieces and is fastened together with 
nine l|-in. bolts, as shown (Fig. 77). A liquid is admitted at B with a pressure of 
140 lb. per sq. in. What unit stress does this pressure cause in the bolts at planes 
A-A and C-C? 

121 . The rod A in Fig. 78 is of steel 2.00 in. in diameter, and the rods B are of 
cast brass 1.75 in. in diameter (E = 16,000,000 lb. per sq. in.). If the supports 
are rigid and the load is applied by means of a rigid block, what load W will cause 
a stress of 12,000 lb. per sq. in. in A? 
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122. Using the data in Problem 121, calculate the unit stress in rod A caused 

by a load of 90,000 lb. • Ans. S = 13,370 lb. per sq. in. 

123. The rod A in Fig. 78 is of steel 2.10 in. in diameter and 13.9980 in. long, and 
the rods B are of cast brass 1.80 in. in diameter and 10.000 in. long (E = 16,000,- 
000 lb. per sq. in.), so that there is a gap of 0.002 in. between rod A and the block 
before the load is applied. Calculate the stress in the brass rods when a load of 
100,000 lb. is applied. 




Fig. 75 Fig. 76 


124. Many large spherical steel tanks known as Hortonspheres are used to con¬ 
tain gas under pressure. Calculate the maximum unit stress caused by a gas pres¬ 
sure of 60 lb. per sq. in. in such a Hortonsphere 44 ft. 6 in. in diameter, made of 
plates 0.765 in. thick, butt-welded. 



Section 

Fig. 77 



126. A welded cylindrical steel drum has an inside diameter of 44 in. and a 
plate thickness of f in. Assuming no temperature change, how much will the 
diameter be increased by a gas pressure of 180 lb. per sq. in.: (a) if the effect of 
longitudinal stress is neglected? (6) if the effect of longitudinal stress is con¬ 
sidered? Ans. (a) A = 0.0155 in. 

126. As shown in Art. 37, the longitudinal stress in a thin-walled pipe subjected 
to internal pressure is only half the circumferential stress. Figure 79 shows a 
small portion of the material included between two elements of the cylindrical 
surface and two transverse sections. If the circumferential unit stress is Sc lb. 
per sq. in., what are the shearing and normal unit stresses on section a-a? (Hint: 
Consider separately the effect of the longitudinal force and the effect of the cir¬ 
cumferential force in causing stress on a-a, and then combine the effects.) 

127. A water tank made of wood staves has an inside diameter of 12 ft. and is 
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18 ft. high. Hoops are flat steel bars 2 in. by f in., spaced 10 in. center to center, 
(a) What is the unit stress in a hoop 20 in. above the bottom of the tank when the 
tank is full? (h) If instead of fresh water the tank is to hold brine (specific grav¬ 
ity = 1 . 20 ), to what should the hoop spacing be reduced for retention of the same 
factor of safety? Ans. (a) S == 6,800 lb. per sq. in. 

128. Three steel wires, a, 6 , c, each 0.040 sq. in. in cross-sectional area, connect 
two rings as shown in Fig. 80. The lengths of the wires, unstressed, are: a = 
100.00 ft., h == 99.950 ft., c = 99.900 ft. The lower ring is attached to a 2,700-lb. 
weight resting on the floor, and the upper ring is gradually raised by a crane hook 
until the weight is lifted from the floor and is supported by the wires. Calculate 
the unit stress in wire a and the elongation of wire a. 




Fig. 79 


Fig. 80 


129. Solve Problem 128, with the following changes in data: wire a is copper, 
h is steel, and c is Duralumin, and the load lifted is 1,600 lb. {E for copper is 17,- 
000,000 lb. per sq. in., and E for Duralumin is 11,000,0(X) lb. per sq. in.) 

130. A tension member or a short compression member made of two materials, 
for example, a steel pipe filled with concrete, carries an axial load P. The cross- 
sectional area and modulus of elasticity for material 1 are respectively Ai and Ei^ 
and for material 2 they are respectively A 2 and E 2 . Show that the part of the load 

A \E\ 

carried by material number 1 is Pi = —;— 7 - 77 - P. 

A\E\ -p A2E2 

131. A welded steel water pipe used as a ** siphon ” in the Owyhee reclamation 

project in eastern Oregon has a diameter of 9 ft. and is made of i^-in. plate. After 
fabrication this pipe was tested under a water pressure of 200 lb. per sq. in. What 
circumfereptial stress was developed? Ans. S == 13,300 lb. per sq. in. 

132. The Outardes hydroelectric project in Canada includes what is believed to 
be the largest wooden-stave pipe so far constructed. (See Civil Engineering^ De¬ 
cember, 1937.) This pipe has an internal diameter of 17 ft. 6 in. and operates 
under a maximum head of 113.0 ft. The staves are held together by 1 -in. steel 
bars, threaded. What maximum tensile unit stress does the water pressure cause 
in these bars where the head is 97 ft. and the hoops are spaced 2.5 in. center to 
center? 
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RIVETED AND WELDED JOINTS 

38. Introduction. Steel tanks and boilers and the steel frames of 
buildings, are ordinarily made of a number of separate pieces joined 
together. There are two principal methods of joining pieces of metal 
in this way. One method is by welding them together, the other by 
riveting them. 

In this chapter joints of both tjrpes are described, the stresses result¬ 
ing in them are discussed, and the accepted methods for calculating 
the allowable loads for such joints are illustrated. 

Both the riveted and the welded joints considered in this chapter are 
assumed to be loaded with an axial load, the resultant of which passes 
through the centroid of the group of rivets or welds. In Chapter XXI 
welded and riveted joints with eccentric loadings arc discussed. 

39. Welded Joints. The common methods of welding in wide use 
at present are arc welding and oxyacetylcne welding. In both these 
methods, fused metal is caused to flow between the parts to be welded, 
which, in turn, are themselves fused to an appreciable depth where in 
contact with the fused weld metal. When this fused metal has cooled, 
the parts are joined by the new metal. If properly made, such welds 
are as strong as the metal which has been melted to form them. If not 
properly made, the welds may have little strength. 

In these methods of welding the new metal is melted from a slender 
rod. In arc welding the heat is supplied hy an electric arc, generally 
formed between the metal to be joined and the rod. The arc heats the 
parts to be welded and fuses the tip of the rod. The weld metal is 
usually deposited in the form of a bead or ‘‘ fillet.'^ Oxyacetylene 
welding differs from arc welding in that the source of heat is a jet of 
burning oxygen and acetylene gas. 

These types of welding are extensively used in repairing breaks in 
castings and forgings and in making tanks, machine frames, and 
numerous other products of rolled steel. When such welded machine 
frames are used in place of castings, there may be considerable saving 
in weight, increase in strength, and reduction in cost. 

Welding of structural steel for bridges and buildings is emerging 
from the experimental stage and offers great advantages and promises 
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some economies. This use of welding is increasing rapidly at the 
present time. 

40. Types of Welded Joints; Allowable Stresses. The two most 
frequently encountered types of welds are fillet welds and butt welds. 
These are illustrated in Fig. 81. Structural welds are generally of the 
fillet type (Fig. 82a). Often the fillet A is omitted, only the fillets B 



t is throat dimension 
( cl ) Fillet weld 


(b) Single vee butt weld. 


(c) Double vee butt weld. 
Throat dimension equals 
thickness of plate. 


Fig. 81 


Plane of maximum 



being used. In both fillets A and By shearing stress limits the allow¬ 
able load. In By the maximum shearing stress is evidently on the 
throat ” (Fig. 81a) of the fillet. In fillet A it can be shown that the 
shearing stress on the throat equals the shearing stress on the vertical 
face. Therefore, in all fillet welds, shearing stress on the fillet throat is 
the important stress. The Specifications of the American Welding 
Society permit this stress to be 13,600 lb. per sq. in.^ Based on this 
unit stress, the following values are specified as the allowable load per 
linear inch of fillet for fillets of different sizes.^ 

^ Code for Arc and Gas Welding in Building Construction,” American Weld¬ 
ing Society, 1941. 

^ Use of these values implies that in a ” side ” fillet weld (Fig. 82, fillet B) n in. 
long, 1 In of the load is transmitted by each inch of the weld. This is known not to 
be strictly true. More load is transmitted by the ends of the fillet than by the 
middle portion of its length. This fact is generally disregarded in the design of 
fillet welds, in much the same way that non-uniform stress distribution over the 
cross-section of a tension member with a hole in it (Art. 31) is disregarded, and 
with the same justification. For a fuller and simple discussion of the actual stress 
distribution in welds see H. M. Priest, ** The Practical Design of Welded Steel 
Structures,” Journal of the American Welding Societyy August, 1933. 
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Size of Fillet Allowable Load 


(inch) 

I 

A 


A 

1 


(lb. per linear inch) 
4,800 
4,200 
3,600 
3,000 
2,400 


As an example of the way in which these allowable loads per inch 
are determined, consider a §-in. fillet. As shown in Fig. 82c, the 
minimum shear area Ls along the plane bisecting the right angle, and 
for the ^in. fillet is 0.5 X 0.707 = 0.3535 sq. in. This area multiplied 
by the allowable shearing stress of 13,600 lb. per sq. in. gives 4,800 lb. 
per in. of fillet. 

41. Design of Welded Joints or Connections. 

In connections for members of symmetrical cross- 
section, the weld fillet should be symmetrically 
placed with respect to the axis of the member 
(Fig. 83). Connections for unsymmetrical mem¬ 
bers may be designed by methods equivalent to 
the following. 


«x ; d y-> 

Fig. 83 Fig. 84 

Assume that the stress in the member shown in Fig. 84 is uniformly 
distributed over the cross-section, as it must be if the member is to 
carry the maximum load consistent with a given allowable stress. 
Then the resultant of the stress is a force P which acts through the 
centroid of the cross-section of the member. If the resultant force 
exerted by the welds upon the member is collinear with the force P, 
the load per linear inch of weld will be the same in all parts of the 
weld, as is explained in Chapter XXI. To insure this, the sum of the 
moments of the forces exerted by the welds, with respect to any moment 
center, must equal the moment of the force P with respect to the same 
center. Letting F equal the allowable load per inch of weld and taking 
a moment center on one weld, L 2 F {di + ^ 2 ) = Pdi ] also evidently 
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Li + L 2 = P/F, These two equations determine the necessary 
lengths. 

Butt welds are used principally in pressure containers, such as boilers, 
tanks, and standpipes. However, the use of butt welds in structural 
work is increasing. Since the throat dimension of a butt weld is the 
thickness of the plates which the weld joins, the allowable pressure in 
a butt-welded container is affected by the weld only in so far as the 
metal of the weld, or the metal adjoining the weld, is weaker than the 
metal at other parts of the container. The Boiler Coastruction Code 
of the American Society of Mechanical Engineers^ provides that a butt 
weld shall be assumed to have a certain percentage of the strength of 
unwelded plate. The specified percentage varies from 90 for the 
highest-grade, most carefully inspected double-vee work, down to a 
minimum of about 60 per cent for single-vee welds subjected to a much 
less rigid type of inspection. 

For structural butt welds the specifications of the American Welding 
Society lists as allowable stresses the following: 

Tension on section through weld throat, 16,000 lb. per sq. in. 

Compression on section through weld throat, 18,000 lb. per sq. in. 

The Building Code of the City of New York specifies: 

Tension, 13,000 lb. per sq. in. 

Compression, 15,000 lb. per sq. in. 

PROBLEMS 

161. A tank is made of ^-in. plates, butt-welded. The (internal) diameter is 

33 in. If the ultimate tensile strength of the plate is 70,000 lb. per sq. in. and if 
the strength of the weld is 90 per cent of the strength of the plate, what pressure 
would burst the tank? Ans, R — 1,194 lb. per sq. in. 

162. In Fig. 83 the length L is 6| in. (a) If P = 80,000 lb., what is the neces¬ 
sary size of fillet, according to the specifications of the American Welding Society? 
(6) If L is 8 in. and the fillet size is ^ in., what is the allowable value of P? 

Ans. (6) P = 96,000 lb. 

163. The angle in Fig. 84 is a 6-in. X 4-in. X f-in. angle. The fillets are ap¬ 
plied to the 6-in. leg. What are the proper lengths Li and L 2 if the stress is to be 
uniform along the length of the fillets and is not to exceed 2,400 lb. per in. when 
P = 32,000 lb.? 

164. A standpipe ” or tall cylindrical tank, having a height of 100 ft. and a 
diameter of 41 ft. 8 in. was built in Webster, Mass., in 1939. The steel plates are 
butt-welded, and for design purposes the efficiency of the butt welds was assumed 
as 90 per cent and allowable stress was 15,000 lb. per sq. in. Calculate the re¬ 
quired thickness of the lower ring of plates. Assume the full depth of 100 ft. of 
water. 

^ This very comprehensive set of specifications, commonly called the A.S.M.E. 
Boiler Code, has been adopted by law in many cities and states and is widely fol¬ 
lowed in the design and construction of boilers and other pressure containers. 
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166. Calculate the required thickness of the second ring of plates from the 
bottom of the standpipe in Problem 154. The depth of water is 92 ft. 10 in. 

Am, t = 0.746 in. 

166. A cylindrical standpipe of d-ft. internal diameter contains water. The 
allowable stress in the plate is aS, and the efficiency of the weld is e. Calculate 
the required thickness of the plate at a depth of H ft. below the water surface. 

42. Riveted Joints. To make a simple riveted joint, holes are 
drilled or punched in each of the plates to be joined. The plates are 
then lapped over one another, with the holes matched, and a red-hot 
steel rivet is inserted in each hole. A rivet has a head already formed 
on one end. Pressure is exerted on this head to hold the rivet in place, 
while the projecting shank of the rivet is hammered with a pneumatic 
hammer or is pressed to form a head on the other end. The rivet is 
* cooling off during this process, but is still at a high temperature at its 
conclusion. Subsequent cooling of the rivet 
shortens it and thus sets up in it a tensile stress 
which draws the two plates very tightly to¬ 
gether.'* 

43. Kinds of Stress in a Riveted Joint. As 

an introduction to the stresses which occur in 
riveted joints, consider the simple example of a 
steel plate (Fig. 85) to which a weight of P lb. is 
attached. The plate is supported, as shown, by 
means of a round pin projecting from a verti¬ 
cal wall and fitting in a hole of the same dia¬ 
meter drilled in the plate. At any horizontal cross-section of the 
plate between the pin and the load there is evidently a tension due to 
the supported weight, and the unit stress due to this tension is evi¬ 
dently a maximum at the section which passes through the center of 
the hole. This tensile unit stress, considered uniformly distributed, is 
equal to the load P divided by the area at the net section. 

On the part of the plate which is in contact with the upper half of 
the cylindrical surface of the pin, the pin exerts a compressive force. 
The variation in the compressive unit stress that results from this force 
is very uncertain, and in practice no attempt is made to determine 
how the stress varies. Instead an arbitrarily defined ‘‘ bearing unit 
stress is computed. This bearing unit stress is the quotient obtained 
when the compressive force exerted by the pin is divided by a rectangu¬ 
lar area the dimensions of which are t and d, the plate thickness and 
the pin diameter, respectively. 

^ ** Hot riveting ** is the general practice in structural, shipbuilding, and boiler 
work, but rivets are sometimes driven cold in structural work. Rivets of metals 
other than steel and small steel rivets are generally driven cold. 
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This bearing stress is thus a fictitious stress in the sense that it is not 
known to be equal to the compressive stress at any particular point in 
the plate. The use of this bearing stress is quite legitimate, however, 
since allowable values for it are determined from a corresponding 
“ ultimate bearing strength ” of the plate material. This bearing 



Courtesy, Bethlehem Steel Co. 


Fig. 86. Test specimens from two single riveted joints. 

Dimensions of plate and load at failure are given. Rivets, ^-in. diameter. The 
joints were identical except that from center of hole to edge of plate was 2 in. in 
S5 and 2^ in. in S5A. 

Because of insufficient edge distance in S5 the plate failed in front of the rivet 
before the tensile strength was reached. Note the evidence of over-stress in bear¬ 
ing above the hole in the plate. Note also the effect on the rivet of over-stress in 
shear. 

strength is determined by testing to destruction joints which have 
been so proportioned that they fail by crushing the plate where the 
compressive stress in it is highest. The ultimate bearing strength is 
defined as the quotient obtained when the load causing a compressive 
failure is divided by the area td. The allowable bearing stress is then 
obtained by dividing the ultimate bearing strength by a suitable factor 
of safety. 

The stresses which have been considered up to this point are those 
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in the plate. The pin, however, is also stressed by the force which is 
exerted on it by the plate, this being evidently equal and opposite to 
the force exerted on the plate by the pin. One effect of this force on 
the pin is to cause shear on every vertical section between the plane 
of the wall and the adjoining face of the plate. The total shearing 
force is, of course, equal to the weight of plate and supported load. 
On the assumption that this shearing force is equally distributed over 
the circular cross-section of the pin, the shearing unit stress in the pin 
is the load P divided by the cross-sectional area of the pin. The 
deformations of the rivet in specimen S5A (Fig. 86) indicate high 
shearing stresses on two planes. 

In addition to this shearing stress, the pin is subjected to a bending 
stress, which is a maximum at the surface of the wall. If the plate is 
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hung close against the wall, this bending stress is not of great im¬ 
portance; and in the ordinary riveted joint, where the plates are 
actually in contact with one another, the effect of the bending is 
neglected. 

In the plate, in addition to the bearing and tensile stresses discussed, 
shearing stresses exist on the two planes tangent to the sides of the 
pinhole (Fig. 87). These stresses can be kept as low as desired by 
making the edge distance m sufficiently large. The actual failure of a 
plate with insufficient edge distance in front of a rivet is the result of a 
complex state of stress and is more likely to be somewhat like that of 
specimen S5 (Fig. 86). Specificatioas for riveted joints include the 
minimum edge distance (usually 1^ to 2 times the diameter of the 
rivet). It will be assumed that the edge distance of the joints con¬ 
sidered hereafter is sufficient to prevent failure of the plate in front of 
the rivet. 

Example. A mild steel pin with a diameter of 1 in. supports a mild steel plate 
of the dimensions shown in Fig. 88. What is the greatest load which the plate can 
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support without causing failure of the joint? The ultimate strengths of the ma¬ 
terials are as follows: 


Tension, 65,000 lb. per sq. in. 

Bearing, 95,000 lb. per sq. in. 

Shear, 44,000 lb. per sq. in. 

Solviion: Shear strength of pin = 44,000 X 0.7854 = 34,600 lb. 

Bearing strength of plate above pin = 95,000 X 1 X = 47,500 lb. 

Tensile strength of plate of net section = 55,000 X (3 — 1) X J == 55,000 lb. 

Therefore strength of joint = 34,600 lb., which is the maximum load that can 
be carried. 

In the example just solved, the strength of the joint Is limited by the 
shear strength of the pin. If the pin diameter were made 1J in. instead 
of 1 in., its cross-sectional area would be increased in the ratio of 1.25^ 
to 1^, or by 56 per cent, and the shear strength of the joint would be 
equally increased. At the same time the bearing strength would be 
increased by 25 per cent. The tensile strength would be decreased, 
however, by 12.5 per cent, and would become the least strength of the 
joint. 

If, however, with a 1 J-in. pin as'before, a plate of the same gross cross- 
sectional area were used, but with half the thickness and twice the 
width of the original plate, the effect of this difference in the plate 
dimensions would be to leave unchanged the shear strength of the pin, 
to increase the tensile strength of the plate, and to halve the bearing 
strength. With these dimensions the bearing strength of the plate 
above the pin would become the limiting strength of the joint; failure 
would occur by crushing the plate alx)ve the pin before the pin itself 
sheared or the plate failed in tension at the net section. 

From this discussion it is evident that the type of failure of a joint 
of this sort depends on the relative dimensions of pin and plate. 

PROBLEMS 

157. In Fig. 88 let the pin and pin-hole diameters be f in., and the plate dimen¬ 
sions 2 in. by f in. What is the maximum weight which can be supported if the 
following unit stresses are not to be exceeded: tension, 16,000 lb. per sq. in.; bear¬ 
ing, 24,000 lb. per sq. in.; shear, 12,000 lb. per sq. in.? 

Ans, P = 5,300 lb. 

168. A ^-in-diameter pin fits closely in a hole in a plate of 4-in.-by-J-in. cross- 
section arranged as in Fig. 88. What are the unit tensile, bearing, and shearing 
stresses in plate and pin when a load of 10,000 lb. is supported by the plate? 

169. If the two plates shown in Fig. 40 are each | in. thick and the diameter of 
the pin is 2| in., calculate the bearing stress between the pin and plates. 

44. Single-Riveted Lap Joint. The simplest possible riveted joint 
is illustrated in Fig 89; it consists merely of two narrow plates or bars 
joined by means of a single rivet. The stresses in this joint, when it is 
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used to transmit tension from one plate to another, are similar to the 
stresses in the plate and pin which have been discussed. 

The ordinary single-riveted lap joint differs from the joint just dis¬ 
cussed in that it has more than one rivet to hold the bars or plates 
together, the rivets being in a single row. The rivets are equally 
spaced, and the distance between them is called the rivet pitch,'^ 
generally represented by the symbol p. Such a joint may be considered 
as equivalent to several joints with one rivet each, placed side by side 
as in Fig. 90. 
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Many joints or “ seams ” in tanks, pipes, and boilers are more com¬ 
plicated than the single-riveted lap joint here considered. Whether 
simple or complicated, the joint may be divided into unit sections or 
** repeating sections,^' every one of which is exactly like each of the 
others. In investigating a continuous joint or seam, it is not necessary 
to deal with more of the joint than a single repeating section, since the 
stresses are the same in each repeating section and since the strength 
of all repeating sections is the same. 

Example. A single-riveted lap joint has the following dimensions: plate thick¬ 
ness, I in.; rivet pitch, if in.; diameter of rivet holes, in. What is the allow¬ 
able load on the repeating section of the joint if allowable stresses are: tension, 
11,000 lb. per sq. in.; bearing, 19,000 lb. per sq. in.; shear, 8,800 lb. per sq. in.? 

SoliUion: Length of repeating section = if in. 

Allowable load as limited by tension = (if — X f X 11,000 = 2,920 lb. 

Allowable load as limited by bearing = X f X 19,000 = 3,270 lb. 

Allowable load as limited by shear = ir/4 X X 8,800 = 3,260 lb. 

Therefore the allowable load on a repeating section is 2,920 lb. 

46. Efficiency of a Joint By the efficiency of a joint is meant the 
ratio of the strength of a repeating section of the joint to the strength 
of the same length of the unpunched plate. This ratio is expressed as a 
percentage. Instead of using ultimate strengths, the efficiency of a 
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joint can also be found by dividing the allowable load on a repeating 
section of the joint by the allowable load on an equal length of the un¬ 
punched plate and multiplying by 100 to express the ratio as a per¬ 
centage. 

Example* What is the efhciency of the joint considered in the preceding ex¬ 
ample. 

Solution: Allowable load on joint = 2,920 lb. 

Allowable load on if-in length of J-in. plate - if X 4 X 11,000 = 4,810 lb. 

Efficiency = 2,920/4,810 X 100 = 60.7 per cent. 

It should be evident that the efficiency of a riveted joint can never 
be as great as 100 per cent, since the tensile strength of the repeating 
section can never be as great as the tensile strength of the same length 
of the unpunched plate, and since the strength of the joint can never be 
more than the tensile strength of the joint. The higher the efficiency 
of a joint, the more nearly can the full strength of the plates at sections 
between the joints be developed. For instance, in the foregoing 
example, when the joint is carrying its allowable load, the tensile stress 
in the plate at any section away from and parallel to the joint is only 
60.7 per cent of the allowable tensile stress. Hence it is important that 
the efficiency of joints be kept as high as is compatible with economy 
of fabrication. This requirement results in the frequent use of more 
complicated joints than single-riveted lap joints, the efficiency of which 
is seldom higher than 60 per cent. 

PROBLEMS 

160. A single-riveted lap joint is used to join two plates | in. thick. The rivet 
pitch is l| in., diameter of rivet holes ff in. Find the allowable load per repeat¬ 
ing length of joint if the ultimate strength of plates and rivets are: tension, 70,000 
lb. per sq. in.; bearing, 105,000 lb. per sq. in.; shear, 60,000 lb. per sq. in.; and 
if the joint is to have a factor of safety of 5. What is the efficiency of this joint? 

Ans. Eff. = 56.7 per cent. 

161. What are the stresses in this joint when it is subjected to a load of 2,000 lb. 
per in. length of joint! 

162. A single-riveted lap joint is used to connect two plates - 5 ^- in. thick. The 
rivet pitch is 2 | in., and rivet holes are xe^ in. in diameter. What is the efficiency 
of the joint if the material is the same as in Problem 160? 

163. Calculate the allowable load on a repeating section and the efficiency of 
a standard single-riveted lap joint having the following dimensions: / = J in., 
p « 2 ^ in., d = 1 ^ in. The allowable stresses are: tension, 14,000 lb. per sq. 
in.; shear, 12,000 lb. per sq. in.; bearing, 21,000 lb. per sq. in. 

164. Solve Problem 163 if < = ^ in., p = 2 in., d = in. 

Ana. P = 5,200 lb, 

166. Solve Problem 163 if < = | in., p = 2| in., d = ^ in. 
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46. Riveted Joints in Boilers and Tanks. A riveted tank, boiler, 
or pipe, is made of bent plates fastened togther by continuous joints or 
seams.'^ It will be seen that the plates composing the tank shown 
in Fig. 91a are fastened together by “ longitudinal ” or lengthwise 
joints and also by joints which coincide with a circumference of the 
tank and are called circumferential joints. 



The longitudinal joints are investigated by considering a half hoop 
as shown in Fig. 916, in which the dimension L is equal to the repeating 
section of the longitudinal joint. The force F equals twice the load 
on a repeating section. 

An entire circumferential joint resists the force due to the internal 
pressure acting on one end of the tank as shown in c of Fig. 91. The 
force that the circumferential joint exerts is equal to the force exerted 
by a repeating section multiplied by the number of repeating sections 
in the joint. This number is found by dividing the circumference by 
the length of a repeating section. 

Example 1. The single-riveted lap joint of the example of Art. 44 is a longi¬ 
tudinal joint in a boiler 24 in. in diameter. What unit pressure is permissible if the 
stresses are not to exceed the allowable stresses in the example? 

Solution: Consider a half hoop of the boiler with a length equal to the length 
of the repeating section. This is shown in Fig. 92. The rupturing force on this 
hoop caused by a pressure of R lb. per sq. in. is if X 24 X E lb. This force is re¬ 
sisted by the two tensions in the hoop, which can each equal 2,920 lb. as calculated 
in Art. 44. Therefore 

If X 24 X E = 2 X 2,920 

E ^ 139 lb. per sq. in. 

Example 2. If this same single-riveted lap joint is a circumferential joint in a 
boiler 24 in. in diameter, to what steam pressure does it limit the boiler? 

Solution: Imagine the boiler to be cut in two by a transverse plane and consider 
one of the two parts (Fig. 93) as a body in equilibrium. Since the allowable load 
for the if-in. repeating section of this joint is 2,920 lb., it is evident that 2,920 lb. 
can act on each if-in. length of the circumference without causing excessive stresses 
in the circumferential joints. 
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Therefore the total longitudinal force on the entire circumference can equal 
2,920 X 247r/lf = 126,000 lb. 

But the total force developed on the head of the boiler by the steam pressure of 
R lb. per sq. in. is tt X 12^ X R- Hence 


„ 126,000 
X X 122 


278 lb. per sq. in. 




It will be seen from these two examples that the given joint used as 
a longitudinal joint allows only half the internal pressure that is per¬ 
mitted by the same joint used as a circumferential joint. Evidently 
a more efficient longitudinal joint would make a higher internal pres¬ 
sure permissible without increasing the thickness of the boiler plates 
and therefore without raising greatly the cost of the boiler. 

47. Allowable Stresses in Riveted Boiler and Tank Joints. Boilers 
and tanks are now made of plates rolled from many different carbon 
steels, alloy steels, and non-ferrous metals. Rivets are also made 
from a number of different metals. Consequently there are many 
different allowable stresses for boiler and tank joints listed in the 
American Society of Mechanical Engineers Boiler Code (1943). As 
examples, there are listed below specified strengths for two grades of 
rivet steel and two grades of boiler plate, the resulting allowable stresses 
based on a factor of safety of 5, and also stresses based on a factor of 
safety of 4. All values are pounds per square inch. 


Material 

Specified 

Ultimate 

Strength 

Allowable Stresses 

RS. = 5 F.S. = 4 

Rivets SA-31 (shearing) 

44,000 

A 

8,800 

B 

11,000 

Plates SA-70 (tension) 

55,000 

11,000 

13,750 

Plates SA-70 (bearing) 

95,000 

19,000 

23,750 

Rivets SA-202 (shearing) 

60,000 

C 

12,000 

D 

15,000 

Plates SA-203 (tension) 

70,000 

14,000 

17,500 

Plates SA-203 (bearing) 

105,000 

21,000 

26,250 
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For many years a factor of safety of 5 has been specified by the 
A.S.M.E. Code for Boilers and was almost xmiversally used in boiler 
design. The allowable stresses in group A of the table have been 
known for many years as the A.S.M.E. Boiler Code stresses.^^ 
Higher stresses than those corresponding to a factor of safety of 5 are 
now coming into use and are specified in some codes for work designed 
and fabricated in accordance with the highest present-day standards of 
design and workmanship. 


PROBLEMS 

166. A water main 30 in. in diameter is made of |-in. plates. Longitudinal 
joints are single-riveted lap joints with a rivet pitch of 2 in. Rivet holes are ^ in. 
Assuming the rivets have a shearing strength of 60,000 lb. per sq. in. and plate a 
tensile strength of 70,000 lb. per sq. in. and a bearing strength of 105,000 lb. per 
sq. in., what head of water is allowable? What is the efficiency of the joint? 
Factor of safety is 4. 

167. A steam boiler 50 in. in diameter is made of ^-in. plates and has single- 
riveted circumferential joints. These joints have a rivet pitch of 2^in. and rivet 
holes ^ in. in diameter. When the boiler pressure is 175 lb. per sq. in., what is 
the factor of safety of the circumferential joints? Assume strengths as in Prob¬ 
lem 166. 

168. What is the efficiency of the joint in Problem 167, using the Boiler Code 

stresses given in group A, Art. 47? Ans. 52 per cent. 

169. A boiler 36 in. in diameter is made of ^-in. plates. Longitudinal joints 
are triple-riveted butt joints with an efficiency of 86 per cent. Circumferential 
joints are single-riveted lap joints with 1-in .-diameter rivet holes and 3 in.-pitch. 
What is the allowable steam pressure? Allowable stresses are: shearing, 12,000; 
tension, 14,000; bearing, 21,000 lb. per sq. in. 

48. Double-Riveted Lap Joints. To secure higher efficiencies and 
greater tightness than can be secured with single-riveted lap joints, 
double-riveted lap joints are often used. Such a joint is illustrated in 
Fig. 94. The repeating length of joint is again equal to the rivet pitch. 
The distance between the two rows of rivets is made great enough so 
that, if the plate fails in tension, it will tear between the holes of one 
row and not along a zigzag line between rivets in both rows. Ip a 
double-riveted joint the tensile strength is the same as in a single- 
riveted joint with the same pitch, plate thickness, and rivet diameter. 
The shear and bearing strengths are twice as great as for the single- 
riveted joint. 


PROBLEMS 

170. Calculate the allowable load on a repeating section and the efficiency of a 
standard double-riveted lap joint having the following dimensions: t = ^ in., 
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d = l-jig- in., p = 3f in. Allowable stresses: shearing, 12,000; tension, 14,000; 
bearing, 21,000 lb. per sq. in. Ans. P == 16,190 lb. 

171. Solve Problem 170 if < = f in., d — ^ in., p == 3 in. 

172. Solve Problem 170 if ^ in., d == X6 P = 2f in. 

173. A small compressed-air tank has an inside diameter of 25 in. and a plate 
thickness of f in. Its longitudinal joints are double-riveted lap joints with the 



Rivets Staggered Rivets Opposite 

Fig. 04. Double-riveted lap joints. 

rivets staggered. The pitch of the rivets in each row is 3 in., and the rivet holes 
are in. in diameter. What are the stresses in the longitudinal joints when the 
internal unit pressure in the tank is 200 lb. per sq. in.? 

Ans. Sb = 10,700 lb. per sq. in. 

174. The ultimate strengths of the tank plates and rivets in Problem 173 are 
95,000, 55,000, and 44,000 lb. per sq. in. for bearing, tension, and shear, respec¬ 
tively. What is the greatest internal unit pressure which can be developed in the 
tank, if its factor of safety is to be not less than 4? 

176. For circumferential joints tliis tank has single-riveted lap joints with a 
rivet pitch of 2^ in. and a rivet-hole diameter of in. Which have the greater 
factor of safety, the longitudinal or the circumferential joints, for any given inter¬ 
nal unit pressure? 

176. Calculate the efficiencies of the longitudinal and circumferential joints, 
respectively, of the tank referred to in Problems 173-175. 

177. A spherical gas holder 36 ft. in inside diameter is made of f-in. steel plate. 
The joints are double-riveted lap joints, with rivet holes ^ in. in diameter and 
pitch of 2f in. Find the allowable internal pressure if the allowable stresses are: 
tension, 12,000 lb. per sq. in.; shear, 8,000 lb. per sq. in.; bearing, 18,000 lb. per 
sq. in. All riveted joints are in great circles of the spherical surface. 

Arts. R - 28.4 lb. per sq. in. 

49. Butt Joints. In a lap joint, in addition to the stresses that 
have been discussed, there is bending stress in the plates, which results 
from their natural tendency to assume such a position that the tensile 
forces become collinear. This is illustrated in Fig. 95. The stresses 
that result from this bending are not ordinarily taken into consideration 
in the design and investigation of lap joints. In large tanks and boilers, 
however, these stresses are often obviated by using butt joints in which 
the bending effect is not present. The A.S.M.E. Boiler Code provides, 
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for instance, that butt joints must be used for the longitudinal joints 
of all power boilers having diameters greater than 36 in. In tanks, 
butt joints are recommended for joining plates of J-in. thickness and 
greater. 

If a tensile force is applied to plate A (Fig. 96), it is transmitted 
from A to the rivets that pass through A, thence to the cover plates, 
thence to the rivets that pass through 
plate B, and thence to B. 

It is seen that the tensile unit stre.ss 
in the main plates is greatest along the 
lines of rivets, where the net section oc¬ 
curs. In the cover plates, the great- 


Fig. 95 Fig. 96. Single-rivc^ted butt joint 

est tensile unit stress occurs along the same lines. If the thick¬ 
ness of each cover plate is one-haK the thickness of the main plate, 
the area which supports this tension in the cover plates is equal to 
the area supporting it in the main plates. Under this condition, the 
tensile unit stress in the cover plates would be the same as in the main 
plates. Actually, to guard against any possible failure in the cover 
plates, they are always made more than one-half as thick as the main 
plates, and the tension in the cover plates need not be calculated. 
For the same reasons the maximum bearing stress in the joint may be 
found by finding the bearing stress in the main plates. 

In a lap joint a shear failure necessitates that each rivet be sheared 
through once at the section where the faces of the two plates are in 
contact with one another. In a butt joint; however, if a shear failure 
ocems, it involves pulling the main plate out from between the cover 
plates, and this cannot be done without shearing each rivet at two 
sections. 

Single-riveted butt joints are not widely used in boilers and tanks 
because of low efficiency in comparison with other butt joints. 

PROBLEMS 

178. A single-riveted butt joint is used to connect two f-in. plates. Cover 

plates are in. thick, rivet holes in. in diameter, rivet pitch 3 in. Deter¬ 
mine the allowable load on a repeating length of the joint and its efficiency, using 
stresses in group A, Art. 47. Ans. Load = 12,610 lb. 

179. Determine the diameter of the largest boiler in which the joint in Problem 
178 could be used longitudinally if the steam pressure is to be 100 lb. per sq. in. 
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60. Double-Riveted Butt Joints. In butt joints, as in lap joints, 
the joint efficiency can be increased by the addition of another line of 
rivets to each side of the joint, 
making a double-riveted butt 
joint. Most double-riveted butt 
joints have only half as many 
rivets in the outside rows as in 
the inside rows (see Fig. 97). 

This arrangement increases the 
tensile strength of the joint. A 
butt joint is usually much strong¬ 
er in bearing and in shear than 
it is in tension when the rivet 
spacing is the same in all rows of 
rivets. Hence the removal of 
alternate rivets in the outside rows, by increasing the tensile 
strength, increases the strength of the joint. 

In double-riveted butt joints it is common practice to use one wide 
and one narrow cover plate. The rivets in the outer lines are therefore 
in single shear. A narrow cover plate ordinarily does not reduce the 
strength of the joint below what it would be with two wide plates.^ 

Example. In the double-riveted butt joint shown in Fig. 97 the thicknass of 
the main plate is ^ in., the thickness of splice plates is ^ in., the diameter of rivet 
holes is in., the “ short ” pitch is 2| in. (thc?e are dimensions of a standard 
double-riveted boiler joint for |-in. plate). Calculate the allowable load on a re¬ 
peating section and the efficiency of this joint, using allowable stresses in group A, 
Art. 47. 

Solution: Before proceeding with the calculations for allowable load on the joint, 
it is convenient to have available the following values: 

Allowable load in single shear on one rivet = 7r/4 X (f|)^ X 8,800 = 6,080 lb. 

Allowable load in bearing on ^-in, plate = I X xf X 19,000 = 8,910 lb. 

Allowable load in bearing on i^-in. plate = X ^ X 19,000 = 7,790 lb. 

The allowable load on the repeating section may be limited by any one of several 
combinations of the above values. 

1 . The two rivets in the inner row are each stressed iu shear on two planes, and 
the rivet in the outer row is stressed in shear on one plane, making a total of five 
cross-sections. 

Allowable load as limited by shearing = 5 X 6,080 = 30,400 lb. 

2. Three rivets bear against the i-in. plate, but it will be observed that the least 
value of the outer rivet is determined by shear, rather than by bearing against 
either the main plate or the cover plate. 

®The narrow cover plate is desirable from the standpoint of joint tightness. 
Calking is more effective if applied to the edges of the narrow plate, since the rivets 
are closer together and consequently hold the edge of the cover plate more tightly 
against the shell plate. 













Fig. 97. Double-riveted butt joints. 
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Allowable load on repeating section as determined by bearing of two inner rivets 
and shearing of outer rivets is 

2 X 8,910 + 6,080 - 23,900 lb. 

3. Allowable load as determined by tension in plate at outer row (one hole in 5-in. 
width) = (5 ~ i|) X ^ X 11,000 - 22,350 lb. 

4. The tensile strength of the plate is less at the inner row, where two holes occur 
in the 5-in. width, but it will be observed that this failure cannot occur without 
simultaneous failure of the rivet in the outer row. The allowable load for this com¬ 
bination is 

(5 - V-) X i X 11,000 -h 6,080 = 23,280 lb. 

5. Allowable load as determined by tension in the two splice plates at the inner 
row is 

(5 - X 2 X liV X 11,000 = 30,100 lb. 

6 . Allowable load as determined by bearing of two rivets of inner row against 
the splice plates plus the shearing of the rivet in the outer row is 

4 X 7,790 + 6,080 - 31,160 + 6,080 = 37,240 lb 

The allowable load for the joint is 22,350 lb. 

22,350 

The efficiency of the joint is --j- - X 100 = 81.3 per cent. 

5 X 2 X 11,000 

PROBLEMS 

180. The double-riveted butt joint in the preceding example is used as a verti¬ 

cal joint in a standpipe which is 20 ft. in diameter and is made of plate with a ten¬ 
sile strength of 60,000 lb. per sq. in. If allowable stresses are 12,000, 8,800, and 
19,000 lb. per sq. in. for tension, shear, and bearing, respectively, to what height 
above the joint may the standpipe be filled? Ans. /f == 92 ft. 

181. What change in the efficiency of the joint of the preceding example and 
problem result from changing the allowable tensile stress from 11,000 to 12,000 lb. 
per sq. in.? 

182. Standard dimensions for a double-riveted ^butt joint joining plates f in. in 
thickness are: splice-plate thickness, in.; diameter of rivet holes, ^ in.; 
“ short ” pitch, 2\ in.; “ long ” pitch, 4| in. Find the allowable load on a repeat¬ 
ing length, and the joint efficiency, using stresses in group A, Art. 47. 

183. A standard double-riveted butt joint for i^-in. plates has j^-in. rivet 
holes, 2^-in. short pitch, and 5-in. long pitch; the splice plates are f in. thick. 
Calculate the allowable load on a repeating section and the efficiency of the joint. 
Use stresses in group A, Art. 47. 

61. Triple-Riveted and Quadruple-Riveted Butt Joints. In boilers, 
tanks, or pipe which are subject to very heavy pressures and which 
therefore require heavy plates, the saving in material which results 
from increased efficiency in the joints justifies the use of triple- and even 
quadruple-riveted butt joints. In every case, determination of the 
strength of the joint or of the stresses caused in the joint by a given 
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pressure, involves determination of the repeating length of the joint and 
then determination of the areas of metal which resist each possible 
method of failure of the joint, as was done in the preceding example. 

62. Riveted Joints in Structural Work. All the joints that have 
been discussed so far have been used to transmit tensile stress from one 
plate to another. In a building frame the typical joint is one used to 
connect floor beams to each other or to the columns which support 
them. This joint, or connection as it is frequently called, is made by 
riveting short lengths of steel angles to both sides of the web of the 
beam, as shown in Fig. 98, and riveting the outstanding legs of the 
angles to the column. The angles are usually riveted to the beam in 
the fabricating shop and to the column in the field as the building is 
erected.® 




Fig. 98. Riveted beam connections Fig. 99. Riveted joint in small 

truss. 

Another important type of structural joint is that used to connect 
the different members of a truss. Figure 99 shows such a joint. In a 
truss joint usually there are both tension and compression members 
connected to the gusset plate. 

Important differences exist between the fabrication of structures such 
as buildings and the fabrication of boilers and other pressure containers. 
In boiler work the rivet holes are drilled^ with the plates bolted in 
position, so that a perfect matching of holes is secured. Drilling does 
not injure the plate metal adjoining the rivet holes, and the matching 
of the holes results in the driven rivet being a cylinder every cross- 
section of which equals the area of the rivet hole. Therefore the 
diameter of the rivet hole is used in computing tensile, bearing, and 
shearing stresses. In ordinary structural work, however, most rivet 

® In shop drawings for structural steel, shop rivets are shown as circles, repre¬ 
senting the outlines of the rivet heads, and field rivets are shown as smaller black 
circles, representing open holes, as in Fig. 98. 
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holes are punched (the punch being ^ in. larger than the diameter of 
the rivet), and the punching of each part is done separately. Con¬ 
sequently, when the various parts are assembled, the matching of 
the rivet holes is usually somewhat imperfect. Since this is so, the 
driven rivet is likely not to be a single cylinder but to consist of two 
or more cylindrical portions with axes not collinear. Hence, at the 
planes separating poorly matched rivet holes, the cross-section of the 
rivet is likely to be less than the cross-section of the rivet holes. For 
this reason it is customary to use the diameter of the undriven rivet in 
figuring the shearing stresses in structural joints. The same diameter 
is used in computing bearing stress, which in structural work is there¬ 
fore definable as the load on a rivet divided by the area td, where d now 
represents the diameter of the rivet before driving. In figuring stress 
in a structural member transmitting tension, however, the practice is 
to deduct for a rivet hole having a diameter ^ in. greater than that 
of the undriven rivet. This deduction allows not only for the fact that 
the hole is ^ in. larger than the rivet, but also for damage done to the 
plate in the punching operation. 

In calculating the load that can be transmitted safely through a 
riveted structural connection, it is customary to assume that each rivet 
in a group of n rivets, as, for example, the eight field rivets that connect 
the beam to the column in Fig. 98, carries 1/n of the load transmitted 
by the rivet group. This assumption is not rigidly true at low stress 
values but becomes more nearly true, because of yielding, as ultimate 
loads are approached, and it is a satisfactory working assumption. 

Various specifications covering the allowable stresses in riveted 
structural joints have been prepared at different times and by different 
authorities. Specifications for steel highway bridges adopted by the 
American Association of State Highway Officials (1944) permit the 
following unit stresses (pounds per square inch): 

Allowable Stresses for Structural Riveting, 

A.A.S.H.O. Specifications, 1944 

Shear Bearing 

Power-driven rivets 13,500 27,000 

Pins 13,500 24,000 

Turned bolts 11,000 20,000 

These specifications p)ermit a tensile stress of 18,000 lb. per sq. in. in struc¬ 
tural steel. 

The specifications of the American Institute of Steel Construction 
for the design of steel buildings allow higher bearing values for rivets 
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in double shear than for rivets in single shear. A summary of these 
allowable stresses is given in Table IX, Appendix C. 


PROBLEMS 

184. Two structural-steel bars are connected to one another as shown in Fig. 
100. The rivets are ^-in. power-driven field rivets. Find the maximum axial 
tension which the connection can transmit in accordance with the stresses given in 
this article. (Note that tensile stress must be investigated at more than one sec¬ 
tion through the connection.) Ans. P ~ 39,800 lb. 
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Fig. 100 


Fig. 101 


185. What is the maximum axial tension permitted on the joint of Fig. 100 if 
the rivets are f-in. rivets? Use A.A.S.H.O. stresses. 

186. Two 8 -in.-by- 5 -in. bars are joined as shown in P'ig. 101, the splice plates 
being O-in.-by-f-in. bars. Diameter of rivets is | in. What value may the axial 
load P have if the unit stresses arc as follows: tension, 18,000 lb. per sq. in.; bear¬ 
ing, 24,000 lb. per sq. in.; shear, 12,000 lb. per sq. in. Indicate on a sketch how 
the joint may be welded instead of riveted and state the total length of weld re¬ 
quired to carry the load P found above, using j-in. fillet weld and using the same 
splice plates. 

63. Allowable Loads on Beam Connections. Because of the loads 
on a beam, the beam pushes down on the shop rivets (Fig. 98), causing 
shearing stresses in the rivets and bearing stresses in the rivets, in the 
web of the beam, and in the connection angles. The field rivets, in 
turn, transmit the load from the connection angles to the column or 
other supporting member. This develops shearing stresses in the field 
rivets and bearing stresses in the rivets, in the connection angles, and 
in the supporting member. The design or investigation of a beam 
connection includes consideration of these various shearing and bearing 
stresses. There are no tensile stresses that require consideration. 

Example. Calculate the allowable end reaction for a 15-in., 42.9-lb. I-beam 
connected to the web of a 20 -in., 65.4-lb. I-beam by two 4 -in.-by- 35 -in.-by-f-in. 
angles, as shown in Fig. 102 . The rivets are all f in. Rivet stresses are those in 
the specification for steel highway bridges given in Art. 52. The rivets attaching 
the connection angle to the 15-in. beam are shop rivets; the others are field rivets. 
Web thickness of the 20 -in. beam is 0.50 in.; of the 15-in. beam, 0.410 in. 

Solution: Consider first the eight field rivets connecting the angles to the web of 
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the deeper beam and assume the reaction to be divided equally among the eight 
rivets. The load which these rivets can carry will be limited by either shearing of 
the rivets, bearing of the rivets against the f-in.-thick angles, or bearing of the rivets 
against the 0.500-in.-thick web. It is obvious, however, that the last of these need 
not be computed. 

The allowable loads, as limited by the first two considerations, are as follows: 
Shearing of eight field rivets is 

P = 8 X ^ X (fX 18,500 - 8 X 5,950 47,600 lb. 

Bearing of 8 field rivets against f-in. angles is 

P - 8 X I X I X 27,000 - 60,700 lb. 

Consider next the four shop rivets connecting the angles to the web of the li)-in 
beam. Assume these four rivets to be equally loaded. Each rivet bears against 



Fig. 102 


Fig. 103 


two angles (total thickness of f in.) and against the web of the beam (thickness of 
0.410 in.). Obviously bearing against the angles will not limit the allowable load 
for the connection. 

The allowable load, as limited by bearing on the web of the l5-in. beam, is 

P = 4 X f X 0.410 X 27,000 = 33,200 lb. 

Each rivet is in double shear, making eight cross-sections in shear, which is the 
same number of shears as for the field rivets. The unit .stress allowed on the shop 
rivets is 13,500 lb. per sq. in., which is the same as is allowed on the field rivets, and 
consequently the shearing value of the shop rivets will not limit the allowable load. 

It is evident from the foregoing considerations that the allowable load for the 
joint is limited by bearing of the shop rivets against the web of the 15-in, beam. 
The allowable load is therefore 33,200 lb. 


PROBLEMS 

187. In the beam connection just discussed, replace the f-in. rivets with f-in. 
rivets and find the allowable reaction, using A.A.S.H.O. stresses. 

188. Where very heavy end reactions are to be resisted, the connection shown in 
Fig. 103 is specified by the handbook of the A.I.S.C. for wide-fianged beams 36 in. 
deep." A 3^in., 150-lb. beam has a web thickness of 0.625 in. If this connec- 
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tion is used to attach the beam to a column flange 1J in. thick, what is the allowable 
reaction in accordance with A.A.S.H.O. stresses? Am. R ~ 259,500 lb. 

GENERAL PROBLEMS 

189. A boiler is 80 in. in diameter and has longitudinal joints in which the re¬ 
peating section is 7f in. long. The safe load (factor of safety = 5) for the repeat¬ 
ing section is computed and found to be 33,000 lb. 

(а) What steam pressure is safe for this boiler? 

(б) If the plate of which the boiler is made is ^ 
in. thick, what is the efficiency of the joint? Allow¬ 
able tensile stress is 11,000 lb. per sq. in. 

190. Member A, made of two 5-in.-by-3|-in.-by- 

j^-in. angles as shown in Fig. 104, carries a load of 
00,000 lb. How many |-in. rivets are required to Fig. 104 

connect it to the gusset plate, which is in. thick? 

(A.A.S.H.O. stresses.) Assume all rivets are equally loaded. 

Ans. 7 rivets required. 

191. In Problem 190, if the member is welded to the gusset plate, to what thick¬ 
ness may the angle be reduced below in.? What saving in weight of the mem¬ 
ber (per foot of length) results? Using the stresses of Art. 40, determine how 
many inches of ^-in. weld should be used along each edge of each of the two angles 
which compose A . 

192. A tank is 40 in. in diameter and 80 in. long. It is made of |-in. steel plates 
the allowable tensile stress for which is 12,000 lb. per sq. in. The efficiency of 
the longitudinal joints is 75 per cent and of the circumferential joint 50 per cent. 
What internal pressure is allowable? 


Fig. 105 

193. Loads are supported by 14-in. WF 87-lb. beams which are riveted to 21-in. 

WF 59-lb. beams as shown in Fig. 105. Using A.A.S.H.O. allowable stresses, 
calculate the allowable load P. Rivets are | in., and the connection angles are 
4 X 3j X I in. Am. P = 55,200 lb. 

194. A column in a bridge is made of two 10-in., 25-lb. channels, latticed to¬ 
gether. It is supported on a steel pin 3 in. in diameter. The maximum load 
exerted on the pin by the column is 87 tons. To reduce the bearing stress set up 
in the webs of the channels, each channel has a pin plate ” riveted to it as shown 
in Fig. 106. After riveting, the pin hole is bored through the plate and web, so as 
to get an even bearing on both, (a) If bearing in the web and plates is limited to 
27,000 lb. per sq. in., what is the required thickness of each pin plate? (6) Available 
plates have thicknesses varying by sixteenths of an inch (J, etc.). What plate 
should be selected for use? (c) Using this plate and assuming that the same load 
comes on each rivet, are the six rivets shown adequate to transfer to the column 
the load that comes on the pin plate? Allowable stresses are 13,500 lb. per sq. in. 
and 27,000 lb. per sq. in. in shear and bearing, respectively. 
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196 . A piece of standard 16-in. pipe (inside diameter 15.25 in. and outside 
diameter 16.00 in.) 12 ft. long is to be made into a gas container by riveting a head 
into one end and a flange f in. thick onto the other end, to which a cast cover is 
bolted, as shown in Fig. 107. Allowable stresses are: tension, 10,000 lb. per sq. 



Fig. 106 




Fig. 107 


in.; shearing, 8,000 lb. per sq. in.; bearing, 14,000 lb. per sq. in. What gas pres¬ 
sure is allowable for the pipe, assuming that the ends will be made strong enough? 
With this pressure how many ^-in. rivets should be used to attach the flange to 
the pipe? How many ij-in. bolts should be used to attach the cover to the flange? 

Ans, 21 rivets required. 



Fig. 108 Fig. 109 

196 . A tensile load of 75,000 lb. is applied along the centroidal axis of an 8-in.- 
by-6-in.-by-x‘^-in. angle, which is welded to a plate as shown in Fig. 108. To min¬ 
imize the lengths L\ and a fillet is applied along the 8-in. end of the angle. What 
lengths of L\ and will result in a load of 3,000 lb. per in. along the fillet? 

197 . Two plates are connected by rivets as shown in Fig. 109. The rivets are 
f in. in diameter. What load P is allowable? Use A.A.S.H.O. stresses. 

Am. P - 24,400 lb. 

198 . A cylindrical standpipe has a diameter of 28 ft. At a short distance above 
the bottom of the tank the vertical joints are double-riveted lap joints. Plate 
thickness is | in.; diameter of rivet holes is 1 in.; pitch is 3f in. The allowable 
stresses are: tension, 18,000; shearing, 12,000; bearing, 24,000 lb. per sq. in. 
What depth of water above this joint is allowable? 

199 . To design a single-riveted lap joint which will have the greatest efficiency 
in joining two plates of thickness f, the allowable load as limited by shear (P* = 

is equated to the allowable load as limited by bearing. This fixes the 
rivet-hole diameter d in terms of tj Sg, and Sb- The proper rivet pitch is then estab¬ 
lished by equating the load as limited by tension to the load as limited by bear> 
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ing. Using this procedure derive expressions for (a) rivet-hole diameter d in terms 
of t, Saf and Sb] (b) pitch p in terms of d. Si, and Sb* Ans, (a) d 

200. Using the expressions called for in Problem 199, determine values of d and 
p for a single-riveted lap joint for joining plates J in. thick, using 11,000, 19,000, 
and 8,800 for Stt Sbt and respectively. Compare the dimensions of this joint 
with those of the joint given in Problem 167. What is the ratio of the efficiency of 
this joint to that of the joint in Problem 167? 

201. Following the procedure outlined in Problem 199, derive expressions for d 
and p in a double-riveted lap joint that has maximum efficiency in joining two 
plates of thickness t. 

202. Solve Problem 197 if the plates of Fig. 109 overlap farther, and a second 
row of three rivets is added, making six rivets joining the two plates. 
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TORSIONAL STRESS, SHAFTS, AND HELICAL SPRINGS 

54. Introduction. In all the stressed bodies considered up to this 
point, the equation 

Unit stress = 

Area 

•las been used to give the stress intensity. In some of the situations 
jonsidered, this equation gives very nearly the true stress at any point 
^ »f the stressed area; that is, the stress is very nearly uniform. It holds, 
ir instance, for an eyebar at a section well away from the heads.” 

In other situations the assumed relation¬ 
ship is not true, but in connection with 
appropriate allowable stresses it forms a 
practical basis for satisfactory design. 
Bearing stresses in riveted joints illus¬ 
trate this. There are, however, many im¬ 
portant situations where the stress is 
known to vary from nothing at all at some 
point or points of the cross-section of a 
member to a maximum value at some 
other point or points. As applied to situa¬ 
tions of this sort, the foregoing equation 
has no useful ipeaning, and some other 
relatioaship must be developed. 

The torsional stress that occurs on the cross-section of a round bar 
subjected to twisting moments or torques is an example of this non- 
uniform stress distribution. 

55. Torsion. Let AB in Fig. 110 represent a round bar of steel 
rigidly fastened to a fixed support at A so that it cannot turn and with 
a square end at B on which is fitted a bar CD. If the two forces F 
and F' are equal and opposite, they do not bend AB. 

An analysis of the stresses resulting from this torque can be made 
by the free-body method. Imagine a plane perpendicular to the axis 
of AB cutting AB at any point G between A and B. Consider the part 
of the bar from B to this plane as a free body in equilibrium. The body 
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is evidently subjected to a moment of 2Fd with respect to its geomet¬ 
rical axis. Since the body is in equilibrium, evidently an opposite 
moment must be exerted on the body. This moment must be exerted 
by forces which act on the cut surface of the bar and which act in the 
plane of the cut siu^ace. Therefore these forces result from shearing 
stresses. The name torsional stress is given to shearing stress caused in 
this way. The moment of the torsional stresses is called a resisting 
torque. From the equilibrium of the free body it is evident that 

Resisting torque = External torque 

This relationship holds true whether the shaft to which the torque is 
applied is stationary, as shown in Fig. 110, or whether it is rotating 
at uniform speed under equal and opposite torques applied to it by 
driving and driven pulleys or equivalent mechanisms.^ 




66. Distribution of Torsional Stress. It has been stated that the 
stress distribution in torsion is not uniform over the cross-section; that 
is, the unit stress in pounds per square inch is not the same at all points. 
The truth of this statement, and the way in which the unit stress varies, 
will be evident from the discussion which follows. 

Let the cylinder shown in Fig. 112 be part of a shaft between two 
transverse planes E and F. GIl is an element of the cylindrical surface 
extending from plane E to plane F. Now, if the shaft is subjected to 
a torque, stre.sses and deformations result, and each of these planes 
will rotate relative to the other. If plane E is regarded as being fixed, 
plane F will rotate slightly so that the radius OH will assume a position 
oh' and the element GH will become GH', part of a helix. If GH is 
a “ fiber ” of the material in the shaft, this fiber has been given a shear¬ 
ing distortion, and the unit deformation is HH'/dl. Consider a fiber 
JK (not shown) parallel to the axis and half way between the axis and 

* The amount of torque, or torsional moment, existing^on any cross-section of a 
shaft equals the algebraic sum of the torques applied to that part of the shaft on 
one side of the cross-section in question. For example, for the shaft shown in 
Fig. Ill the torques on the cross-sections A, B, C, and D are 960 Ib.-in., 1,120 Ib.-in., 
640 Ib.-in., and 0 Ib.-in., respectively. 
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the surface. It has been shown by experiment and by analysis based 
on the theory of elasticity that any radius such as OH remains a straight 
line as the shaft is twisted, provided the maximum stress in the shaft 
does not exceed the proportional limit. Therefore the distortion of 
fiber JK is half as much and the unit deformation half as great as that 
of GH\ If the material obeys Hookers law, and if all the stresses are 
below the proportional limit, the shearing unit stress in the fiber JK is 
half as great as the shearing unit stress in the fiber GH. By this reason¬ 
ing the conclusion is reached that the shearing unit 
stress is proportional to the distance from the geo¬ 
metrical axis of the cylinder. Therefore the law of 
distribution of stress caused by torsion may be stated 
thus: 

The shearing stress is zero at the geometrical axis 
of the shaft and increases in direct proportion to the 
distance from the geometric axis. It is, therefore, a maximum in the 
fibers at the outer suface of the cylinder. 

Starting with this law of stress variation, it is possible to establish a 
relation between the shearing unit stress in the outermost fibers, the 
torque, and the size of the cross-section. With such a relation, it will 
be possible to compute any one of the three quantities if the other two 
are given. 

Consider a short length of a shaft as a free body. Figure 113 shows 
the circular cross-section at one end of this part. The resisting torque 
of the stresses on this cross-section is equal to the torque T exerted by 
the external forces twisting the shaft. Let the unit stress in any fiber 
at the surface of the shaft = S*. Let dA be an elementary area in the 
form of a narrow ring of radius v. If the above law of stress variation 

V 

is applied, the unit stress at dA = - The force exerted by the stress 

c 



V 

over the area dA = - Sad A. The moment of this force with respect 

to the axis of the shaft — v X the force, = — SadA. The sum of the 

c 

moments of all the stresses on the entire cross-section is 



where J is the polar moment of inertia^ of the circle with respect to a 
® See Appendix B for discussion of moments of inertia. 
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perpendicular axis through the center. 


c 


J is the resisting torque and 


equals the external torque T. 



c 


We therefore have the relation 

r o TC 

J or = ~ 


in which S, is the shearing unit stress in the outside fibers (pounds per 
square inch); T Is the torque on the shaft (pound-inches); c is the out¬ 
side radius of the shaft (inches); J is the polar moment of inertia of 
the cross-section (inches^). These formulas apply to solid or hollow 
circular shafts. J for the cross-section of a hollow shaft is found by 
subtracting J for a circle of the inside diameter from J for a circle of the 
outside diameter. The polar moment of inertia for a circle with respect 
to an axis through the center is wr^/2 or 7rd^/32 in.^ 

If the torque and stress in extreme fibers are given and the si^e of 
shaft is to be determined, the value of J/c is calculated. J/c is a 
function of the dimensions of the cross-sections, and the size of a solid 
or hollow shaft having the required J/c may be computed.^ 

It should be kept in mind that the stress given by the above formula 
is that due to torsion alone. Shafting Ls usually subject to other forces 
besides axial torque at the ends. Transverse loads (such as weight of 
shaft itself and of pulleys, and tensions in belts) cause bending stresses 
which may be serious. Sometimes axial stresses are also present. In 
such cases as these the torsional stress must be computed and combined 
with other stresses. The combination of these stresses is treated in 
Chapter XV. 

Example. What torque will cause a stress of 10,000 lb. per sq. in. in the ex¬ 
treme fibers of a shaft 5 in. in diameter? 

Solution: The polar moment of inertia of a circle is /2. 


r -- - 245,500 lb-in. 

c 2.5 

^ The external torque is applied to torsion members in many different ways. 
Couplings or pulleys may be shrunk onto the shaft or attached by set screws or 
made in two parts which are bolted together and which grip the shaft firmly when 
the nuts are tightened. A “ key '' fitting in a slot in the shaft and in the pulley or 
coupling is one of the most widely used fastenings. The keyway in a shaft causes 
increased stresses on cross-sections through the key way. The A.S.M.E. Code for 
the Design of Transmission Shafting specifies that the allowable torque on a 
shaft with a key way shall be 25 per cent below that on the same shaft if there is no 
keyway. Forged shafting is sometimes “ upset ” at the ends so that slots or key- 
ways cut in the enlarged section do not weaken the shaft. 
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PROBLEMS 

211. Solve the foregoing example if the shaft is hollow with an inside diameter 
of 2.5 in. What is the stress at the inner surface of the shaft? 

212 . Calculate the diameter of a solid steel shaft to transmit a torque of 20,000 

Ib-ft., with a unit stress of 8,000 lb. per sq. in. Ans. D = 5.35 in. 



Fig. 114 




Fig. 115 


D 


Pi 




A 


B 


213. A heavy monitor window is to be opened by a rack-and-pinion device 
shown in Fig. 114. The maximum force which the pinion must exert is 250 lb. 
applied at a distance of 3 in. from the axis of the shaft. The pinion and the hand 
wheel at the lower end of the shaft will be shrunk ” onto the shaft, there being 

no key ways or other devices to weaken the shaft. 
What should the shaft diameter be if the torsion¬ 
al stress is not to exceed 9,000 lb. per sq. in.? 

214. What should be the diameter of the stem 
of the wrench shown in Fig. 115 if the maximum 
torsional stress in it is not to exceed 8,000 lb. 
per sq. in., each of the forces P being 50 lb. 

Ans. d = 0.940 in. 

215. In Fig. 110 pulleys C and D are attach¬ 
ed to the shaft AB^ which is supported on bear¬ 
ings not shown. Th^ shaft is driven at a uniform speed by pulley IX and turns 
pulley C. Belt pulls are Pi = 360 lb.; P2 = 80'lb.; P4 == 60 lb. Calculate 
the tension P3. The diameter of the shaft is 2.5 in. Calculate the maximum 
unit stress in the shaft. 

216. Show that the weight of a hollow shaft with an internal diameter equal to 
six-tenths of the external diameter is only 70.3 i)er cent of the weight of a solid 
shaft which will transmit the same torque with the same maximum stress. 


Fig. 116 


67. Angle of Twist. In the design of certain types of machinery 
it is important to be able to calculate the angle of twist that is caused 
in a shaft of given length by the torque. 

The cylinder shown in Fig. 117 is part of a shaft subject to a torque 
which is the same for all sections. AB represents an clement of the 
cylindrical surface of the untwisted shaft, and AB' the curve (part, of 
a helix) which thus same element assumes after the torque is applied. 
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A horizontal radius OB on the end which rotates assumes a position 
OB' after the torque is applied. The angle BOB' is the angle of twist 
for which a value will be found. 

Let this angle of twist, expressed in radians, be 9. 

The deformation of a fiber at the surface of the a 
shaft is shearing deformation. For the fiber 
represented by AS the total deformation in the 
length L inches is BB'. The unit deformation 4> is 
BB'/L. But BB' = cfl if d is expressed in radians. Also <t> = St/E,. 
Hence 


Fig. 117 


dd 

L 


S, 

E. 


or 


EtC 


which gives the angle of twist in terms of the stress in the extreme fibers. 

^ o Tc ^ TcL TL , . , , , . 

But Sg — _. Tncii 0 — Tf T — f wliicfi §iV 0 s tiiG dtii^lGof twist 
J gJ c 

in terms of the torque. 

As would be expected, the longer the shaft and the greater the torque, 
the greater will be the angle of twist. On the contrary, the stiffer the 
material and the larger the cross-section, the smaller will be the angle of 
twist. For steel Eg is 12,000,000 lb. per sq. in., as stated in Art. 7. 


PROBLEMS 

217. Compute the length of a 0.30-in .-diameter steel wire that can be twisted 
through one revolution without exceeding a torsional stress of 20,000 lb. per sq. in. 

218. A hollow shaft has a length of 00 in., an inside diameter of 2 in., and an 
outside diameter of 3 in. A force of 450 lb. with a moment arm of 4 ft. twists the 
shaft through V, (a) Find Sg and Eg. (6) What torque would be required to 
stress a solid shaft with 3-in. diameter to the unit stress found in (a), and through 
what angle would this torque twist the solid shaft if 40 in. long? 

^ Ans. (a) Eg — 11,600,000 lb. per sq. in. 

219. A bar of hot-rolled steel f in. in diameter was tested in a torsion-testing 
machine. When the applied torque was 2,920 lb-in., the angle of twist in a length 
of 7 in. was 3.15®. Find the shearing modulus of elasticity of the material. 

220. If a f-in .-diameter steel rod is used for the s>^aft in Problem 213, through 
what angle will the shaft be twisted w^hen the 250-lb. force acts on the pinion, if the 
length of the shaft is 50 ft. 0 in.? 

221. A bar of an aluminum alloy of 0.80 in. in diameter was tested in a torsion¬ 
testing machine. When the applied torque was 1,283 lb-in., the angle of twist in 
a length of 7.00 in. was 3.21®. Calculate the shearing modulus of elasticity. 

222. If in Fig. 116 Pi = 400 lb., P2 = 80 lb., Pa * 70 lb., and Ps « 482 lb., 

the distance CD is 6 ft., and the shaft is of steel with a diameter of 3.00 in., calcu¬ 
late the angle of twist in the shaft. Ans. 0 ~ 0.25®. 

58. Torsional Stress on Axial Planes. In Art. 34 it was shown that, 
if a shearing unit stress of any intensity exists on a plane through some 
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point of a stressed body, a shearing unit stress of equal intensity must 
exist on a i)erpendicular plane. Therefore, since there is shearing stress 
on the cross-section of a shaft subjected to torsion, there must also 
be shearing stresses of the same intensity on all 
planes that contain the axis of the shaft. 

Figure 118 makes this clear. It shows an en¬ 
larged view of a small particle of material taken 
from the surface of a twisted shaft. On the horizon¬ 
tal faces of this particle, there are shearing forces 
acting in the directions shown. For equilibrium of 
the particle it is therefore necessary that there 
be shearing forces on the vertical faces. These forces will constitute 
an opposing couple. 

Suppose that a shaft is thought of as being composed of a “ bundle ” 
of elements or fibers side by side. Then, if the shaft is acted on by a 
torque and undergoes a shearing deformation, these elements tend to 
slide past one another. This tendency is resisted by the longitudinal 
shearing stress.^ 


Fig. 118 


PROBLEMS 

223. In an agitator where chemical action on metal parts would be injurious, a 
round shaft which must resist a torque of 600 lb-in. is to be made of wood. The 
allowable shearing stress parallel to the grain is 120 lb. per sq. in. Calculate the 
required diameter. 

224. If in Problem 223 the torque is 700 lb-in. and the allowable stress is 90 lb. 

per sq. in., what diameter is necessary? Arts. D = 3.40 in. 

59. Horsepower, Torque, and Speed of Rotation. If a torque turns 
a shaft, work is done by the torque. A torque of T lb-in. is equivalent 
to the torque exerted by a force of T/12 lb. at a radius of 1 ft. The 
work done in one revolution is 

T irT 

Force X Distance = 77 : X 27r = ^ Ib-ft. 

12 6 

If the shaft turns N r.p.m., the work done per minute equals rTN/Q 
Ib-ft., and the horsepower equals vTN/ (33,000 X 6). Note that in 
this expression T is the torque in pound-4nches. Hence 

33,000 X 6 “ 63,000 

* This tendency can be nude very apparent if a number of small, slender, flexible 
rods are bound together side by side to form a round bundle and the ends are then 
grasped by the hands and twisted oppositely. 
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Example. A torque of 18,000 lb-in. is transmitted by a shaft turning 220 r.p.m. 
What horsepower is being transmitted by the shaft? 

SoltUion: 


Hp. = 


18,000 X 220 _ 
63,000 


PROBLEMS 

226. A hollow steel shaft has an outside diameter of 4 in. and an inside diameter 
of 1.5 in. What horsepower does it transmit if, when turning at 80 r.p.m., it is 
twisted through an angle of 1.6° in a length of 9 ft.? 

226. What is the diameter of a solid shaft which transmits the same horsepower 
at the same speed and with the same angle of twist as the shaft in Problem 225? 

227. Derive an expression giving the horsepower, II, transmitted by a solid round 
shaft of diameter d when turning at N r.p.m. with a maximum shearing stress of 
Ss lb. per sq. in. 

Ans. H = NSsd^/32l,(m. 

228. Derive a formula for the diameter D of a solid round shaft to transmit H 
horsepower at N r.p.m. with a stress of Sa lb. per sq. in. 

229. A steel shaft 4 in. in diameter transmits 200 hp. at a speed of 250 r.p.m. 
The length between the driving and driven pulleys is 10 ft. Determine whether 
the following two requirements are satisfied: (o) maximum shearing stress not to 
exceed 10,000 lb. per sq. in.; (b) twist of shaft not to exceed 1° per 20 diameters 
of length. 

230. Plot a curve having as abscissas rotational speeds of shafting in revolu¬ 
tions per minute and as ordinates the required diameter of a solid shaft to trans¬ 
mit 60 hp. without exceeding a torsional stress of 8,000 lb. per sq. in. Let the 
speed vary from 16 to 16,000 r.p.m. (Scales: 1 in. = 2 in.; 1 in. = 4,000 r.p.m.) 

231. The hollow steel shafts for the 82,500-kva. generators at Boulder dam have 

a minimum external diameter of 38 in. and an internal diameter of in. They 
transmit 115,000 hp. when turning at a speed of 150 r.p.m. What is the maximum 
torsional stress developed in the shafts? Am. Sa = 4,485 lb. per sq. in. 




60. Shaft Couplings. It is often necessary to connect two pieces 
of shafting end to end so that they act as a single shaft. A common 
type of connection is known as a ‘‘ flange coupling.^' Large-diameter 
shafting is sometimes forged with flanges at the ends. The flanges at 
the ends of two lengths of shafting are bolted together by a number of 
bolts arranged in a circle, as shown in Fig. 119. 
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Other common types of couplings are not forged as part of the shafts 
to be joined but may be attached to the ends of two pieces of plain 
shafting which are to be joined. Descriptions and analyses of these 
types of couplings may be found in texts on machine design. 

Suppose that shaft A in Fig. 119 resists turning and that shaft B 
is turned by a motor or engine. Then it will be seen that the bolts 
will transmit the torque from shaft B to shaft A. The action is much 
like a riveted or bolted joint between plates except that the forces 
exerted by the bolts are in directions tangent to the bolt circle, as 
shown in Fig. 1196. 

Example* A standard coupling for 5-in.-diameter shafting has six l-in.-diam- 
eter bolts in a 6.75-in .-radius circle. Calculate the shearing stress in the bolts 
when the torque transmitted is 245,000 lb-in. 

Solution: Let F lb. be the force exerted by each bolt on one of the flanges. Then 
6.75F is the torque exerted by each bolt. Hence 

6 X 6.75F = 245,000 

and 

F = 6,050 lb. 

Making the common assumption that the shearing stress is uniform over the cross- 
section of the bolt, 

Ss = 6,050/0.785 = 7,710 lb. per sq. in. 


PROBLEMS 

232. The allowable shearing unit stress in a solid steel shaft 10 in. in diameter is 
8,000 lb. per sq. in. (a) What horsepower can it transmit at 120 r.p.m.? The 
flange couplings of this shaft have twelve l|-in.-<liameter bolts whose centers lie 
on a circle 20 in. in diameter. (6) What is the shearing stress in the bolts? 

233. Solve Problem 232 if the diameter of the shaft is 8 in., there are 12 l|-in. 

bolts, and the bolt circle has a diameter of 14.5 in. Ans, (a) 1,530 hp. 

234. Derive a formula for d, the required diameter of bolts in a coupling, in 
terms of the following quantities; Sg = shearing stress in bolts and in shaft; Z> = 
diameter of shaft; K - diameter of bolt circle; N = number (jf bolts. 

235. An airplane engine develops 600 hp. at 1,800 r.p.m. The torque is trans¬ 
mitted to the propeller by six bolts, | in. in diameter, which pass through the pro¬ 
peller hub, and two flanges keyed to the engine shaft, so that the bolts are in double 
shear (Fig. 120). Radius r of bolt circle = in. Find shearing stress in bolts. 

61* Helical Springs. Helical springs are widely used for two pur¬ 
poses: for exerting forces in certain mechanisms and for their “ cushion¬ 
ing effect. 

The stress on any crossHsection of a helical spring is a shearing stress, 
and of this shearing stress the greater part is torsional stress. The load 
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on such springs is nearly always axial (the resultant coinciding with the 
axis of the spring as a whole) as shown in Fig. 121. 

Helical springs and other types of springs are usually made of metals 
having high shearing strength. High-carbon steels, alloy steels, 
bronzes, and brasses are commonly used. For steel springs the allow¬ 
able stresses are high, frequently from 30,000 to 120,000 lb. per sq. in., 
depending on the material, size of wire, and type of .service. 



Fig. 120 Fig. 121 Fig. 122 


Figure 122 shows a small length of a helical spring and the axial load 
P on the spring. The load is here shown attached to this small length 
of spring by means of a lever arm AB, although generally the end of 
the spring itself is bent into a hook, or a plate rests against the end of 
the spring as in Fig. 121. In any case the remainder of the spring 
must exert on any small length, such as the one here shown, a vertical 
force P and a torque or couple PR. Both the force and the torque 
cause shearing .stress. 

The torsional shearing stress is Tc/J. The shearing stress due to 
the force P on the cross-section is P/A. The maximum shearing stress 
on the cross-section is therefore S* = P/A -f Tc/J. For springs 
made of wire of solid circular cross-section J — irr‘*/2 and c = r. Since 
T = PR, the equation just above reduces to 



Example. A helical spring is made of |-in .-diameter steel wire bent into coils 
with a diameter of 2 in., center to center of wire. What load applied axially to the 
spring will cause a maximum'shearing stress of 40,000 lb. per sq. in.? How much 
will the torsional shearing stress be? The “ direct ” shearing stress? 

SoliUion: For this spring A = ir(i)* = x/16 sq. in. 

d,S. _ 40,00(hr/16 ^ gyjjib 

^ 1 + [2R/r) 1 -t- (2 X 1/0.25) 

Of the 40,000 lb. per sq. in, stress |, or 35,660 lb. per sq. in., is due to torsion, and 
the remaining 4,440 lb. per sq. in. is due to the direct shearing effect of the load. 
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In this example a considerable part of the stress is due directly to the 
load rather than to its torsional effect. In springs where the ratio R/r 
is larger, however, the direct shearing stress is often negligible in 
comparison with the torsional shearing stress and is disregarded. 


PROBLEMS 

236. What maximum shearing stress is caused in the 
steel spring (Fig. 123) by the loads P of 3,000 lb. each? 
What percentage of this strevss is due to torsion? 

Am. Sa - 49,700 lb. per sq. in. 

237. A handbook gives safe loads for steel springs of 
various dimensions. For a spring of round stock with 
diameter d = 0.75 in., coiled into a spring with an out¬ 
side diameter D of 4.00 in., the safe load P is given as 
3,058 lb. What unit stress does this load cause? 

238. Solve Problem 237 if d = 1.00 in., D - 4.50 in., 
and P - 6,732 lb. 

62. Deflection of Helical Springs. If in 

Fig. 122 the cut cross-section shown at C is as¬ 
sumed to be fixed so that it neither rotates nor 
moves vertically, the motion of point A will be 
Fig. 123 due to the shearing deformation of the rod be¬ 

tween B and C. Practically all this motion 
will be due to the torsional shearing deformation or twist of the rod 
and little to the direct shearing deformation caused by the stress P/A. 

Therefore, disregarding the movement due to direct shear, if the 
length BC of the rod is twisted through an angle 6, the vertical move¬ 
ment of A will be R6. 

For a circular shaft 

TL 



If BC is dL, 


de = 


E,J 

PRdL 

E.J 


and for a spring made of a number of coils in which the total length of 
wire is L 

PRL 


e = 


E,J 


and the axial shortening or extension is 

PR^L 
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it is customary to neglect the slope of the wire in calculating the length 
of a spring of N complete turns. If this is done, 


L = 2itNR and 


2tP^N 

E,J 


PROBLEMS 


239. Using the foregoing equations, find the increase in the length of the steel 
spring (Fig. 123), which includes seven turns, when 1,200-lb. loads are applied. 
What is the value of e for this part of the spring? 

240. A close-coiled tension spring of eight full turns is made of steel rod, the 

diameter d of which is 0.75 in. The coils have an outside diameter D of 3.50 in. 
When the load P is 3,500 lb. what is the elongation‘s What is the maximum shear¬ 
ing unit stress? Ans. Sa = 66,100 lb. per sq. in. 

241. Solve Problem 240 if d = 0.50 in., D - 2.50 in., the number of turns == 10, 
P - 1,400 lb. 

242. Solve Problem 240 if d = 0.50 in., D = 3.00 in., the number of turns = 12, 
P = 1,180 lb. 

243. Show that the lengthening (or compression) of a helical spring due to 
direct as well as torsional shear is given by the equation 


A = 


2tPRN 

EaA 




244. Using the equation of Problem 243, show what error results from disregard 
of the effect of direct shear in stretching the spring of Problem 239. 

63. Torsion in Bars of Non-Circular 
Cross-Section. When a bar of non- 
circular cross-section is acted on by tor¬ 
sional forces, the section cut by a plane 
perpendicular to the axis of the untwist¬ 
ed bar does not remain a plane when 
the bar is subjected to torsion, but be¬ 
comes a warped surface. This may 
easily be demonstrated by scribing on 
the surface of a square bar a straight 
line perpendicular to the length of the 
bar. When the bar is twisted, the 
straight line assumes a reversed curva¬ 
ture (Fig. 124). The transverse plane From c. Bach 

section of the untwisted bar which con- Fiq. 124 . Deformations in a rec- 
tained this line has evidently become a tangular torsion member, 
warped surface. 

The torsional (shearing) stress is not uniformly distributed over this 
warped surface. This is easily demonstrated experimentally by scrib¬ 
ing a series of small squares on the side of a bar of square cross-section 
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and then twisting the bar. Figure 124 shows how the various squares 
are deformed by the twisting. Those adjacent to the edges of the bar 
are least deformed; those midway between the edges of the face of the 
bar are most deformed. Since the shearing unit stress is proportional 
to the shearing deformation, it is evidently greatest along the median 
line of the face. At the corners of the bar it is zero. If the cross- 
section of the bar is rectangular but not square, the unit shearing stress 
at the middle of the wide face is greater than at the middle of the narrow 
face. In other words,, the greatest shearing stress occurs at the point 
of the surface which is nearest the axis of the bar. (See Fig. 125.) 




(b) 


Fig. 125. Shearing stress on non-circular shafts. 


The equation giving the maximum torsional stress in a bar of rec¬ 
tangular cross-section is very cumbersome. An empirical equation 

, , . xr . r, ( 15 ^ + 9 ^)^ 

proposed by Samt Venant is = 


5k^b 


2k2 


where h and b are 


the lengths of the long and short sides of the rectangle, respectively.^ 
This equation gives values which are correct within 4 per cent. For a 

24r 

square shaft it reduces to Ss = • 

oo 


Analysis of the stress distribution over the cross-section of a bar of 
elliptical cross-section that is subjected to torsion shows that the 
maximum stress (which is at the ends of tlie short axis) is 

,2 ^ 




26^ 


-)■ 


where a and 6 are the long and short semi-axes, respectively, and J is the 
polar moment of inertia of the cross-section of the bar with respect to a 
centroidal axis. 


PROBLEMS 

34S. A valve stem with a diameter of f in. has its end machined down as shown in 
Fig. 126 to receive the hand wheel. If local stresses due to the change in section 

® A. Morley, Strength of MateridU, Longmans, Green and Co. 
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are disregarded, what is the maximum torsional stress on the square cross-section 
when the maximum stress on the round cross-sbction is 5,000 lb. per sq. in.? What 
is the ratio of the two stresses? Ans. Ratio = 2.66. 

246. Solve Problem 245 if the diameter of the stem is f in. 


GENERAL PROBLEMS 

247. The hollow vertical shaft connecting the turbine and electric generator in a 
hydroelectric plant is 16 in. in outside diameter and 9 in. in inside diameter. The 
speed is 140 r.p.m. When it transmits 12,000 hp., what is the unit stress? Calcu¬ 
late the diameter required for a solid shaft to transmit the same horsepower at the 
same speed and with the same unit stress. If the solid shal - costs 14 cents per 
pound and the hollow shaft costs 18 cents per pound, compare the cost per linear 
foot of the two shafts. Ans. D - 15.45 in. 




248. Find the ratio of the weight of a hollow shaft, with an internal diameter 
equal to three-fifths the external diameter, to that of a solid shaft that transmits the 
same torque with the same maximum stress. 

249. The 4-in.-diameter shaft shown in Fig. 127 carries a flywheel which has an 
I of 280 ft.^-slugs and which rotates at 300 r.p.m. The brake is suddenly applied, 
stopping the flywheel in 24 revolutions, the machine having been thrown out of gear 
before the brake is applied. Friction in the bearings may be neglected. What is 
the maximum torsional stress in the shaft, and where is it found? 

250. A torque T is applied to a round bar, both ends of which are fixed as shown 
in Fig. 128. Find, in terms of T, o, 6, and the diameter d of the bar, the maximum 
torsional stress produced. In which length of the bar (a or b) is it found? (Hint: 
Evidently the two parts of the bar undergo the same twist.) 



C 




L _ 

m 

< >1 

0 0 n 

Fig. 129 



251. In Problem 250 derive an expression for the angle of twist, d, in terms of T, 
Ety a, by and d, 

252. Compare the weights of solid shafts of steel and aluminum alloy designed 
so that t)oth will have the same angle of twist in a given length when transmitting 
the same torque. For aluminum alloy Eg — 3,800,000 lb. per sq. in. 

253. A shaft forged of one piece and having two diameters, as shown in Fig. 
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129, is fixed against rotation at both ends. A torque of 15,000 lb-in. is applied at 
C. Calculate the maximum shearing stress in the 1-in.-diameter section. 

Ans. Sa = 5,530 lb. per sq. in. 

264. In the mechanism shown in Fig. 130 the force P balances the moment of 
the 1,000-lb. force. The pins A and B are made of steel having a shearing strength 
of 40,000 lb. per sq. in., and the shaft is made of steel having a shearing strength 



of the shaft is to be 25 per cent greater than that of the pins. Calculate the neces¬ 
sary size of the shaft, if the pin diameter is 0.30 in. (Bearings not shown.) 

266. A steel pipe is to be used as a standard to support a signboard w ith the di¬ 
mensions shown in Fig. 131. Maximum wind pressure against the board is as¬ 
sumed to be 45 lb. per sq. ft. Twisting of the pipe must not allow the lower sup¬ 
port of the sign to rotate through more than 6°, and the torsional stress in the 
standard is not to exceed 4,000 lb. per sq. in. What size pipe should be used? 



450 lb. , „ 

Spar>. —8 — 








450 lb. 

Fig. 133 


266. Figure 132 shows two lines of shafting which are driven at 250 r.p.m. by a 
motor that delivers 20 hp. This power is taken from the shafts as follows: At A 
and at C, 4 hp.; at B and at D, 6 hp. Each shaft is 2 in. in diameter, (a) What 
is the maximum torsional stress in either shaft, and where does it occur? (6) What 
is the maximum torsional stress between C and P? (c) What is the maximum 
torsional stress between A and P? (d) What is the maximum torsional stress to 
the right of Q? (c) Through what angle is the shaft twisted between Q and the 
left end of the longer shaft when running at full load? 

Ans. (h) Sa = 642 lb. per sq. in. 

267. An aileron spar on a certain airplane is an alloy-steel tube 1.50 in. in out¬ 
side diameter and 0.08 in. in wall thickness (Fig. 133). When operating, it ro- 
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tales a control lever which exerts a pull on a control cable at a radius of 8.00 in 
from the axis of the shaft. Calculate the torsional shearing stress in the tube 
when the pull on the control cable is 450 lb. See Appendix B for an approximate 
formula for J of a thin-walled tube. 



268. The gear A (Fig. 134) applies a torque to the shaft AB of such magnitude 
that the maximum shearing stress in the shaft AB is 10,000 lb. per sq. in. and gear 
D is fixed against rotation, (a) Determine the diameter of the shaft CD if the 
shearing stress is not to exceed 10,000 lb. per sq. in. (b) Calculate the angle through 
which gear A rotates. 

259. An aluminum-alloy shaft with an external diameter of 1.25 in. and a wall 
thickness of 0.05 in. is subject to a torque causing a maximum stress of 12,000 lb. 
per sq. in. Calculate the torque and the angle of twist in a length of 100 in., as¬ 
suming that Es = 3,800,000 lb. per sq. in. See Appendix B for a formula giving 
approximate J for the cross-section of a thin-walled tube. 



Fig. 135 


260. A diesel engine used in a recently built diesel-electric locomotive develops 
1,000 hp. at 625 r.p.m. The diameter of the crank shaft is 8f in. Calculate the 
maximum shearing stress in the shaft under these conditions. 

261. A conveyor belt is driven by a 5-hp. motor turning 1,800 r.p.m. Through 
a series of gears reducing the speed, it drives the belt drum shaft at a speed of 
10 r.p.m. If the allowable shearing stress is 6,000 lb. per sq. in., calculate the re¬ 
quired size of the motor shaft and of the drum shaft. 

262. The clutch pedal assembly of the 1936 Plymouth automobile includes a 
small, close-coiled steel spring made of forty turns of wire with a diameter of 0.083 in. 
The outside diameter of the coil is f in. The length of the unstretched coil is 3^ in. 
In use, the length of the coil varies from 4f in. to 6 in. (a) What is the maximum 
torsional stress in the coil? (6) If E, = 12,000,000 lb. per sq. in., what are the 
maximum and minimum forces exerted on the spring when in use? 

263. Two 1-in. shafts, approximately in line, are joined by a Hooke's joint with 
dimensions as shown in Fig. 135. The maximum allowable shearing unit stress 
in the shafts is 8,000 lb. per sq. in. What is the average shearing unit stress in each 
connection bolt? 
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64. Introduction. A beam is a structural member or machine part 
which carries transverse loads. Most beams are prisms with the loads 
perpendicular to the axis, and such beams 
will be considered in this chapter. A dia¬ 
grammatic representation of a beam is shown 
in Fig. 136. The supporting forces of the 




T», 


beams are called reactions (indicated by 
Fig. 136. Simple beam, ^ diagram). The amounts 

of these reactions are such as to satisfy the conditions of static 
equilibrium, = 0, SF = 0, and SM = 0. If the load P is 
shifted to another position, the reactions will change in amount, as 
required for equilibrium. 



Fig. 137. Cantilever beam. 


66 . Types of Beams. A simple beam is one which rests on two 
supports and carries any system of loads between the supports. The 
beam in Fig. 136 is a simple beam carrying a single concentrated load. 

A cantilever beam is one which projects beyond the supports and 
carries loads which are not between the supports. Cantilever beams 
are generally represented as being built into a wall or mass of masonry 
at one end (Fig. 137a). When built into a wall, the wall exerts two 
reactions which are distributed, but the resultants of which act like 
Ri and R 2 in Fig. 1376. Although this is the conventional method of 
representing a cantilever beam, it should be noted that the definition 
does not limit this t 3 rpe of beam to one built in a wall in this manner. 
The reactions may be provided by a wide variety of means. The 
essential feature is that a cantilever beam projects beyond its support 
and is loaded on the projecting part. 

106 
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Beams may be combinations of simple beams and cantilevers, as 
shown in Fig. 138. In this figure the part BC is a cantilever, and the 
beam is said to overhang the re¬ 
action.” Such beams are called over- 
hanging beams. Beams may over- a 
hang at one or at both ends. The 
stresses in the part BC are the same pio. 13 s. Overhanging beam, 
as if it were fixed in a wall at B, 

but the stresses in the part AB are quite different from what they 
would be were there no part BC of the beam. 

All the beams just described are called statically determinate beams 
because the conditions of static equilibrium determine the external 
forces on the beams sufficiently to allow the internal forces or stresses 



Beam fixed at one end and having a support 


Beam on more than two supports 
(called a ''continuous beam") 



Beam fixed at both ends. 

Fig. 139. Statically indeterminate beams. 

to be calculated. There arc also several classes of beams which are 
said to be statically indeterminate ” because the reactions cannot 
be determined by the conditions of equilibrium alone. Among these 
are beams fixed at one end and supported at the other, beams on more 
than two supports (called continuous beams)j and beams fixed at both 
ends (Fig. 139). Certain relations in addition to the conditions of 
equilibrium are required for the determination of the reactions on such 
beams. 

Determination of the bending stresses in statically determinate 
beams will be considered in this chapter and Chapter VIII. Inde¬ 
terminate beams will be considered in Chapters XI and XVII. 
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Figure 140 illustrates several common ways of supporting beams. In 
Fig. 140o the connection angles are so much less stiff than the beam 
itself that they fix the ends very slightly, and such a beam is ordinarily 
treated as a simply supported beam, with the reaction at the end of 
the beam. 



Fig. 140. Distributed and concentrated loads. 


66 . Distributed and Concentrated Loads. Loads on beams are 
classed as distributed and concentrated. A distributed load extends 
over a considerable length of the beam. It is uniformly distributed if 
the load on each unit of the loaded length is the same as on every other 
unit. Most distributed loads are distributed uniformly or at least 
sufficiently nearly so to be so considered'. The weight of the beam 
itself is evidently one of the uniformly distributed loads which the 
beam carries (Fig. 140). 

A concentrated load is a load which extends over so small a part of 
the length of the beam that, without appreciable error in the calculated 
bending and shearing effects of the load, it may be assumed to act at one 
point on the beam. All “ concentrated ” loads are actually distributed 
over a short length of the beam, as when one beam rests on another, 
or when a post is supported on a beam (Fig. 140). In determining 
bearing stresses in a beam, the actual mode of application of the loads 
must of course be considered. 

67. Determination of Reactions. Before the stresses in a beam on 
two supports can be figured, the reactions must be known. These are 
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found by applying the conditions of statics, SF = 0, = 0, and 

SM = 0. If the loads and reactions are all vertical, = 0 is not 
used. 


Example. Calculate the reactions of the beam 
shown in Fig. 141. 

Sohiiion: Use J^Ma = 0 (A as moment center). 

- (300 X 10) X 5 - (30 X 14) X 7 - 
1,800 X14 + 12Rb = 0 
12Rb = 16,000 + 2,940 + 25,200 = 43,140 
Rb = 3,595 lb. 


300 lb. p«r ft. 

Beam Weighs 30 lb. per ft. 

Fig. 141 


Use 'SMb — 0 (B as moment center). 

(300 X 10) X 7 + (30 X 14) X 5 - 1,800 X 2 - 12B,i = 0 
12 fi,i == 21,000 + 2,100 - 3,600 = 19,500 
Ra = 1,625 lb. 

Use "ZV = 0 as a check (the sum of the reactions should equal the sum of the 
loads). 

1,625 + 3,595 = 5,220 lb. 3,000 + 420 + 1,800 = 5,220 lb. 


It is possible to calculate one reaction by using 2M = 0 once, using 
the other reaction as a moment center, and then to determine the 
other reaction by using 2F = 0. If a mistake is made in the amount 
of the reaction first determined, the second one will also be wrong. It 
is better to proceed as in the foregoing example and calculate each 
reaction by means of a moment equation. The calculation may then 
be checked by seeing that the sum of the reactions equals the sum of the 
loads. 


PROBLEMS 

271. Calculate the reactions on the beam shown in Fig. 148. 

272. Calculate the reactions on the beam shown in Fig. 150. 

273. Calculate the reactions on the beam shown in Fig. 160. 

68 . Bending Moment and Shear. Consider a simple beam carrying 
a load of P lb. in addition to its own weight (Fig. 142a). This beam 
will be bent somewhat as shown in Fig. 1426. If the beam is slender, 
the bending may be noticeable. If it is short in comparison to the 
depth, the bending may not be visible but can be detected by accurate 
measurements. 

The bendmg of the beam involves lengthening of the lower, convex 
surface and shortening of the upper, concave surface. The bottom 
fibers are lengthened and are stressed in tension; the top fibers are 
shortened and are stressed in compression. There is a surface some¬ 
where between the top surface and the bottom smiace which remains 
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the original length, and the fibers in this surface are unstressed. This 
surface is called the “ neutral surface ” of the beam. The line of inter¬ 
section of the neutral surface and any vertical cross-section is called the 
“ neutral axis ” of the cross-section. It will be shown later that this 
axis passes through the centroid of the cross-section. 







Fig. 142. Deformation of a beam. 


Since the whole beam is in equilibrium, any part of it is. Consider 
a segment of the beam to the left of any imaginary vertical plane be¬ 
tween the load and the right reaction (Fig. 143). W is the weight of 
the segment. The forces holding this segment in equilibrium are 
P, W, Ra, and the forces (not shown in Fig. 143) exerted by the right 
segment of the beam on the left segment. These forces are exerted 



Fig. 143 Fig. 144 


by the stresses in the beam at the cross-section separating the two 
segments. For all the forces on the left segment = 0, SF = 0, and 
SM = 0. 

Since the top fibers of the beam are shortened, they are subjected 
to compression, or compressive forces are exerted by the top fibers in 
the right segment of the beam on the top fibers of the left segment of 
the beam, which is shown as a free body. Similarly tensile forces are 
exerted by the bottom fibers in the right segment of the beam on the 
bottom fibers of the left segment. In Fig. 144 let the resultant of these 
compressive forces or stresses be C, and the resultant of the tensile 
stresses be T. When XH = 0 is applied, it is evident that C — T, or 
the resultant of the compressive stresses equals the resultant of the 
tensile stresses. 

When SF = 0 (Fig. 144) is applied, it becomes apparent that the rest 
of the beam must be exerting on the left iregment a vertical force such 
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that B/i — P—W-\-V = Q,otV = P-\rW — Ra; that is, F = the 
algebraic sum of the external forces on the left s^ment. The alge¬ 
braic sum of the external forces on the segment is called the “ ex¬ 
ternal shear ” or simply the “ shear ” at the section. The force V 
exerted by one segment on the other is called the resisting shear and is 
the resultant of all the shearing stresses on the section. 

Applying SM = 0, with a horizontal line on the cut face of the 
beam as a moment axis (this line is perpendicular to the paper), it is 
evident that the sum of the moments of C and T must be equal in 
magnitude and opposite in sense to the algebraic sum of the moments 
of the external forces Ra, P, and W. The algebraic sum of the moments 
of all the external forces on the segment is called the bending moment 
at the section. The sum of the moments of all the tensile and com¬ 
pressive stresses is called the resisting moment at the section. At any 
section in the beam the resisting moment and the bending moment are 
numerically equal. 


i=t=i [=f=i 

4*She«r —Shear 

Rl-p 

Fig. 145 Fig- 1^6 

69. Shear Diagrams. Article 68 stated that, if a beam is cut into 
two segments by an imaginary transverse plane, the resultant of the 
external forces on either one of the segments equals the amount of shear 
at the cross-section cut by the plane. Ihat is. 

The shear at a section of a beam is the algebraic sum of all the 
external forces on one side of the section. 

The shear is considered positive if the segment of the beam on the 
left of the cross-section tends to move up with respect to the segment 

on the right, and vice versa (Fig. 145). 

As will be shown later in this chapter, the maximum bending stress 
in a beam occurs on the cros&«ection where the shear is zero. Also the 
maximum shearing unit stress in a beam occurs at the section where 
the shear is a maximum. These and other considerations frequently 
mnli-P it desirable to know in what way the shear varies at successive 
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cross-sections along the length of a beam. The most convenient 
means of determining and representing this variation is through a shear 
diagram (Fig. 146). 

In a shear diagram the abscissas of successive points on the shear 
line represent the locations of successive cross-sections of the beam. 
The ordinate of each point represents the shear at that particular 
cross-section. It is customary to draw the shear diagram directly 
below a sketch of the loaded beam and to the same horizontal scale, 
so that the relationship of the shearing forces to the loads is immedi¬ 
ately apparent. 

70. Construction of a Shear Diagram. As an illustration of the 
construction of a simple shear diagram, Fig 146 may be considered. 
The reactions due to this load are first computed and recorded. At 
any cross-section between the left-hand reaction and the load, the 
resultant of the forces on the left-hand segment is seen to be simply 
the reaction, and the left-hand segment tends to move up with respect 
to the right-hand segment. Therefore, for the length of the beam 
from the left reaction to the load, there is a positive shear equal in 
amount to the left reaction. If a section is taken immediately to the 
right of the load and the part of the beam to the left of this section is 
considered, however, it is seen that the resultant of the forces on it is 
the left reaction minus the load. This continues to be the amount of 
the shear at every section until the right-hand reaction is reached. 
Since the load is necessarily larger than the left-hand reaction, the 
segment on the left of the section tends to move down with respect to 
the segment on the right, or the shear is negative. Obviously the 
amount and nature of this shear can also be figmed from the segment 
of the beam that lies to the right of any cross-section, and the same 
results will be secured. 

The shear diagram for a uniformly distributed load on the beam is 
shown in Fig. 147. If a section is taken any distance x ft. from the 
left reaction, the resultant of the forces on the left-hand segment is 
Ri, — wx. Since Rt = wL/2, the shear at any section is wL/2 — wx. 
The amount of shear evidently decreases uniformly with increase in x, 
becoming zero at the midpoint of the beam, and having its maximum 
negative value just to the left of the right-hand reaction, where it is 
— wL/2. 

For any kind of loading on any statically determinate beam, the 
E^hear diagram is constructed by the methods that have been illustrated. 
Values of the sliear are figured for every cross-section at which there 
is any change in the amount of distributed load, and at cross-sections 
just to the left and just to the right of all.^ncentrated loads (including 
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reactions), and the values are plotted above or below the of zero 
shear according to the convention already given. These statements 
can be verified by study of Figs. 148 and 149. It should be noted that 
for the cantilever beam it is necessary to consider successive lengths 
measured from the free end of the beam, since the forces acting on the 
fixed end of the beam within the wall are unkn own. It is also useful 
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to note that (1) for all lengths of the beam where there is no distributed 
load, the shear line is a straight, horizontal line; (2) for all lengths of 
the beam where there is a distributed load of uniform intensity, the 
shear line is a straight inclined line, the slope of the line being pro¬ 
portional to the intensity of the load and being downward to the right 
if the load is a downward load; (3) at each concentrated load, includ¬ 
ing reactions, the shear line drops (or rises) by an amount equal to the 
load (or reaction).^ 


mOBLEMS 

874. Draw the shear diagram for the beam shown in Fig. ISO- 
STS. Draw the shear <lit»grn.»n for the beam shown in Fig. 151. 

' If there is a non-uniform distributed load on the beam, the shear line will be a 
curved line, the ordinates of which are found, as in any other problem, by dete^ 
minitig the resultant of the forces on either side of the section corresponding to Hie 
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Fio. 150 Fig. 151 


71. Bending Moment and Bending-Moment Diagrams. A more 
complete definition of bending moment than was given in Art. 68 is 
the following. 

The bending moment at a section of a beam is the algebraic sum 
of the moments of all the external forces on one side of the section. 

In calculating the bending moment at a section, each load on one 
side of the section is multiplied by the distance from the section to the 
load. The algebraic sum of these products is the bending moment at 
the section. 

The Hifpi commonly given to bending moment is plus if the beam is 
concave up (or the top fibers are in compression) at the section. This 

type of bending moment may be diagram- 
I ^ maticallyshownasinFig. 152. It is fre- 

~ ^ ^ -1 quently stated that the bending moment 

-i-Bmdiiw Monunt -Binding Momwt jg pogitjve if the resultaut moment of 

Fig. 152 the forces on the left>-hand segment is 

clockwise. 

A simple way of arriving at the correct sign in calculating bending 
moment is to give the moments of upward forces + signs and the 
moments of downward forces — signs. The algebraic sum of the 
moments will then have the correct sign whether the right or left 
segment is used. 

In calculating bending moment use the segment for which the arithmetic 
wiU be simplest. For a cantilever beam this is always the segment 
between the free end of the beam and the section under consideration. 

For determining the deflections of beams, for determining the 
mavinriiim bending stresses in fixed and continuous beams, and for other 
purposes it is necessary to know how the bending moment varies 
throu^out the length of a beam. Just as a shear diagram is used to 
show the amount of shear at any crossnsection of a beam, a bending- 
momSnt diagram is used to show the amount of bending moment. 
Figure 153 shows such a diagrmn for the smne beam and loa(hhg that 
are pictured in Fig. 146. In Fig. 153 the moment “ ciirve ” is placed 
just below the betun. The abscissa of an^ point on tlds curve indicates 
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the location of a cross^ction of the beam, and the ordinate oi the 
point is the bending moment at that cross-section of the beam. 

72. Construction of a Bending-Moment Diagram. The bending- 
moment diagram of Fig. 153 is constructed as follows: At any distance 
X from the left-hand reaction, and between the reaction and the load, 
the beam is cut into two segments by an imaginary transverse plane. 
The only force which the load P causes to act on the segment to the 
left of the section is the reaction Rl, and the moment of this force with 
respect to the section in question is J8 lx. This moment evidently in¬ 
creases as X increases; that is, the moment “ curve ” for this case is a 
straight line, increasing to a maximum value at the load. If a section 
is now taken to the right of the load, and if the segment of the beam on 



the left of this section is considered, it is seen that the moment at this 
section is Rjjc — P {x — a). This is necessarily a smaller moment 
tVin-n that corresponding to the value x = a. At successive sections 
between the load and the right support, the amount of moment is 
constantly less, until at the right-hand support it becomes zero. It is 
also obvious that the bending moment at any section between the load 
and the right-hand reaction is given either by the equation M = IJiX 
— P (x — a), or by the equation M = Rrx', where x' is the distance 
of the section from the right-hand reaction. 

At any section throughout the length of this beam, the moment is 
shown as a posUioe moment. This is in accordance with the usual 
convention (Fig. 162). 

Figure 154 shows the bending-moment diagram for a beam carrying 
a uniformly distributed load of w lb. per ft. For this beam ^e bending 
moment at any section distant x from the left-hand reaction is evidently 
- wx • x/2, or M = Rux - This is the equation of a 

parabola with its axis vertical and its apex at the midlength of the 
beam. 

To construct a moment diagram for a more complex loading, the 
same procedure is followed. Compute the external reactions. Im- 
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agine the beam to be cut into two segments by a transverse plane, 
and compute the moments, with respect to the plane, of the forces on 
either segment, the moment of every upward force being considered 
positive, and vice versa. Plot the resultant of these moments, in 

pound-feet or pound-inches, as the 
ordinate of a point (the abscissa is 
the distance of the cross-section 
from the end of the beam). Re¬ 
peat this procedure for as many 
points as may be necessary to per¬ 
mit the drawing of the curve. 

The procedure for a beam carry¬ 
ing both concentrated and distribu¬ 
ted loads is outlined in the following 
example. 

Example. Draw shear and bending- 
moment diagrams for the beam shown in 
Fig. 155. 

SoliUion: These are the same beam 
and loading that were shown in Fig. 148. 
The shear diagram is drawn in accordance 
with the procedure outlined in Art. 70. 
After this has been done, values of the 
bending moments at selected cross-sections 
of the beam are computed. In the computations as given below, the subscript 
after Af shows the distance from the left-hand end of the beam to the section. Each 
value of M is calculated by considering the forces either on the left-hand segment 
or the right-hand segment of the beam, as may be most convenient. 

Mo = 0 evidently 

M 2 = +360 X 2 - 200 X 1 = +520 Ib-ft. 

M3.6 = +360 X 3.6 - 360 X >1.8 = +648 Ib-ft. 

Ms = +360 X 8 - 800 X 4 = -320 Ib-ft. 

(or Ms = +840 X 2 - 400 X 5 = -320 Ib-ft.) 

Mio - -400 X 3 = -1,200 Ib-ft. 

Afia =0 


1400 lb. 
3 '—^ Load 
—^ Diagram 


-1-400 lb. 

Shear 

Diagram 



-1200lb..ft. 


Fig. 155 


PROBLEMS 

For each of the following beams, Figs. 156 to 158, draw shear and bending-moment 
diagrami^. (These should be drawn below a diagram of the beam showing the 
loading.) Use a scale of 1 in. » 4 ft. for lengths up to 20 ft., and 1 in. » 10 ft. for 
lengths from 20 to 40 ft. All necessary computations should appear bn^^e sheet 
beside the diagrams. Scales for shears and moments should be such as to give 
diagrams which will go on a single sheet with the diagram of beam^ Values should 
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be written on diagrams at important points as in the example, and 
should be given to points of zero shear. 

876. Fig. 156a. 879. Fig. 157a. 888. Fig. 158a. 

877. Fig. 1566. 880. Fig. 1576. 883. Fig. 1586. 

878. Fig. 156c. 881. Fig. 157c. 884. Fig. 158e. 



(a) (6) (c) 


Fig. 158 

73. Relations Between Loads, Shears, and Bending Moments. 

Xhe following relations can be derived from the equations which 
express the shears and bending moments at successive points on the 
length of a beam. Reference to the foregoing examples illustrates the 
application of these relations to specific problems. 

(а) For any part of a beam where there are no loads, the shear line is 
a straight horizontal line and the moment line a straight sloping line. 

(б) For any part of a beam where there is -% uniformly distributed 
downward load the shear line is a straight line sloping downward to 
the right and the moment line is a parabolic curve which is concave 
downward. 

(c) The numerical change in bending moment between two sec^ons 
of a beam equals the area of the shear diagram between those sections, 
talcing into accoimt the sign of the shear. This statement will be ' 
proved in Art. 74. 

(d) It follows from (c) that at any point where the shear line crosses 
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per«.[ 

"«»*• —-t . 


the zero line there is a maximum ordinate of the moment diagram. 
(By maximum is meant that the ordinate is numerically greater than 
ordinates on either side of it.) 

The drawing of shear digrams and moment diagrams is greatly 
facilitated by keeping the foregoing facts in mind, and by an intelligent 
selection of cross-sections at which the value of the bending moment is 
calculated. It should be calculated for every cross-section at which 
there is a concentrated load or a change in the amount of distributed 
load. In addition the maximum value should be computed and also 
sufficient other values to establish the shape of the curve along any 

length of the beam w^re there is a dis¬ 
tributed load. 

74. The General Moment Equation. 
Let Fig. 169 represent a portion of a 
beam between two sections x ft. apart. 
Let the bending moments be Mo and M^ 
on the left and right ends, respectively, 
and let the shear at the left end be Ko. 
Let the resultant of any system of con¬ 
centrated loads on the segment be a 
force P acting at a distance a ft. from the left end. Let there be a 
.uniformly distributed load of w lb. per ft. extending throughout the 
segment. Then, since the segment is a body in equilibrimn, the stun 
of all the moments about any point on the right-hand end of the 
segment is equal to zero, or 


vi 


:}mx 




Fig. 159 


Mo + Vox — P (x — a) — WX- — M* 

2t 


This may be written 


M* = Mo -|- Fo® ~ P(® — a) — 


was® 


This is the equation for the bending moment at the right end of the 
segment shown. Stated in a general way, for any loading on the 
segment, the equation becomes 

Mx"* Mo + Vox — Moments of any forces on the segment 

This is called the general moment equation. It is applicable to any 
segment of any beam. When the loads on a beam or segment and the 
shear and moment at one end are known, the moment at the otheir end 
can be found by this equation.^ • 

’ The negative sign is used for the moments of any forces on tte segment on the 
suppositimi tiiat the forces act downward. The jnom«it8 of atgr upward forces, 
sudi as reactions, should ho added. 
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The relations between shear and bending moment which are stated 
in Art. 73 can be derived from the general moment equation. The 
relations stated under (a) and (b) are too simple to require further 
discussion. 

It is stated under (c) that the numerical change in bending moment 
between two sections of a beam equals the area of the shear diRgmm 
between those sections, taking into account the sign of the shear.” 
The truth of this statement will now be shown. With reference to 
Fig. 159, the general moment equation for the segment shown may 
be written 

Mx — Mo = VqX — P(x — a) -— 

2 

The left-hand side of this equation is the difference in bending moment 
between the two ends of the segment. The right-hand side of the 
equation is the net area under the shear curve; that is, the rectangle 
Vox minus the parallelogram P(x — a) and the triangle to®*/2. 
Consequently the proposition is proved for this particular loading. 
It can be similarly proved for any loading. 

It follows directly from this proposition that the maximtun (nu¬ 
merical) value of the bending moment occurs where the shear passes 
through zero, as stated in Art. 73 (d). 
the positive shear area is increasing 
until the shear curve crosses the zero 
line; after that point the net area de¬ 
creases. Consequently the bending 
moment increases numerically until 
the shear passes through zero, after 
which it decreases. 

76. Application to Shear and Bend¬ 
ing-Moment Diagrams. Often the 
principle that the change in bending 
moment between two points along the 
length of a beam is equal to the area 
of the shear diagram between those 
points can be advantageously used in 
drawing moment diagrams. When this principle is applied to the 
beam shown in Fig. 160, the reactions are calculated and the shear 
diagram k drawn. 

Signififtn.nf, values of the bending moment at the suocesdve points 
are then found by cumulatively totaling the weas under the shear line, 
from left to right. Since the first three shear areas are rectan^^, it 


In Fig. 169 it k evident that 


60001b. 16000 lb; 1000 lb. ».r ft. 


75001b. 
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is evident that the moment curve consists of straight lines until the 
left end of the distributed load is reached. The calculations are 
shown below: 


Mb = 

-6,000 X 5 = -30,000 
-1-8,500 X 5 = -1-42,600 

Mio = 

-1-12,500 


+2,600 X 6 = +12,500 

Mi5 = 

+25,000 


+2,500 X 1.25 = +3,125 

Mi7,6 = 

= +28,125 


-7,500 X 3.76 = -28,125 

Mae = 

00,000 


Since, in the method used, each moment value was based on the preced¬ 
ing moment value, the correct value secured at the right end of the 
be^ checks the intermediate computed values. 

In drawing a moment diagram by summing up the areas under the 
shear curve, it is to be noted that, following the convention in regard to 
the algebraic signs of shears and bending moments, the shear areas 
should be summed up from left to right. The bending-moment diagram 
can be started at the right and carried through to the left end of the 
beam, but then the sign of each shear area must be reversed. 


+1000 lb. 




-1000 lb. 

11 



Fig. 161 



Fig. 162 


PROBLEMS 

285. Fijjpire 161 shows a shear diagram for a beam on two supports. Draw 
(a) the beam with loads and (h) the bending-moment diagram. 

286. The shear diagram shown in Fig. 162 is that of a beam on two supports 
without overhang. Determine the length x and draw (a) the beam with its load 
and (b) the bending-moment diagram. 

76. Dangerous Section. In most beams the bending stress is the 
most serious stress, and since this is a maximum at the cross-section of 



Awp. 77 


INFLECTION POINTS 


I2t 


the beam where the shear is (or passes through) zero, sections of zero 
shear are called dangerous sections. Frequently in the design or investi¬ 
gation of a beam it is not necessary to determine any stresses except the 
maximum bending stress. This requires the determination of the 
moment at the dangerous section, which necessitates finding where the 
dangerous section occurs. Where a beam carries large concentrated 
loads, the shear will generally change sign under one of these loads, and 
finding the dangerous section in such a case merely requires that the 
shear on both sides of each load be determined to ascertain at which load 
the shear changes sign. Where a beam carries both concentrated and 
distributed loads, it is possible that the dangeroiis section will occur at 
some point where there is no concentrated load. The approximate 
location of such a point may be observed from the shear diagram. Its 
exact location should not be scaled but should be calculated from the 
forces on the beam. 

77. Inflection Points. An overhauling beam may be concave down 
throughout part or parts of its length and concave up throughout the 
remainder, as in Fig. 155. In such a beam the points where the 
curvature reverses are called inflection points. They are evidently 
points of zero bending moment, since they are points where the beam is 
not bent. They can be located by setting up an expression for the 
bending moment and equating it to zero. 


Example. In the beam of Fig. 155, find the distance from the left reaction to 
point of zero bending moment. 

Sotution; The bending moment x ft. from Rx (if x is not more than 8) may be 
expressed by this equation 


M = 360a: - 


2 


Equating this to zero, we have 


- 100 ** 


2 


+ 360a: 


= 0 


Dividing by —50*, * — 7.2 = 0 

Qf * = 7.2 ft. 

If the value of x found by solving this equation had been more than 
8, it would not have been the correct distance to the point of zero 
moment, as the equation written is true only for values of x from zero 
to 8. 

If the shear has been drawn, the inflection point may often 

be very easily found simply by noting the point for which the positive 
and negative areas on the segment on either side balance. Thus 
in Fig. 166 the shAar diagram shows immediately that the inflection 
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point is at 2 X 3.6 = 7.2 ft. from the left end of the beam. Both 
these methods of finding inflection points should be understood. 

PROBLEM 

S87. A square steel bar 30 ft. long and weighing 4 lb. per foot rests on two sup¬ 
ports 18 ft. {q>art. The left-hand support is 7 ft. from the left end of the bar. 
Draw shear and bending-moment diagrams and calculate distances from the left 
end to the inflection points. Am. xi = 10 ft. 



78. Relation Between Shear and Bending Moment. Consider a 
s^^ent of a beam between two planes, the distance between which is 
dx, as shown in Fig. 163. This segment is a body 
in equilibrium, the forces acting on it being the 
tensile and compressive forces on the two faces 
(which constitute the two resisting moments M 
and M'), the two shearing forces V and V', and a 
small part of the distributed load, which also in¬ 
cludes the weight of the segment. If the distri¬ 
buted load is w lb. per unit of length, the load on 
this segment is vxix. If the moments of these 
forces are taken with respect to the neutral axis of the right-hand 
face of the segment and the sum is placed equal to zero, 

dx 

M' - M - Vdx + wdx = Q 

N^lecting the term containing the square of dx and noting that 
M’ -M= dM, 
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dM = Vdx or 


dM 

dx 


This relationship wOl be used in deriving the equation for shearing unit 
stress in beams. 


PROBLEM 

388. Derive the above relationship between M and V by differentiation of the 

generalmoment equation M» * Mo + Vo® — P(® — o) — mi®V 2, given in Art. 74. 

/ : ' 

GENERAL PROBLEMS 

289. (jo) Calculate the maximum bending moment in a simple beam L ft. )ong 
canying a load of P lb. at the center. (6) Calculate the maximum bending moment 
in a simple beam L ft. long canying a uniformly distributed load of w lb. ^r ft. 
What does this M equal if the total weight of the distributed load is W lb.? 

.. Am. (6) M » TFL/8. 
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290. Draw, approximately to scale, shear and bending-moment din gmnm for 
the beam shown in Fig. 164. Write shear and moment values on diagrams at sig¬ 
nificant points. 



Fig. 164 Fig. 165 


291. Draw, approximately to scale, shear and bending-^moment diagrams for 
each of the beams shown in Fig. 165. Write shear and moment values on the 
diagrams at significant points. 

«^92. Draw shear and bending-moment diagrams for the beam shown in Fig. 166. 



Fig. 166 Fig. 167 

At a point in a beam a distance of a ft. from one end a moment of T Ib-ft. 
is ^plied as shown in Fig. 167. Draw the shear and bending-moment diagrams. 

The beam AB (Fig. 168) is supported at A and B as shown. Determine 
the reactions and draw shear and bending-moment diagrams. 


P 



Fig. 168 Fig. 169 


The beam shown in Fig. 169 is supported at the ends. It carries no loads 
but has moments or couples applied to the ends. Assjime Ma to be greater than 
Mb* Draw shear and bending-moment diagrams. 

296. Triangular loading frequently occurs on beams in airplane frames. A 
cantilever beam (Fig. 170) carries a triangular load varying from an intensity of 
w lb. per ft. at the fixed end to 0 lb. per ft. at the free end. Draw shear and bending- 
moment diagrams. Note that the total load W « toL/2, and that the amount of 
load in a distance x from the free end equals W7?ll? = wx^l2L, 

Ans, Max M. =» toLVO* 

297. The loading described in Problem 296 is carried by a beam supported at 
the ends. Draw the shear and bending-moment diagrams locating the point of 
zero shear. Note the comments in Problem 296. 
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The loading on an airplane wing spar is shown in Fig. 171. Draw shear 
and bending^moment diagrams. The variable loading on the overhanging ends 
may be divided into a uniform load and a triangular load. See the comments re¬ 
garding triangular loading in Problem 296. 



Pig. 170 


Fig. 171 


^299* The idiear and bending moment at the left-hand end of a 10-ft. segment of 
a beam are +1,600 lb. and +5,200 Ib-ft., respectively. A uniform load of 1,000 
lb. per ft. extends for 4 ft. from the left end of the segment, and 8 ft. from the left 
end there is an upward reaction of 3,600 lb. Calculate the shear and moment at 
the right end of the segment. An&. Jfio = —3,600 Ib-ft. 

800* A wooden beam 12 in. square and 20 ft. long floats in water, and a man 
weighing 200 lb. stands on the beam at the midpoint. Assuming the wood to 
weigh 40 lb. per cu. ft., draw shear and bending-moment diagrams. 

801. Solve Problem 287 if the left-hand support is 8 ft. from the left end of the 
hti. The distance between supports is 18 ft. 
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STRESSES IN BEAMS 

79. Introduction. For the design or investigation of a beam it is 
necessary to calculate the actual unit stresses (tensile, compressive, 
and shearing) which occur at certain cross-sections. The greatest 
unit stress that occurs must not exceed the allowable stress for the 
material iised. For this reason a formula expressing a relation be¬ 
tween the bending moment at a given section of a beam, the size and 
shape of the cross-section, and the maximiun tensile or compressive’ 
stress is used and will now be derived.^ Afterwards a formula relating 
shearing imit stress to the shear on a cross-section will be derived. 

BENDING STRESSES 

80. Bending Unit Stress: The Flexure Formula. In determining 
the imit stresses due to bending it is ordinarily assumed that a plane 
cross-section of an unbent beam remains a plane after the beam is 
bent. This assumption is not always exactly true, but only in very 
unusual cases does it lead to errors of any seriousness. When the 
assumption is made, two parallel plane cross-sections AB and CD of an 
unbent beam will be planes after the beam is bent but will no longer 
be parallel (Fig. 1726). If a third plane C'D', parallel to AB, is now 
passed through the intersection of CD and the neutral surface, the 
distance between AB and C^D* vill be the original length of all fibers 
of the beam between the planes AB and CD in the unbent beam. • It 
will be seen that the change in length of any fiber is proportional to 
the distance of the fiber from the neutral surface. If the unit stress 
in no fiber exceeds the j)roportional limit, it follows from Hooke’s law 
that the unit stress in any fiber at a given section of the bent beam is 
proportional to the distance from the neutral axis to that fiber. 

' In 1638 GalSeo published a treatise which contained a number of propositions 
relating to the behavior and strength of beams. His conclusions were erroneous, 
but his investigations interested other workers. The problem of the dhtribution 
of stress in beams was attacked by many investigators and completely solved for 
all ordinary cases by the French engineer Navier about 1820. See H. F. Moore, 
“The History of the Flexure Formula,” JouTtud of Engineering EdvealHon, Vol. 
XXI, No. 2 (October, 1030), page 156. 
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Let ABCD (Fig. 173) be any cross-section of a prismatic beam. One 
segment of the beam is shown in isometric. The shaded strip dA is 
an elem^taiy part of the cross-section, its distance from the neutral 
axis being y. This strip represents any elementary area either above or 
below the neutral axis (y may have any value from —c' to -fc). 


_ lA 

Cl 

1 


L. i _ J 


r! 



bI 


D 


(a) Part of unbent beano 
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Let S be the unit stress in the fibers farthest from the neutral axis 
(this will be the maximum unit stress), and let c be the distance to 
these fibers. Since the unit stress on any fiber is proportional to the 
distance of that fiber from the neutral axis, the unit stress on dA is Sy/c. 



Fig. 173 



Variation in stress 
intensity 


The force exerted on dA equals the unit stress multiplied by the 

y ' 

area, or force on dA = - SdA, The moment of this force on dA about 
c 

the neutral axis as the axis of moments equals 

yX-SdA y^dA 
c c 

The sum of the moments of all the forces on all the elementary areas 
composing the cross^ction is found by integrating and is, of course, 
the resisting moment Mg at this cross-section. 

Mg^fr^y^dA 

C t/ “"C 
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The expressioii J' ^ t^dA is the “ moment of inertia ” of the croes- 

section and is represented by the symbol /. The resisting moment 
Mg equals the bending moment M. Making these substitutions and 
solving for S, the following “ flexure formula ” results: 



In this formula I is commonly expressed in inches^. S in pounds per 
square inch, c in inches, and M in pound-inches. 

The tensile stresses and compressive stresses that occur in a beam 
as a result of the bending moment are often spoken of as “ bending 
stresses ” or “ flexural stresses.” They are sometimes called “ fiber 
stresses.” 

In the foregding formula I and c are concerned with the size and 
shape of the cross-section of the beam regardless of the material of 
the beam and type of loading. A discussion of moment of inertia of 
areas is given in Appendix B and should be studied if the meaning of 
the term and the method of determining this value for a given area 
are not imderstood. The quantity I/c for a given cross-section is 
called the section modidtis of the cross-section. The relationship ex¬ 
pressed by the flexure formula may be stated as follows: 

, , . Bending moment 

Maxim um stress on a cross-section = -—-—— 

Section modulus 

The symbol Z is often used for section modulus. Using this nota¬ 
tion. 



81. Position of Neutral Axis. It was stated in Art. 68 that the 
neutral axis of any cross-section of a beam passes through the centroid 
of the cross-section. Its location is fixed by the fact that the sum or 
resultant of the tensile stresses equals the sum of the compressive 
stresses. In other words the total horizontal force on the end of any 
segment of a bent beam equals zero. The unit stress on any elementary 
area of a cross^ction y in. from the neutral axis of the cross-section is 
Sf 

— y, and the force exerted by the stress on this elementary area is 
c 

o 

— ydAt The total horizontal force on the cross-section is then 
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S 

— I ydA =0. In a bent beam, however, S/c does not eq^al zero; 

/ 4-c ^+c 

^ ydA = 0. But / ydA = yA^ where is the distance 


from the neutral axis to the centroid of the cross-section. Since = 0, 
and since A does not equal zero, y = 0, which shows that the neutral 
axis is a centroidal axis of the cross-section. 

82. Use of the Flexure Formula. The flexure formula is the basis 
for all beam design. The following examples and their solutions are 
given to illustrate the uses of the formula. 


Example 1. A wooden beam 3 in. wide, 6 in. deep, and 10 ft. long rests on sup¬ 
ports at the ends. It carries loads which cause a maximum bending moment of 
2,500 Ib-ft. Calculate the maximum bepding stress. 

SoliUion: The bending moment must be in lb-in. for use in the formula, since 
all other quantities are in inch units. The moment of inertia of the rectangle is 
5^*/12 = 3 X 6®/12 = 54 in.^ The distance c is 3 in. Substituting these quan¬ 
tities, S = Mc/I = 2,500 X 12 X 3/54 = 1,665 lb. per sq. in. 

Example 2. A steel beam in a machine is to be circular in cross-section. The 
maximum bending moment is 7,200 lb-in. What diameter is necessary if the al¬ 
lowable stress is 8,000 lb. per sq. in.? 

Solution: The flexure formula may be written 



Fig. 174 


/ M 

c'' S 


For a circle the moment of inertia with respect to a diam¬ 
eter is / = 7rr^/4 and c — r. Hence for a circle I/c = 
irr^/4. Hence 


7 ^ 

4 


7,200 

8,000 


= 0.90 


and 


r® = 1.145 and r = 1.046 in. 


D = 2.09 in. 


Example 3. The cross-section of a cast-iron beam is shown in Fig. 174. Cal¬ 
culate the allowable positive bending moment on this beam if the allowable tensile 
bending stress is 5,000 lb. per sq. in. and the allowable compressive bending stress 
is 20,000 lb. per sq. in. 

SoltUicn: The distance from the lower edge of the cross-section to the centroidal 
axis (f-g is 


^ ^ 6 X 1 + 6 X 3.5 

^ ” 6 + 6 


?! 

12 


= 2.25 in. 


The moment of inertia Ig is found by calculating 7o + Ad^ for each of the rec- 
tani^es and adding. 
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For top rectangle, (2 X 3Vl2) + (6 X 1.252) = 4.6 4* 9.38 * 13.88 

For lower rectangle, (3 X 2Vl2) + (6 X 1.252) = 2 + 9.38 = 11.38 

For entire crossnsection Ig = 25 26 in.^ 

The bending moment causing 5,000 lb. per sq. in. of tensile stress in the fibers at 
the bottom surface of the beam is M = S I/c = 5,000 X 26.26/2.26 = 56,200 
ib-in. 

The bending moment that would cause 20,000 lb. per sq. in. of compressive stress 
in the fibers at the top of the beam is Af = 20,000 X 25.26/2.75 = 184,000 lb-in. 

Consequently the allowable bending moment is 56,200 lb-in. 

Note that for any value of bending moment applied to this beam the resulting 
compressive stress is greater than the resulting tensile stress because the most 
stressed compressive fibers are farther from the neutral axis than the most stressed 
tensile fibers. For this cross-section the section modulus //c, has two values. 

PROBLEMS 

311. What bending moment is permissible for a wooden beam 4 in. wide and 
12 in. deep, if the allowable stress for this wood is 1,600 lb. per sq. in.? 

312. At a certain point on a beam the bending moment is 14,000 lb-in. The 
cross-section of the beam is 3 in. by 4 in. (4-in. sides vertical). What is the maxi¬ 
mum bending stress? What is the stress 1 in. below the top surface? 

313. What stress will result if the beam in Problem 312 is laid flat ’’ (3-in. 
dimension vertical)? 



Fig. 176 Fig. 176 Fig. 177 


314. Compute the necessary dimensions for a wooden beam of square cross- 
section to carry a maximum bending moment of 86,000 lb-in., the allowable stress 
being 1,4(X) lb. per sq. in. What would be a suitable commercial-size beam? 

Ans. h = 7.17 in. 

316. Compute the size required for a steel beam of square cross-section to cany 
the same bending moment as in Problem 314, the allowable stress being 18,(XX) lb. 
per sq. in. 

316. Solve Problem 314, making the depth of the beam twice the width. 

317. A load W is to be carried by a piece of 2|-in. standard steel pipe {AB, 
Fig. 175) supported by hangers at the ends. Calculate the allowable value of W 
if the allowable stress is 12,000 lb. per sq. in. 

318. A welded beam 16 ft. long is made of a 6-by-i-in. web plate and two 4- 

by-l-in. flange plates. The cross-section is shown in Fig. 176. The end supports 
are 16 ft. center to center. What load, uniformly distributed over 15 ft., can the 
beam carry if the allowable bending stress is 18,(XX) lb. per sq. in.? N^lect the 
weight of the beam. Ans. W »= 21,510 lb. 

319. Calculate the maximum bending stress caused by the loads shown in Fig. 
177 if (o) the beam is a wooden beam 9| in. square; (5) the beam is 6.6 in. wide 
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and 11.5 in. deep. What percentage of the weight of the first beam is the weight 
of the second beam? 

390. The short cantilever beam made of cast iron shown in Fig. 178 occurs in 
a large machine. Calculate the maximum tensile stress and the maximum com¬ 
pressive stress in section A-B if the load P is 8,000 lb. 

821. The beam shown in Fig. 179 is a 10-in., 25.4-lb. American standard steel 

I-beam. The load P is 6,000 lb. Calculate the maximum bending stress. (See 
table in Appendix C for value of I/c.) Ans, S - 19,030 lb. per sq. in. 

822. The load P in Fig. 179 is 8,000 lb. These loads are to be carried by one 
or more wooden beams 13.5 in. deep. What width is necessary if the allowable 
stress is 1,600 lb. per sq. in.? 




20,000 lb. 




- 20 - 


Fig. 179 



Fig. 180 


823. A beam made of sheet aluminum alloy has the cross-section shown in 
Fig. 180. What is the allowable bending moment if the aUowable stress is 25,000 
lb. per sq. in.? (See Appendix B for methods for calculating moment of inertia 
of cross-sections of sheet-metal beams.) 

824. The cross-section of a simple beam is a triangle. The base is 6 in. and 

the altitude 6 in. The beam rests on supports at the ends with the apex up. The 
muirimiiTn bending moment is 72,000 lb-in. What is the maximum compressive 
'stress? Tensile stress? Ans, Sc = 8,000 lb. per sq. in. 

826. A T-shaped steel beam 6 in. deep is subjected to bending. Measurements 
of deformations are made with two extensometers. In a gage length of 8 in. the 
top fibers shorten 0.0032 in., and the fibers | in. above the bottom lengthen 0.0039 
in. (a) Calculate the distance from the top of the beam to the neutral axis. (6) 
Calculate the stresses at the top and bottom of the' beam. 

83. The Flexure Formula: Assumptions and Limitations. In deriv¬ 
ing the flexure formula, S = Mc/Iy it was assumed that the unit stresses 
were proportional to the unit deformations. Because of this assump¬ 
tion the flexure formula applies without error only to materials which 
obey Hooke’s law, and only so long as the maximum stress is within 
the proportional limit of the material, as has already been pointed out.^ 

There are also other restrictions upon the use of the flexure formula, 
the reasons for which and the limits of which are less obvious. The 
most important.of these restrictions are mentioned below. 

^ Without serious mor the formula can be, and commonly is, applied to beams 
of cast iron and other materials which do not follow Hooke’s law exactly. 
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The common flexure formula will not give exact values of the bendii^ 
stresses unless the beam and the loading conform to the following 
conditions: 

(a) The beam is straight before loading. Curved beams are con¬ 
sidered in Chapter XIX. 

(b) The cross-section of the beam has an axis of symmetiy, and the 
resultant of each load lies in the plane containing the axes of symmetry 
of all cross-sections and is perpendicular to the geometrical axis of the 
beam. Beams not conforming to these conditions are discussed in 
Chapters XII and XIX. 

(c) The beam has sufficient lateral or transven^ width relative to 
its length to prevent buckling,” or is supported transversely so that 
it does not buckle. No part of the beam is so thin that local wrinkling 
or buckling occurs as the result of the forces developed. Beams not 
conforming to these conditions are discussed in Chapter XIX. 

(d) The longitudinal or “ fiber ” strains are not affected by the 
shearing strains which are also present. They will not be affected by 
sbftfl.ring strains in any length of the beam where the shear is constant. 
They may be materially affected in a length of beam where the shear is 
rapidly changing.^ This situation exists in short beams subjected to 
heavy distributed loads, and under certain other conditions. 

(e) The loads are static or gradually applied. Stresses resulting 
from loads not gradually applied are discussed in Chapter XVT. 

(/) The material of which the beam is made has the same modulus 
of elasticity in tension and compression. Exceptions to this condition 
are discussed in Chapter XIX. 

The majority of beams are straight, have cross-sections with an axis 
of symmetry, and have the loads applied substantially in the plane 
of these axes; most beams have loadhigs or dimensions such that shear 
strains do not greatly affect “ fiber ” strains and have cross-sections 
such that local buckling cannot occur. Moreover, most loadings are 
either static or can be converted into equivalent static loadings. 
Therefore the flexure formula applies quite satisfactorily to the deter¬ 
mination of bending stresses in most beams.' Bending stresses are 
usually the most important stresses in a beam, although imder some 
conditions shoftring stresses or normal stresses on other sections than 
cross-sections must be considered and may be more significant than 
LonHing stresses. Such stresses will be discussed in later chapters. 

84. Modulus of Rupture. If a beam is loaded until failure occurs 
and the bending moment M to which the beam was subjected 

• See Maurer and Withy, Strength of MoOeriala, Second Edition, John V^ley & 
Sons, page 146. 



132 


STRESSES IN BEAMS 


Chap. VIII 


is inserted in the formula S - Mc/I, the resulting value of 5 is called 
the “ modulus of rupture ” of the beam. It cannot be considered as 
the unit stress in the outermost fibers of the beam at the moment of 
failure, because the equation S = Mc/I holds true only when no unit 
fiber stress in the beam exceeds the proportional limit. When a beam 
is stressed to failure, the deformations of the fibers continue through¬ 
out the test to be proportional to their distance from the neutral axis 
(in the ordinmy beam the cross-sections of which are symmetrical with 
req)ect to the neutral axis). Since the proportional limit is exceeded 
in the outer fibers, however, Hooke’s law no longer holds true for them, 
and the stresses in the fibers of the beam are not proportional to their 
distances from the neutral axis. The modulus of rupture is greater 
than the stress in the outer fibers and bears no fixed relation to that 
stress. The more brittle the material, the more closely the modulus 
of rupture approaches the true stress. 

The modulus of rupture, as determined from beams of similar cross- 
section, is used in comparing the bending strength of different materials, 
such as different species of wood. It is also sometimes used to de¬ 
termine the probable breaking load on a beam, and the term is one 
which is fairly frequently encountered in engineering literature. The 
stress distribution that occurs in beams at cross-sections where stresses 
exceed the proportional limit is discussed in Chapter XIX.^ 

SHEARING STRESSES 

86 . Shearing Unit Stresses in Beams. Articles in Chapter VII dealt 
with the determination of the total shearing force on any cross-section 
of a loaded beam. The natural assumption might be that this shear¬ 
ing force is uniformly distributed over the cross-section, with a result¬ 
ing shearing unit stress at any point of the cross-section equal to V/A. 
This is not true, however, as will now be shown. The shearing unit 
stress is zero at those points on the cross-section where the bending 
stress is a maximum and increases to a maximum value which nearly 
always occurs at the neutral axis. For example, in a beam of rec¬ 
tangular cross-section the maximum shearing unit stress at the neutral 
axis is l| times the average stress V/A. 

Derivation of the fonnula for shearing unit stress on a cross-section 
of a beam involves use of the principle proved in Art. 34: that, if a 
shearing unit stress of any intensity exists on any plane through a i^int 
in a stressed bod^, there is also a shearing unit stress of equal int^isity 

* This topic CIA be considered at this point in the course, if desired. (See Art. 
229.) 
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at the sune point on a plane at right angles to the first. The intensity 
of the vertical shearing unit stress at any point in a beam is most easOy 
determined by finding the shearing unit stress on a horizontal plane 
through the point in question. Then, by the principle just stated, this 
horizontal shearing unit stress equals the desired vertical shearing unit , 
stress.® 

The existence of horizontal or longitudinal shear in beams is well 
demonstrated by the following illustration. If planks are piled up 
as shown in Fig. 181a, placed on supports at the ends, and loaded with 
weights between the supports, they will bend as shown in Fig. 1816. 
Consider the upper two planks. In each of these the top “ fibers ” 
are shortened and the bottom fibers lengthened. This deformation 
evidently results in a sliding of the top plank 
over the one beneath it, as is shown by the 
fact that the originally straight line represent¬ 
ing the ends of the planks has become broken. 

Now consider a beam (Fig 181c) made of a 
solid piece of wood with dimensions the same 
as the four planks together in Fig 181a. 

This beam will deflect under the load, though 
the deflection will be much less than that 
of the four separate planks. The sliding 
that occurred between the lower surface of 
the top plank and the upper surface of the next plank is prevented 
by longitudinal shearing stresses in the wooden beam. 

86. Formula for Shearing Stress in a Beam. Figure 182a represents 
part of a loaded beam. At A and B planes are passed, between which 
is a slice of the beam having a short length dx, exaggerated in the figure. 

Consider a part of this slice between the top surface of the beam and 
a parallel horizontal plane vi in. from the neutral axis. Figme 1826 is 
an end view of this block. On the face of this block, which lies in 
pln-Tift A, there is a set of forces (shown as compressive forces) which are 
the stresses exerted on the block by the part of the beam adjoining it. 
These compressive stresses increase in intensity as the distance from 
the neutral avi-g increases. On the face of the block which lies in plane 
B there is also a set of forces which vary in a like maimer with the 
distance from the neutral axis. 

If the bending moment Mb at plane B of the beam is greater than the 

•The horizontal shearing unit stress is practically always as important as the. 
vertical shearing unit stress, since the two are of equal intensity. And in wooden 
beams, which offer less resistance to shearing forces paralld to the grain, the hori¬ 
zontal (longitudinal) shear is much more important. 
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bending moment at the plane A, the forces on face B of the block 
will be greater than those on face A. Since this block is in equilibrium, 
the sum of the hoii^ntal forces acting on it equals zero. Conse¬ 
quently there must be a force acting on the block to the ri^d^t in addition 
to these compressive forces. This force is the shearing force on the 
under surface of the block and is equal to the horizontal shearing unit 
stress multiplied by the area of the lower surface of the block. It is 
this shearing unit stress that is to be determined. 



Figure 182c is a perspective view of this block. Consider a rec¬ 
tangular area dA parallel to the neutral axis in the face B of this 
block and having dimensions of b and dy. The compressive unit stress 


on this area 


MbV 
I ’ 


and the force on the area is 


MbV 


dA. The 


total force on the face B of the block then is 

The quantity / ydA is called the “ statical moment ” of the face of 

Jvi 

the block with respect to the neutral axis. (The calculation of the 
statical moment of an area will be discussed later.) let the statical 
moment be designated^ as Q. Then Fb = M^/I. 

In the same way the resultant force Fa. on the face A of the block 
is MaQ/I- The difference between the two forces therefore i^Fb — Fa 
= (Mb — Ma)Q/I> This value is equal to the force exerted by the 
shearing stress S, on the lower surface of the block. This equals 
SJbdx. Hence 

SMc^(Mb--Ma)^ or S, = 

^ The lepreeeiitAtioii of the integral I ydA by Q is analogous to the repfisenta- 

«/ri 


'£ 


tion of the mtegral I y^dA by L See Appendu; 3. 
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but Mb — Mji = dM, and it was shown in Art. 78 that 


dx 


V 


Therefore 


S. 


Z9. 

Ib 


in which S, = the horizontal (and vertical) shearing unit stress at a 
given point of a given cross-eectwn of the beam. 

V = the total shear at the cross-section (may be obtained 
from a shear diagram for a given loading). 

Q = the statical moment of the part of the cross-section 
between the point where the shearing stress is wanted 
and the top (or bottom) of the cross-section. 

I = the moment of inertia of the whole cross-section with 
respect to the neutral axis (same / as in Mc/I). 
h = the width of the cross-section at the point where S, is 
being computed. 

87. Application of the Formula for Shearing Stress. In the formula 
St = VQ/Ih, all the terms are familiar through previous use in this 


book with the exception of Q, which represents 



In the com¬ 


putation of the statical moment Q for beams of ordinary cross-section, 
the indicated integration need not be performed. If the area for 
which Q is wanted is a rectangle or triangle, Q equals the area times 
the distance from the neutral axis to the centroid of the area. If the 
area for which Q is wanted is a more complicated shape, it is divided 
into rectangles or triangles and Q equals the sum of the statical mo¬ 
ments of the.se rectangles and triangles. For example, let it be required 
to find the shearing unit streas at a point 2 in. from the top surface of a 
beam 12 in. by 12 in. in cross-section. The quantity Q would be the 
area 12 in. by 2 in., times 5 in., the distance from the neutral axis of 
the beam to the centroid of the area above the point where the stress 
is being found. 


Example. Find the shearing unit stress at the neutral axis of a beam having the 
cross-section shown in Fig. 183, if the total shear at the cross-section is 2,000 lb. 


6 X 12» 
12 


4 X 
12 


693in.« 


SohUion; 


V = 2,000 lb. 

0 = 6X2X6-|-4X2X2»=76in.* 
h = 2 in. 
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Therefore 



Fia. 183 Fio. 184 


The five diagrams shown in Fig. 184 represent the cross-sections of 
beams. Suppose that the imit shearing stress is to be determined at a 
distance vi from the neutral axis in each case. The quantity Q is the 
statical moment of the shaded area. For the first and fourth beams, Q 
is found by multiplying the shaded area by the distance from its 
centroid to the neutral axis of the cross-section. For the other beams 
the shaded area should be divided into rectangles or triangles. The 
statical moment is then the sum of the products of each partial area 
times the distance from its centroid to the neutral axis. 

In Fig. 184, for each section shown, b is the length of the boundary 
line between the shaded and unshaded parts of the cross-section, and / 
is the moment of inertia of the entire cross-section with respect to the 
neutral axis shown. 

When the rectangular cross-section shown in Fig. 184 is considered, it 
is evident that, whatever the value of vt, there will be no change in any 
quantity of the expression VQ/Ib except Q, which will increase as vt 
decreases. Q will have a maximum value when vi = 0, or the max¬ 
imum shearing stress in the rectangular beaih occurs at the neutral axis 
of the beam. The same line of reasoning shows that the maximum 
shearing stress will occur at the neutral axis in all beams except those in 
which the width b is greater at the neutral axis than at some other 
part of the cross-section. In such beams the maximum shearing stress 
may occur not at the neutral axis, but at some point where the width 
is less. For instance, in a beam of triangular cross-section the max¬ 
imum shearing stress occurs at a distance of one-half the altitude from 
the base. 

PROBLEMS 

886. A wooden beam is 8 in. wide and 12 in. deep. At a croes-eeotion where the 
total shear is 8,000 lb. calculate the shearing unit ftress at 1 in. intervals from top 
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to bottom of the cross-section. Plot these unit stresses ajs abscissas showing the 
distribution of the shearing stress. 

Ana. 8a - 38.2 lb. per sq. in., 1 in. from top. 

827. A wooden beam has a triangular cross-section, 6-in. base, and 6-in. height. 
(The apex is turned up.) The total shear on a cross-section is 1,440 lb. Solve for 
shearing unit stresses, and plot them as directed in Problem 326. 

828. Prove that for a solid rectangular cross-section the maximum shearing unit 
stress is 1.5 times the average shearing stress. (This is a convenient relation which 
simplihes the computation of maximum shearing stress in solid rectangular beams.) 

829. Figure 185 shows the cross-section of a beam made of three planks securely 
fastened together. Calculate the total vertical shear which will cause a maximum 
shearing unit stress of 110 lb. per sq. in. Calculate shearing unit stresses at inter¬ 
vals of 1 in. from top to bottom, and plot as directed in Problem 326. 
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830. The maximum bending moment in a certain beam is 4,600 Ib-ft. and the 
maximum shear is 2,640 lb. Determine the minimum dimensions of a square 
wooden beam if allowable stresses are: 1,600 lb. per sq. in. in bending; 110 lb. per 
sq. in. in shearing. Ana. h = 6.0 in. 

881. Five hundred glued, laminated wooden beams were used in constructing 
a naval store house in Seattle. Some were 19 in. wide, 41 in. deep, and 30 ft. long, 
and others were 19 in. wide, 43 in. deep, and 40 ft. long. The beams were made 
of Douglas hr planks 2 in. thick ^glued with casein glue. (See Enffineering Newa~ 
Record, June 3, 1943, p. 114.) During tests made on some of the 30-ft. beams, 
each beam carried a total load of 251,200 lb. uniformly distributed, which was 38 
per cent more than the design load. The deflection at the midpoint was i in. 
(a) Calculate the maximum bending stress. (5) Calculate the maximum shearing 
stress in a glued joint. Assume 29 ft. as distance center to center of bearings. 

832. A beam made of sheet steel has the cross-section shown in Fig. 186. Cal¬ 
culate the allowable bending moment if the allowable bending stress is 16,000 lb. 
per sq. in. (See Appendix B for method of calculating I.) 

Ana. M » 2,130 Ib-ft. 

888 . Calculate the allowable shear for the beam shown in Fig. 186, if the allow¬ 
able shearing stress is 10,000 lb. per sq. in. (See Appendix B.) 

884. Find the maximum flber stress in the beam of Fig. 155 if it is a piece of 
3 ^-in standard pipe. Ana. 8 » 6,010 lb. per sq. in. 
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385 . Four planks 2 in. by 10 in. (actual dimensions) are spiked together to make 
a box beam the cross-section of which is a rectangle with outside dimensions 10 in. 
by 14 in. (14 in. vertical). Calculate the maximum allowable bending moment 
and maximum allowable shear. Allowable stresses are: bending, 1,600 lb. per sq. 
in.; shearing, 110 lb. per sq. in. 

336 . When a dock was being constructed, 4-in.-by-12-in. (nominal size) wooden 
sheet piling 26 ft. long was used. The resident engineer was asked whether one of 
these planks could be used as a temporary footwalk to enable workmen to reach an 
isolat^ part of the work. The span would be 22 ft. The wood appeared to be 
fir or hemlock free from defects of any sort. Would you permit its use (laid flat)? 
If so, would you restrict its use to one man at a time? 

337 . A steel reinforcing bar is 1 in. square and is 28 ft. long. It weighs 3.4 lb. 
per ft. If it is picked up at the midpoint of its length, it may be considered to be 
two cantilever beams, each 14 ft. long. What is the maximum bending stress in 
the bar when it is so held? 

338 . Two men are to carry a square steel reinforcing bar 1J- in, on a side (weight 

is 4.31 lb. per ft.) and 36 ft. long, (a) If they pick it up at the ends, what will be 
the maximum bending stress in the bar? (6) If it is assumed that each man takes 
hold of the bar at the same distance from the end, between what points can this 
be done in order that the bending stress in the bar may not exceed 20,000 lb. per 
sq. in.? Ana, (a) S = 35,400 lb. per sq. in. 

339 . A floor and the ceiling below it together have a weight of 16 lb. per sq. ft., 
and the floor is to be designed to carry a live load of 75 lb. per sq. ft. The span of 
the 2-'in.-by-10-in. (nominal size) joists supporting the floor is 15 ft. and the joists 
are spaced 16 in. on centers. Calculate the maximum bending and shearing 
stresses. 

340 . A &-in., 12.5-lb. American standard beam rests on supports 12 ft. center to 

center and carries a load of 3,000 lb. 4 ft. from one end. Calculate the maximum 
bending stress (a) if the weight of the beam is neglected; (b) if the weight of the 
beam is considered. Ana. (a) S — 13,140 lb. per sq. in. 

341 * What is the longest 1-in .-square bar of steel that can be supported at its 
midpoint without being stressed above 24,000 lb. per sq. in. 

342 . A beam of T-shaped cross-section is made of a 2-in.-by-6-m. plank with the 
6-in. dimension horizontal, adequately spiked to the top edge of another 2-in.-by- 
6-in. plank (6-in dimension vertical). Calculate the allowable total shear and 
the allowable bending moment. Allowable stresses are: bending, 2,000 lb. per sq. 
in.; shearing, 100 lb. per sq. in. 



CHAPTER IX 


DESIGN OF BEAMS 

88. Design of Beams. In Chapters VII and VIII the kinds of 
beams and loads were enumerated, the shears and bending moments 
caused by the loads were discussed, and the flexure formula and the 
shearing stress formula were derived. In this chapter all these princi¬ 
ples and relationships will be applied to the design of beams. 

Beams resist both bending stresses and shearing stresses. In the 
very large majority of cases, the bending stress is the stress that limits 
the allowable load on the beam. That is, when the load is such as to 
stress the beam to the full value of the allowable bending stress, it will 
usually be found that the allowable shearing stress has not been de¬ 
veloped. For this reason, in designing a beam to carry given loads on a 
given span, it is customary to select a beam which will support the re¬ 
quired loads with safe bending stresses. If it then appears possible 
that the shearing stresses in the selected beam may be excessive, they 
are investigated. If it is found that they are excessive, a new beam 
is selected which combines the requisite shearing strength with the 
requisite bending strength. 

This article will be limited to the design of beams from the stand¬ 
point of bending stresses. 

In designing a beam, the following steps are usually necessary:^ 

(a) Preparation of a sketch giving locations of loads and reactions 
and amounts of loads. 

(b) Calculation of reactions. (This step is not necessary for a 
cantilever beam.) 

(c) Drawing of a shear diagram. (For simple problems this may 
not be necessary.) 

(d) Calculation of bending moments at cross-sections where shear 
changes sign or is equal to zero. 

(e) Calculation of required section modulus, I/c, from 7/c == M/S. 
(The greatest numerical value of M should be tised, regardless of sign.) 

(/) Selection of a beam the section modulus of which is slightly 

* For the simplest cases, for example, a beam with a single concentrated load at 
the midpoint, the maximum bending moment may be computed in terms of the 
load and length, and the necessary section modulus found without other steps. 
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larger i-han that computed as necessary to carry the required load. 
(This excess is to provide for the additional moment caused by the 
weight of the beam itself.) 

(g) Calcxilation of the moment caused by the weight of the beam 
itself at the poird where the bending moment caused by the given loads is 
a maximum. 

(Jh) Addition of this moment to the moment previously computed 
for the given loads, and calculation of the I/c required for the total 
bending moment.^ This figure should not be more than the actual 
value of I/c for the beam which was selected. If it is more, it will be 
necessary to select a larger beam and repeat steps (g) and (A). 

89. Effect of Weight of Beam. Sometimes the w:eight of the beam 
is so small compared with the given loads that it may be entirely 
neglected. UntU experience and good judgment have been acquired, 
however, it is safer to go through steps (g) and (h). 

In general it is true that, for a beam of a given cross-section loaded 
so as to cause a given unit stress, the longer the span the greater is the 
proportion of the total load which is due to the weight of the beam. 
As an example take a 12-in., 53-lb. wide-flange beam with a uniformly 
distributed load such as to cause a stress of 18,000 lb. per sq. in. For 
a span of 9 ft. this load is 94,300 lb. The beam weighs 477 lb., which is 
about ^ of 1 per cent of the total load. If the span is 18 ft., the total 
load can be 46,100 lb. This beam weighs 954 lb., which is about 2 per 
cent of the total load. If the span is 27 ft., the load can be 31,400 lb. 
This beam weighs 1,431 lb., which is 4^ per cent of the total load. 

If the weight of the beam does not add more than 2 or 3 per cent to 
the stresses, it can generally be neglected. For example, in selecting 
a steel beam to carry 90,000 lb. (distributed) on a span of 9 ft., the 
weight of the beam is negligible; but in selecting a beam to carry 30,000 
lb. (distributed) on a span of 27 ft., the weight of the beam adds more 
than 4 per cent to the required section modulus, and this is not neg¬ 
ligible. 

90. Design of Beams for Bending. When the maximiun bending 
moment has been foimd, and with the allowable stress specified or 
chosen, the necessary section modulus, I/c, is computed. I/c is a 
function of the dimensions of the cross-section of the beam and is 
independent of the material. For structural steel “ shapes,” such as 

* The maximum bending moment with the weight of the beam included may not 
occur at exactly the section at which the maximum bending moment neglecting the 
waght of the beam occurs. In some cases when the weight of the beam is large 
compared with the loads upon it, the true maximum bending moment should be 
computed after the weight of the beam is known. 
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beams, channels, and angles, values of 7/c are given in the steelmakers’ 
handbooks, in the tables usually designated “ Elements of Sections.” 
(See Tables II to VI.) 

It sometimes happens that more than one size of steel beam has a 
suitable value of J/c. The lightest of these should be used unless there 
is some reason-for using a heavier one. 

For shapes not found in tables, such as beams of rectangular cross- 
section, it is necessary to compute //c. It should be kept in mind that 
/ is the moment of inertia of the cross-section with respect to the 
neutral axis (through the centroid of the cross-section). If the neutral 
axis is not midway between the top and bottom surfaces of the beam, 
there are two values of //c corresponding to the stresses at the two 
“ extreme fibers.” 

Wooden beams are generally rectangular in cross-section. For a 

rectangle I is h}^/\2 and c is h/2. Hence - = 

c 


h/2 


hh^ 

6 


This 


simplified expression for I/c is convenient to use in solving for the 
dimensioas of beams with solid rectangular cross-sections. 


Example 1 . A beam is to rest on two supports 12 ft. center to center and is 
required to carry a uniformly distributed load of 1,000 lb. per ft. and a concen¬ 
trated load of 1,500 Ib. 4 ft. from the left support. Select a satisfactory southern 
pine beam, using 1,600 lb. per sq. in. as the allowable bending stress and 125 lb. 
per sq. in. as the allowable shearing stress. 

Solution: The reactions are computed, and the shear and bending-moment 
diagrams are drawn and are shown in Fig. 187. This procedure covers steps (a) 
to (d) inclusive as outlined in Art. 88. 

Step (e). Calculation of required section modulus: 


I _ 21,125 X 12 
c " iS ” 1,600 


158.5 in.» 


For a rectangular cross-section //c = 6^*/6. Hence 


hh^ 

— = 158.5 
6 

hh^ = 951 in.® 


Obviously there are numberless values of h and h which would make bh!^ = 951. It 
is economical to make the depth greater than the width, and a cross-section with a 
depth of about twice the width might be assumed. In that case hh^ =‘ h? {2. 

Hence - 1|^2 and h » 12.4 in. 

Nominal sizes® of large timbers are multiples of 2 in., and the next deeper beam 
will have a nominal depth of 14 in. The actual depth of such a timber is 13.5 in. 

® Actual sizes of lumber corresponding to nominal sizes are given in Table X. 
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The necessary width can be calculated from 5^^ = d51, 


b 


951 

13.62 


5.22 in. 


A beam nominally 6 in. wide has an actual width of 5.5 in. Hence a beam with 
nominal dimensions of 6 in. by 14 in. is large enough to resist bending stresses sat¬ 
isfactorily. 

The weight of the beam should be considered. There are 7 board ft. per linear 
foot in a 6-in.-by-14-in. beam. The weight of the beam (at 4 lb. per board ft.) is 
28 lb. per ft., which is provided for by the slight excess width of the beam. (The 
suitability of this beam from the standpoint of shear will be discussed in Art. 92.) 



Example 2 . A steel beam is required to rest on supports 24 ft. center to center 
and to carry a distributed load of 4,000 lb. per ft. extending over 14 ft. at one end 
and a concentrated load of 30,000 lb. 8 ft. from the other end. Select a suitable 
beam so that the bending stress does not exceed 18,000 lb. per sq. in. 

SolvMon: The sketch showing dimensions and loading is drawn in Fig. 188. 
Below are the shear and bending-moment diagrams. The maximum bending 
moment occurs 12.43 ft. from the left end and is 309,000 Ib-ft. 

The required section modulus is I/c - (309,000 X 12)/18,000 = 206 in.® Turn¬ 
ing to the tables, it will be noticed that the 18-in. WF 114-lb. beam has a section mod¬ 
ulus of 220.1 in.®, which is ample. But the 21-in. WF 103-lb. beam and the 24-in. 
WF 94-lb. beams also have adequate section moduli and would therefore be better 
beams to use in the absence of any condition making a shallow beam desirable. 
The table contains no beam lighter than the 24-in. WF 94-lb. with a sufficient sec¬ 
tion modulus. 

PROBLEMS 

861 . It is desired to support the loads shown in Fig. 189 with a piece of steel 

pipe. What size of standard steel pipe is necessary if the allowable stress is 18,000 
lb. per sq. in.7 Ans. 2 in. pipe. 

862 . In Fig. 190 P = 10,000 lb., u; = 100, L = 24 ft., a * 8 ft., 8 « 18,000 
lb. per sq. in. Select the lightest wide-fiange beam. (Neglect weight of beam.) 
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853. In Fig. 190 P - 2,500 lb., w; = 80, L = 12 ft., a = 6 ft., /S = 18,000 lb. 
per sq. in. Select the lightest American standard beam. (Neglect weight of 
beam.) Ana. 6 in., 12.5 lb. I beam. 

354. In Fig. 190 P = 20,000 lb., w; = 200, L = 20 ft., a = 8 ft., S = 20,000 lb. 
per sq. in. Select the lightest wide-flange beam. (Neglect weight of beam.) 

355. A wooden beam is to rest on supports 16.0 ft. center to center and to carry 
a load of 1,200 lb., 6 ft. from the left end and 1,600 lb. 7 ft. from the right end. 
Select a suitable Douglas fip (dense, select grade) beam, assuming continuously 
dry conditions. Make depth about three times the width. 

356. A steel beam is to rest on supports 20 ft. center to center and to support a 
uniform load of 1,000 lb. per ft. and three loads of 8,000 lb., one at the midpoint and 
one at each quarter-point. Select the lightest steel beam to carry these loads 
if the allowable stress is 18,000 lb. per sq. in. Ana. 24-in. WF 74-lb. beam. 

357. What percentage of the allowable bending moment for a beam 8 in. wide 
and 10 in. deep is the allowable bending moment for a commercial 8-in.-by-10-in. 
beam? What percentage is the allowable shear? 


1501b., 2001b. 

■h- 3'-4 2'j.—5'-> 


^ j |P 


w lb. per ft. 

Tf -lo'-► 


^ i\ 

< - L -► 


Fig. 189 Fig. 190 


91. Design of Beams with Unsymmetrical Cross-Sections. For 

various reasons it is sometimes desirable or necessary to use a beam 
having a cross-section not symmetrical with respect to the neutral axis. 
Cast-iron beams, for instance, are often designed with the tension side 
wider than the compression side in order to reduce the tensile stress, 
since cast iron is weak in tension. The design consists in assuming a 
cross-section which seems suitable and then investigating this cross- 
section to determine whether it is large enough but not excessive. 


Example. A cast-iron beam is required in the frame of a machine, the loads and 
lengths being such that the maximum bending moment is +130,000 lb-in. and the 
maximum shear is 30,000 lb. Allowable stresses are tension, 3,000 lb. per sq. in.; 
compression, 12,000 lb. per sq. in.; shearing, 3,000 lb. per sq. in. 

Solution: Assume the section shown in Fig. 191, and investigate it. The first 
steps are to calculate y and /o. The neutral axis is found to be 5 in. from the top. 
7 with respect to this axis is 136 in.^ Since the neutral f»xis is not midway between 
the top and bottom of the beam there are different values for c corresponding to the 
extreme fibers in tension and compression. Allowable bending moment as limited 
by compressive stress is 


JIf = — = 


SI 12,000 X 136 


5 


326,000 lb-in. 


As limited by tensile stress, 

SI 3,000 X 136 
3 


JIf « — 


- 136,000 lb-in. 
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The formula for shearing stress S 


» VQlIb may be written 



The allowable shear is 


3,000 X 136 X 2 
5 X 2 X 2.5 


32,600 lb. 


A beam of this cross-section will therefore carry the given loads with stresses below 
the allowable stresses. 

It might be possible to save some material without exceeding the allowable 
stresses by slightly narrowing the web of the beam. 


PROBLEMS 

BUS* The maximum cross-section of a certain cast-iron beam has the dimensions 
shown in Fig. 192. Calculate the allowable bending moment if allowable stresses 
are: tension, 3,000 lb. per sq. in.; compression, 15,000 lb. per sq. in. 

Arts. M = 459,000 lb-in. 



Fig. 192 




Fig. 193 


860> A beam is built up of a 12-in., 45.0-lb. American standard I-beam and a 
10-in., 25.0-Ib. channel (Fig. 193). Calculate the allowable bending moment if 
the allowable atress is 20,000 lb. per sq. in. Compare with the allowable bending 
moment for the I-beam alone. 

92. Investigation for Shearing Stress. In the beam that was se¬ 
lected in Example 1, Art. 90, the maximum shearing unit stress result¬ 
ing from the given loads is found, from the equation S, = VQ/Ib, to 
be 141 lb. per sq. in. The specified allowable stress, however, is only 
126 lb. per sq. in. Therefore the selected -beam, though satisfactory 
from the standpoint of bending stress, is not satisfactory from the 
standpoint of shear, and a beam of larger section must be used. 

For a rectangular section the value of Q/Ib is 1.5/A, where A is the 
area of the cross-section. The maximum shearii^ stress in a beam of 
rectangular section therefore is /S« = 1.5V/A. This shows that, as 
far as shc^uing unit stress is concerned, the shape of the rectan^ is of 
no importance. The necessary strength can be obtained by increasing 
either the depth or the width of the section. The area of the cross- 
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section must be made equal to 1.5V/S„ which in this case is 10,500/125 
or 84 sq. in. If the nominal 14-in. depth is retained, a width of84/13.5 
or 6.22 in. is necessary. To secure this width, a nominal S-in. dimen¬ 
sion must be used. This results in a one-third increase in nominal 
cross-section over what was required for bending. If the nominal 6-in. 
width is retained, the depth must be at least 84/5.5 or 15.3 in. This 
requires a nominal 16-in. depth. It will evidently be more economical 
to increase the depth than to increase the width, and a 6-by-16 timber 
would be used, unless it were desirable to conserve headroom through 
the use of the shallower beam. 

93. Shearing Stresses in Steel Beams. For steel I- and wide-flange 
beams it is standard practice to use a slightly approximate method in 
connection with shearing imit stresses. Specifications ordinarily pro¬ 
vide that the total shear, V, on any cross-section must not exceed the 
area of the web of the beam (which is considered to extend through 
the flanges) multiplied by a constant which is somewhat analogous 
to an average shearing unit stress 
acting on the weh only. The New 
York Building Code (1945), for 
example, specifies that the maxi¬ 
mum shear on a steel beam must 
not exceed 12,000 times the web 
area. 

For the 24-in. WF 94-lb. beam 
of Example 2, Art. 90, this specifi¬ 
cation would permit a maximum 
shear of F = 24.29 X 0.516 X 
12,000 = 150,000 lb. Since the 
maximum shear caused by the 
load in that example is only 49,700 lb., it is evident that the beam 
selected in accordance with the requirements of bending stress will 
be entirely satisfactory from the standpoint of shear also. 

This method of dealing with shears is purely empirical. Its justi¬ 
fication rests on the fact that the shearing unit stress in the web of a 
steel beam is much more nearly uniform than in a beam of rectangular 
cross-section. Figure 194 illustrates this fact for the 21-m., 112-lb. 
wide-flange section. The shearing stress is very small at any point 
between A and B. At B, however, because of the sudden decream in 
width, there is a large increase in unit stress. For successive points 
between B and C the value of Q increases very slowly, so that the 
stress at C is not materially greater than that at B. The New York 
Building Code allows a maximum shearing force of 133,000 lb. on this 



Fig. 194. Variation of shearing stress 
in wide-flange beam. 
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beam, obtained by multipl 3 ring the web area by 12,000. With this 
shear on the beam the maximum shearing unit stress, as given by 
Sg = VQ/Ib, is 13,200 Ib. per sq. in., which is a reasonable value. 
The empirical procedure gives satisfactory results. 

94. Shearing Stresses Are Important. The bending moment 
in a beam is usually a function jointly of the length of the beam and the 
loads on it. The shear V, however, depends only on the loads, and is 
independent of the length. It is obvious that, from the standpoint of 
bending stresses, as the length of the beam decreases, the amoimt of 
load can increase correspondingly without causing any increase in 
bending moment and therefore in bending unit stress. As the load 
increases, however, the maximum shear V increases proportionately. 
In a long beam, therefore, bending stresses are likely to be more serious; 
but in a short beam, shearing stresses may be more serious than bending 
stresses. 

As a numerical example, consider two wooden beams each 6 in. by 
10 in. in cross-section and with lengths of 15 ft. and 6 ft., respectively. 
Let the allowable bending stress be 1,600 lb. per sq. in., and the allow¬ 
able shearing stress be 90 lb. per sq. in. Then the uniformly distributed 
load which each of the beams can carry without exceeding the shearing 
stress will be ^<S,A, or 7,200 lb. 

The flexure formula shows that a maximum bending stress of 1,600 
lb. per sq. in. in the longer beam would be caused by a load of 7,100 lb. 
Therefore a load which would develop the allowable bending stress in 
the beam would be permissible from the standpoint of shear. On the 
other hand, the uniformly distributed load which would produce the 
allowable bending stress of 1,600 lb. per sq. in. in the short beam is 
21,300 lb. But this load would cause a shearing unit stress of 266 lb. 
per sq. in., which is almost three times what is permissible. Shearing 
stress is important in short beams carrying heaAfy, uniformly distributed 
loads. It is also important in beams of any length that carry heavy 
concentrated loads near the supports, since the effect of such loads is 
to cause shearing stresses disproportionately large in comparison with 
the bending stresses produced. 

Obviously, also, shear is more likely to be of importance in wooden 
than in steel beams because of the low strength which wood possesses 
for resisting sheaiin^ stresses parallel to the grain. 

PROBLEMS 

860. Using the cross^ection and unit stresses specified in the example of Art. 
94, find the mmimiun length of beam in which the allowable uniformly distributed 
load is. determined by bending stress. Am. L — 14.8 ft. 
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861. In Fig. 195 what is the greatest allowable load P7 The members are 
Douglas fir. Allowable stresses are: shearing, 120 lb. per sq. in.; bending, 1,800 
lb. per sq. in.; bearing on side of grain, 380 lb. per sq. in. Neglect weight of the 
beam. 



Fro. 195 Fro. 196 


362. The beam shown in Fig. 196 is a 5-in., 10-lb. I-beam. Find safe loads P: 
(a) as limited by bending stress of 18,000 lb. per sq. in.; (b) as limited by allow¬ 
able average shear on web of 12,000 lb. per sq. in. Ans. (b) P = 12,600 lb. 

363. Solve Problem 361 if load P is 4 ft. 4 in. from the left end and 2 ft. 8 in. 
from the right end. 

364. Solve Problem 362 for an 8-in. WF 17-lb. beam. 

96. ‘‘ Buckling ” of Beam Flanges and Webs. The factors that 
have so far been considered in the design of a beam are the maximum 
flexmal stress and the maximum vertical and horizontal shearing 
stresses caused by the load. Two other conditions may limit the 
allowable load. The first is the possibility of lateral deflection or 
“ buckling ” of the compression flange. The second is the possibility 
of buckling of the web of the beam under a heavy concentrated load 
(or reaction). 

Tensile stress in the flange of a beam tends to straighten the flange; 
compressive stress, however, tends to cause the flange to “ bow ” out 
of line. When conditions are such that this sidewise deflection can 
occur, the beam may fail under a load much less than that which the 
beam could carry in the absence of any lateral deflection of the com¬ 
pression flange. Most beams with cross-sections of such form as to 
make this lateral deflection a possibility are used in ways that restrain 
the compression flange against sidewise motion. When this is not the 
case, however, proper allowance for lateral deflection is an essential part 
of the beam design. 

In the use of beams with deep and thin webs, danger exists that 
where large concentrated loads (or reactions) are applied, the web may 
buckle under the load, this part of the web acting like an overloaded 
column. 

Methods of dealii^ with the possibility of buckling of either the web 
or the flange are discussed in Chapter XIX. They can be understood 
better after columns have been studied. 
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Consideration of the way in which a load is applied to a beam is not 
essentially a part of the design of the heam. It may well be noted at 
this point, however, that all concentrated loads and reactions should 
be ai^lied to beams in ways that will not cause excessive local com¬ 
pressive or bearing stresses. For steel beams with loads applied 
throu^ riveted connections, this topic was discussed in Chapter V. 
With wooden beams, which are much weaker in resisting compression 
perpendicular to the grain than compression parallel to the grain, 
the area over winch a concentrated load is applied must often be in¬ 
creased by use of a bearing plate. The necessary area of this plate 
is determined by the relationship A = P/Se, where P is the load and 
Se is the allowable compressive unit stress perpendicular to the grain. 
The minimxun length of bearing that a beam must have on the support 
on which it rests is also sometimes determined by the sidewise com¬ 
pressive stress. 

96. Economical Sections of Beams. Where the necessary size of 
a beam is determined by bending stresses, depth is of special importance, 
since I/c increases much more rapidly with incre&se in the depth of a 
cross-section than with increase in its width. This fact was illustrated 
by ^cample 2, Art. 90, which showed that an 18-in. WF 114-lb. beam, 
a 21-in. WF 103-lb. beam, and a 24-in. WF 94-lb. beam ah have section 
moduli of about the same amount. If there is no limitation on the 
depth of beam that may be used, the deeper sections will be more 
economical where bending stresses are the important stresses. 

When shearing stresses, rather than bending stresses, determine the 
size of a beam, the total web area is the only consideration, and a heavy 
shallow web usually has some advantages over a deep, thin web, which 
may “ buckle.” 

In a beam made of a material such as steel, which is equally strong 
in tension and in compression, it is logical to make the cross-section 
[symmetrical with respect to the neutral axis. Steel beams usually have 
cross-sections of this sort. On the other hand, with a material such 
as cast iron, which is much stronger in compression than in tension, 
economy is gained by making the compression flange smaller than the 
tension flange (Fig. 197). 

It is obvious that, if bending stresses determine the necessary cross- 
section of a beam, any beam which has the same cross-section through¬ 
out its length will have an excess of strength at sections other than the 
dangerous section. In certain beams, such as rolled-steel beams, to 
vary the cross-section of the beam would cost more than any resulting 
economy of material would warrant. There are situations, however, 
in which it is practicable to vary the cross-section of the beam ap- 
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proximately in accordance with variation in the bending moment 
(Fig. 197). If this could be done perfectly, a beam of uniform flexural 
strength throughout its length would result. Beams of uniform 
strength are considered briefly in Chapter XVI. 




Section D-D 


Fig. 197. Cast beam and built-up beam (plate girder) of variable cross-section. 


GENERAL PROBLEMS 

365. Select an I-beam to carry a load of 4,000 lb. per ft. distributed over a 
span of 20 ft. with a maximum bending stress of 18,000 lb. per sq. in. 

366. Three planks the dimensions of which are 2 in. by 8 in. are spiked together 

to form a beam of the type shown in Fig. 185. The span is 6 ft. center to center 
of supports. What uniformly distributed load will cause a maximum shearing 
stress of 120 lb. per sq. in.? Ans. Total load = 4,480 lb. 

367. A southern pine beam 11J in. deep and 7| in. wide rests on supports 16 ft. 
apart. What concentrated load at the midpoint will bring the stress up to 1,300 lb. 
per sq. in.? What percentage of this stress is caused by the weight of the beam 
itself? What is the maximum longitudinal shearing stress? 

Ans. Sa = 40.9 lb. per sq. in. 

368. Solve Problem 367 if the beam is ll| in. wide and in. deep. 

369. Select the lightest steel beam to serve as a cantilever 20 ft. long with 5,000 
lb. at the end. {S = 18,000 lb. per sq. in.) 


^10,000 lb. 

10,000 lb. 

sa 

—10'— 


Fig. 198 



Fig. 199 


370. Select the lightest steel beam to carry the loads shown in Fig. 198. (S * 
18,000 lb. per sq. in.) 

371. An 8-in.-by-10-in. (actual size) beam carries the loads shown in Fig. 199. 
Allowable bending stress is 1,600 lb. per sq. in,, and allowable shearing stress is 
90 lb. per sq. in. Calculate the allowable value of P. 

Am. 2,370 lb. 

372. The wrench shown in Fig. 200 is to have the same factor of safety in bend¬ 
ing of the arms and torsion of the stem. If the ultimate strength in bending is 
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70,000 lb. per sq. in. and in shearing is 60,000 lb. per sq. in., what must be the diam« 
eter of the arms? 

878. A water tank is constructed as shown in Fig. 201. The vertical beams are 
in pairs as shown and are 3 ft. apart along the length of the tank. Draw shear and 
bending-moment diagrams, and select a suitable beam of select-grade cypress. 
Allowable stresses are: bending, 1,000 lb. per sq. in., shearing parallel to grain, 
120 lb. per sq. in. 




Fig. 200 


Fig. 201 


874. A steel I-beam having a span of 24 ft. carries a total load of 24,000 lb. 
This load varies uniformly from zero at the supports to a maximum at midspan. 
Select a suitable steel beam. The allowable stress is 18,000 lb. per sq. in. 

876. A beam is made of four spruce planks spiked together as shown in Fig. 202. 
It rests on 6-in.-by-6-in. short posts and carries two loads as shown. What are 
the maximum shearing and bending stresses when Pi — 2,400 lb. and P 2 = 2,000 
lb.? Ans. Sa = 82.7 lb. per sq. in. 



Fig. 202 


Fig. 203 


876. Draw the shear and bending-moment diagrams for the beam shown in 
Fig. 203, expressing values in terms of the applied loads W. If the beam is an 
18-in., 60-lb. American standard I-beam, in which the fiber stress is not to exceed 
18,000 lb. pet sq. in., what can the magnitude of the loads W be? Do not neglect 
the weight of the beam itself. 

877. If in Fig. 203, W - 10,000 lb., select the lightest steel beam that will 
cany the loads and its own weight, with an allowable stress of 18,000 lb. per sq. 
in. 
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378. If the beam shown in Fig. 203 is Douglas fir 9^ in. wide and 13^ in. deep> 
allowable bending stress is 1,750 lb. per sq. in., and allowable shearing stress is 
105 lb. per sq. in., calculate the allowable load W, Neglect weight of beam. 

Ana. W = 3,240 lb. 


D 

m 

■ 



lu vj— ♦ 

E 

B B 

Stair 

well 

6'3" 

B X 

6*3" 

__ 
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879. The diagram shown in Fig. 204 is part of the floor plan of an industrial 
building. Beams A and C are connected to columns as shown. The beams repre¬ 
sented by horizontal lines carry a 6-in. reinforced concrete slab, which supports a 
live load of 200 lb. per sq. ft. Assume reinforced concrete to weigh 150 lb. per cu. 
ft. Select suitable American standard beams for C, D, and E. Allowable bend¬ 
ing stress is 18,000 lb. per sq. in. 

380. Solve Problem 379, finding suitable American standard beams for A and B. 

381. The beam shown in Fig. 205 is 8 in. by 12 in. (actual size), allowable bend¬ 
ing stress is 1,750 lb. per sq. in., and allowable shearing stress is 105 lb. per sq. in. 
Calculate the allowable load P. 


P P 

s' n 5 ' n 10' 

jj< '20' 4 




2000 lb. 

300 lb. per ft. 

5' 1 5' 

di d 


<-.10'-> 

<-10'-4 


3250 lb. 


Fig. 205 


Fig. 206 


382. For the two-span continuous beam shown in Fig. 206 the center reaction is 
3,250 lb. Draw shear and bending-moment diagrams locating points of inflection. 
If the beam is 6 in. wide,, how deep must it be if the allowable bending stress is 
1,200 lb. per sq. in.? What will be the maximum shearing stress in the beam 

Bdected? ^ 

383. It is necessary to support a concentrated load of 8,000 lb. at the midpoint 
of a 20-ft. span Wooden beams of 12-in. nominal depth and of various widths 
are available. The allowable stress of 1,600 lb. per sq. in. must not be exceeded. 
Determine the total width required, assuming that this required width can be ap¬ 
proximated by using one or more of the available beams. 





CHAPTER X 


THE DEFLECTION OF STATICALLY DETERMINATE BEAMS 

97. Reasons for Calculating Beam Deflections. It has already 
been mentioned that a beam changes its shape when loads are applied. 
The vertical movement of a point on the neutral surface of a horizontal 
beam is called the deflection of the beam at that point. For several 
reasons an engineer should be able to calculate the amount of the 
deflection of a beam. Under some circumstances a limitation upon the 
amount of deflection determines the size of a beam. For some machine 
parts and for the structural supports of some types of machinery the 
deflections must not exceed certain very small amounts. For instance, 
in foimdations for turbogenerator units it is sometimes specified that 
the deflection of any beam must not exceed 1/2,000 of the length of 
tiie beam. Another example is that of floor beams which carry 
plastered ceilings underneath. It is generally specified that the de¬ 
flection of such beams must not exceed 1/360 of the span in order to 
avoid cracking the plaster. Beams which would be strong enough 
may be found to deflect too much. The designer miist select a beam 
which will not deflect excessively even though this beam may be 
stronger than necessary. In certain other cases, any reasonable 
amount of deflection may be permissible, but it may be important to 
know how much the beam deflects at some point. 

One of the most important reasons for imderstanding a method of 
calculating deflections arises in connection with certain types of indeter¬ 
minate beams which occur very frequently. 'Beams are said to be 
“ indeterminate ” (see Fig. 139) when the reactions cannot be found 
by the equations of equilibrium. In these cases the additional equa¬ 
tions needed are obtained from deflections or slopes of the beam. 

This chapter takes up methods by which deflections can be calculated 
and applies these methods to cantilever beams and beams on two 
supports, under ordinary types of loading. Before taking up the 
actual calculation of deflections, however, certain fundamental relations 
between curvature and bending stress will be considered. 

98. Radius of Curvature and Stress. The line of intersection of 
the neutral sinface of a beam and a vertical longitudinal plane is called 
the daeiic curve of the beam. 
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A definite relation exists between the unit stress in the extreme fibers 
of a given beam and the radius of curvature of the elastic curve. It is 
here assumed that the beam is straight when 
it is unloaded. In Fig. 207 AB is a short part 
of the elastic curve of a beam which has been 
bent by loads. Planes through A and B which 
were originally parallel (and vertical) now 
meet at 0. A and B are very close together, 
the length ds being infinitesimal, and it may 
be assumed without any appreciable error 
that the bending moments at A and B are 
equal and also that the radii of curvature OA 
and OB are equal. If a plane BG is passed 
through B parallel to the plane AF, FG is the 
original length of the extreme fibers, which 
have increased in length by the amount 
GG\ The unit deformation of the extreme fibers is GG'/FG, which 
equals GG'I AB. If the proportional limit is not exceeded, the unit 
stress equals the unit deformation multiplied by the modulus of 
elasticity, or 

GG^ 

S =- E 

AB 



'Elastic Curve 

Fig. 207 


If the curvature is slight, so that p is large compared to c, and if AB 
is very small, GBG' and AOB may be considered to be similar triangles. 
Hence 

GG' c 
AB ~ p 


Substituting c/p for GG'/AB in the expression for stress, 




c 

P 


That is, the stress in the extreme fibers of a beam is to the modulus of 
elasticity as the distance to the extreme fibers from the neutral axis is 
to the radius of curvature. 


PROBLEMS 

401. A steel band saw is 0.024 in. thick. The pulleys on which it runs are 
18 in. in diameter. What stress results in the extreme fibers? 

Ans. <S =^40,000 lb. per sq. in. 
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402. If the diameter of steel wire is d in., what is the diameter D of the coil in 
which it can be wound without causing a stress of more than 40,000 lb. per sq. in.? 


99. Radius of Curvature and Bending Moment. The preceding 

c 

article derived the relation S = - £?, in which S is the unit stress in the 

9 

extreme fibers of a beam. But S = Mc/I. Equating these two 
expressions for jS, 



from which 



This simple relation makes it possible to compute the bending mo¬ 
ment required to bend a beam to a given radius of curvature or to 
compute the radius of curvature of the elastic cuiwe at any point in a 
beam if the bending moment is known. The formula M — El Ip 
indicates that, if the bending moment is constant over part of the 
length of a beam, the radius of curvature is also constant and the elastic 
curve is the arc of a circle. 

Where the bending moment varies, as it usually does, the curvature 
is sharper where the bending moment is larger. 


PROBLEMS 


403. A steel bar 0.80 in. square is loaded as shown in Fig. 208. Calculate the 
radius of curvature of the part between the supports. Ans. p ■ ft. U iliiT^ 

. • 

C0Rf.€Cr 


100 lb. 

'r 


100 lb. 

> 


_ AtsU _ 
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404. A stick of oak 2 in. wide and ^ in. thick is bent to a radius of curvattire of 
62 in. by a bending moment of 450 lb>in. Calculate E. 

100. Methods of Calculating Deflections in Beams; Assumptions 
Made. Several methods are available for calculating the deflection 
of a beam at any point. 

In the method first used an equation for the elastic curve of the beam 
is written. This equation may be solved and the slope and deflection 
p.BI. ^ , 
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EQUATION OF THE ELASTIC CURVE 


165 


obtained. This method was employed by Leonhard Euler before 1750 
and has been commonly used up to the present time. 

In 1875 Professor Wilhelm Fraenkel of Dresden published a formula 
based upon the equality between work done by the movement of a load 
on the beam as the beam deflects and the work of resistance of the 
fibers of the beam (the product of the stress in the fibers and their 
change in length). This method has many merits but is not widely 
used, except for indeterminate structures. 

In 1873 Professor Charles E. Greene discovered a method which he 
called the area moment method. This he taught in his classes at the 
University of Michigan and published it in 1874. Professor Green was 
unaware that a somewhat similar method had been published in 1868 
by Professor Otto Mohr in Germany. 

Both the method based on the equation of the elastic curve of the 
deflected beam and the area-moment method are used in this chapter. 
Each method has some advantages. Both methods should be studied 
if time permits. 

Assumptions. In calculating deflections, the following assumptions 
are commonly made. 

1. It is assumed that the stresses caused by bending are below the 
proportional limit, so that Hooke’s law holds. 

2. It is assmned that a plane section across the beam remains a plane 
after the beam is bent. 

3. It is assumed that the length of the elastic curve is the same as 
the lengthof its horizontal projection. For the actual beams inordinary 
use this assiunption is well within the limits of accuracy of ordinary 
methods of calculation. 

4. It is assumed that deflections due to shear are negligible. A 
more accurate statement is: The deflection computed is that due to 
bending alone, and the deflection due to shearing stress must be cal¬ 
culated separately if necessary. Deflections due to shearing stress are 
generally so much smaller than those due to bending that they may be 
entirely neglected without appreciable error. They are discussed in 
Chapter XIX. 

nP-AM DEFLECTIONS BY THE DOUBLE-INTEGRATION METHOD 

101. Equation of the Elastic Curve. In Art. 99 there was derived 
a relationship between the bending moment and the radius of curvature 
of the elastic curve, expressed by the equation 

1 ^ M 
p~ El 
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If, in this equation, 1/p is expressed in terms of x and y, an equation 
for the elastic curve of the beam results which can be used in calculating 
slopes and deflections. An expression for 1/p in terms of x and y will 
now be derived. 



In Fig. 209 CD is part of the elastic curve of a beam originally 
straight and horizontal. The origin for the coordinate axes may be 
chosen at any point and need not be on the curve. Consider two 
points A and B, the distance between them along the curve being ds 
and the horizontal distance between them being dx. Let <f> be the 
angle between a vertical line and the normal to the curve at A, and let 
d0 be the angle subtended by the arc AB. 


1 d4> 

It will be seen that ds/p = d<l>, whence - = -j-. At any point on the 

p 03 

cmre where the slope is small, the difference between ds and its hori¬ 
zontal projection dx is extremely small, so that dx may be substituted 
1 d4 

fords, giving - — — . 

p dx 

At A the slope of the curve is dyldx, and it will be seen that dy/dx =» 0 
in radians if ^ is a small an^e, as it is when a beam has a small deflection. 


Since dy/dx « 4t, it follows that 


d4 d (dy/dx) 


dx 


dx 


, which is an e]q)res- 


sion for the rate of change, with resp^t to x, of the slope and is com¬ 
monly written d^y/dx^. If this expression is spbetituted for d4/dx, the 
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following value for 1/p is obtained: 1/p = (fiy/ds^} This value of 
1/p, substituted in the first equation of this article, gives 

^ _ M 
d3c‘ ~ El 

This equation is commonly called the general eqiuUion of the elastic 
curve of a deflected beam. When M for a given beam has been ex¬ 
pressed as a fimction of x (the x axis being parallel to the undefiected 
beam and a convenient origin having been chosen), the equation 
represents a definite ciUT^e. It is evidently not the common type of 
equation of this curve, expressing directly the relation between the 
abscissas, x, and the ordinates, y, of points on the curve. Instead, it 
defines the curve by giving the curvature ((Py/dx^) at any point in terms 
of X, the abscissa of the point. To convert the equation into the usual 
form of expression in x and y, it is necessary to perform two integrations, 
evaluating, the resulting constants and inserting their values in the 
final equation. 

In succeeding articles this general equation of the elastic curve will 
be applied to several important types of beams and loadings, the 
integrations will be performed, and the equation of the elastic curve 
for that particular type of beam and loading will be obtained in terms 
of X and y. Expressions for the maximum y will also be found. 

102. Signs of Quantities in Equations for Elastic Curve. When 
writing an expression for M in terms of x, the sign given to the ex¬ 
pression for M shoxild be consistent with the conventions previously 
given for the sign of bending moment. 

The slope of the curve at a given point dy/dx is positive if the tangent 
to the curve at that point slopes upward and away from the origin. 
The quantity d^y/dx^ is the rate of change of the slope with respect to x, 
and a plus value for this quantity corresponds to an increasing steep¬ 
ness of a plus slope or a decreasing steepness of a minus slope. There¬ 
fore a plus d%/dx^ corresponds to plus bending moment, as will be seen 
by considering Fig. 210. 

^ Since this equation is based on the assumption that dx equals da, it is approxi¬ 
mate rather than exact. Textbooks on calculus show that the exact value is 

1 _ 

'■[-( 1)7 

But if the slope of the curve, dy/dz^ is small, it follows that {dy/dx)^ is an ex¬ 
tremely small quantity compared with unity and may be neglected in the above 
equation. Therefore the denominator becomes unity and 1/p = 
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If, in writing the equation M/EI = ^y/dx^, the quantity ^y/dx^ 
is always given a plus sign, then the values for the slope dy/dx and for 
the ordinate y will have the correct signs when the equation is solved. 



>k+Y 
+iiL 


>-fX 


-4*. 

dx 


_4ilL -M ^ 

dx» 


-i-X 


A+Y 


+X-^ 


+ ^ +M 




_4X 


+X 


_ 


0 


-M 
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The ordinate y will be the desired deflection only if the x axis is chosen 
so that it coincides with the original undeflected elastic curve. How¬ 
ever, if the X axis is chosen above or below the undeflected elastic 

curve, the deflection is readily found 
from the ordinate y. 

In this book the positive direction of 
the y axis will always be considered as 
upward. The positive direction of the x 
axis may be taken either to the right or 
to the left from the origin, as is con¬ 
venient. 

103. Cantilever Beam; Concentrated 
Load at End. (Articles 103 to 107, 
inclusive, may be omitted if the double integration method is not 
to be applied to beam deflection.) The diagrams in Fig. 211 show 
the loaded beam and the approximate shape of the elastic curve. The 
origin is taken at the free end of the unloaded beam, with the x axis 
lyii^ in the neutral surface of the undeflected beam. The value of 
the bending moment at a point x inches from the origin is —Px. 
Hence 



Fig. 211 


Integrating, 


El 


dy 
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But dy/dx is the slope of the curve, which is seen to be zero when 
X = L. Hence 

PL^ 

or 


and 



dy ^ PL^ 

dx 2EI 2EI 


which is an equation giving the slope of the curve at any point in terms 
of the abscissa x of that point. Integrating, 


y == - 


Px^ PL^x 
6EI 2EI 


+ C2 


It will be seen that y = 0 when x = L, from which 




Ca= - 


PL^ 

3EI 


This, substituted in the above value of y, gives 

Px® PL®x PL® 

^ ~ QEI^ 2EI 3EI 


This is the equation of the elastic curve of this beam with reference to 
the chosen axes. The maximum deflection is the value of y when 
X = 0, or 

PL® 

2/maz. o ET T 


The minus sign indicates that, with the origin and axes as chosen, the 
point of tnayi miim deflection is below the x axis. Since P is in pounds 
per square inch, P must be in pounds and L must be in inches when 
solving for y, which will then be in inches. 

104. Significance of the Constants of Integration. The equation 


dx 


P3^ 

2EI 


+ 0\ 


in the preceding example expresses the slope of the curve at any point in 
terms of the abscissa of the point. If the value of x is zero, dy/dx » Ci. 
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That is, the first constant of integration is the value of the slope at the point 
on the curve where x = 0. 

The equation 


y 


Px^ 

QEI 


PL^x 

2EI 


+ C2 


gives the value of y in terms of x. If x = 0, y = C 2 , showing that the 
second constant of integration is the value of the ordinate of the curve at the 
point where x = 0. 

In order to emphasize the significance of the constants of integration, 
the axes in the above example were chosen so that neither Ci nor C 2 
would be zero. It is often possible and desirable, however, to choose an 
origin which makes one or both of these constants zero, thereby sim¬ 
plifying the solution. 

In beams where E and / are both constant, as they nearly always are, 
it is convenient to keep El in the left-hand member of the equation as 
a coeflBicient. When this is done, Ci is El times the slope of the curve 
where x = 0; or CilEI is the slope of the curve where x = 0; and 
C 2 IEI is the ordinate where x = 0. 


PROBLEMS 

405. A 4-in., 7.7-lb. I-beam is used as a cantilever beam projecting 10 ft. Using 
formulas derived in Art. 103, calculate the deflection at the end and the slope at 
the midpoint caused by a load of 450 lb. at the end. 

406. Using the data in Problem 405, calculate the deflection at the midpoint 

and the slope at the end. Am. y = 0.45 in. 

407. Derive expressions for the end slope and end deflection of the cantilever 
beam of Fig. 211, using the double-integration method but taking the origin on 
the curve of the beam at the fixed end. 



1 


1 W ib. per inch | 

m. 




•X 


Fig. 212 


106. Cantilever Beam; Uniformly Distributed Load. 

will be taken at the fixed end (Fig. 212). Then Af * = ~ 


The origin 
w(L - x)2 


2 
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and consequently 


A ^ ip(L - xf 
da? 2 


wL^ 

2 


+ wLx — 


wx^ 


Integrating, 



wL^x , wLx^ 
2 2 



1 


but dy/dx = 0 when x = 0. Hence Ci = 0, as it must be with the 
origin as chosen. Integrating again, 


wL^x^ . wLx^ 

Ely - — + — 


lex* 

24" 


+ C 2 


but y = 0 when * = 0. Hence = 0, and the equation of this 
elastic curve referred to the chosen axes is 


Ely = - 


wl?x^ 

4 


+ 


wLx^ 


wx* 

24 


The maximum deflection is the value of y when x 

wL* wL* wL* 

Elym^ = - — + -^ 


L. 

wL* 

8 


or 


J/max. 

If TT = wL, the total load, then 

ymax. ~ 


wL* 

WL^ 

SEI 


PROBLEMS 


P 


- n" » 



300 lb. 

160 lb. per ft. 


408. (a) Calculate the deflection of a 
wooden cantilever beam 4 in. deep, 4 in. 
wide, and 12 ft. long caused by a uni¬ 
formly distributed load of 25 lb. per ft. 

(6) Calculate the slope at the end. (E * 

1,200,000 lb. per sq. in.) 

Atm. (a) y = 4.36 in. 

409. Using the principle of superpo¬ 
sition and expressions for slope and de¬ 
flections previously derived, calculate the deflection at the end of the beam shown 
in Fig. 213, caused by the two given loads. Hint: The deflection due to the uni- 


4 in., 7,7 lb. beam 


Fig. 213 
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form load is the deflection at the end of the uniform load plus forty times the slope 
at the end of the uniform load. 

410. Using the double-integration method, derive expressions for the end slope 
and maximum deflection of a cantilever beam due to a moment of T lb-in. applied 
to the beam at the end. 

106. Beam on Two Supports; Uniformly Loaded. The origin is 
taken at the left support (Fig. 214). 


wLx 


M. = —-- 


wx‘ 

2 


.2 


wV 

T* 


W lb. per inch 


-4= 




and consequently 




wLx 

dx^ 2 


vxr 

T 


Integrating, 


Fw. 214 


dy wLx^ wx' 


EI-r = 
dx 


- —+ Ci 


but dy/dx = 0 when x = L/2. Therefore 

wL^ wL^ 


Cl = 


48 


16 


wL^ 

24 


Therefore 


Integrating, 


dy wLj^ 


wx 

~6~ 


wL^ 


ipLx® wx* wL^x ^ 

Ely =-h Co 

^ 12 24 24 ' ® 


But y = 0 when a: = 0; hence C 2 = 0 and 


wLx^ wx'' 


wL^x 


12 24 24 

The maximiun deflection is the value of y corresponding to a; = L/2. 

wL* 5wL* 

“ “ 384 

Therefore 

5wL* 


__ wL* wL* 
■ ~ 96 384 


ymta. ~ 


mEi ' 
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If the total load is W lb., 


Vinax. 


5WL^ 

384£/ 


PROBLEMS 

411 . What is the greatest uniformly distributed load that a 10-in. 30.0-lb. Ameri¬ 
can standard beam can carry if the deflection is not to exceed that commonly al¬ 
lowed for beams supporting plastered ceilings? The span is 20 ft. What will be 
the end slope of the beam? 

412 . A wooden beam 5^ in. wide and llj in. deep rests on supports 18 ft. center 

to center. It carries a uniform load of W lb. Calculate the ^'alue of W to cause 
a stress of 1,750 lb. per sq. in. What deflection results from this load if E - 1,400,- 
000 lb. per sq. in.? Ans. y = 1.06 in. 

413 . A beam of length L rests on supports at the ends and carries a concen¬ 
trated load P at the midpoint. Using the 

double integration method, derive expressions 
dy 

for El — and Ely, as is done for the beam 
ax 

with distributed loading in Art. 106. Show that * 
the end slope is —PL^/16£?/ and that the maxi¬ 
mum deflection is —PL^/48E/. 

107. Beam on Two Supports, with 
One Non-Central Load. This entire 
curve (Fig. 215), cannot be expressed by yiq, 215 

a single equation. The problem can be 

solved with one origin, but the following solution makes use of two ori¬ 
gins, one at each support. Let a in Fig. 215 be greater than 6, as 
shown. 

Between Left Reaction and Between Right Reaction and 



Load 


M = 


Pbx 


Hence, 


El 


L 

(Py _ Pbx 

^ ~ T" 


Cl 


dv Pbx^ 
Integrating, El — ^ • 

uX ZJb 

Integrating again, 

P}a? 

Ely Cix + Ca 


When ® = 0, y = 0, hence C3 = 0 


Load 

(regard x' as + , as shown) 

M 

_ Pax' 

^ “ ~L~ 

dy' Pax'^ 


El 


( 1 ) 

( 2 ) 


W-^ + C'2*' + C4 (3) 
When x'= 0, y' = 0, hence €4=0 
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When a: = o, the deflection of the left segment equals the deflection of 
the right segment for = 6. Equating these two values of Ely, 


Pba^ 

6L 


+ Cio = 



+ 


(4) 


The slope of the left segment at the load equals the slope of the right 
segment at the load, but one is upward and.the other is downward. 
Hence the slope dy/dx of left segment for a: = o equals minus the slope 
of the right segment for x' = b, whence 


Pba^ 

2L 



Pah^ 

2L 




(5) 


Solving equations (4) and (5) for Ci, 
„ Pab 

Substituting this value for Ci in (3), 


Ely = 


Pbx^ 

6L 


Pabx Pbx 

-^(.■L + b)=^ — [^-a(L + b)] 


( 6 ) 

(7) 


Substituting the value for Ci in (2), 

dv Pbx^ Pob 

EI^ = (X, ft) 

dx 2L 6L ^ ' 

The deflection is maximum where dy/dx = 0, from which 




(L + b) 


( 8 ) 

(9) 


The maximum deflection is obtained by substituting this value for 
X in (7). Hence 


2/max. 


Pab {JL + 6) V^3a (L + 6) 
27EIL 


( 10 ) 


PROBLEMS 

414. A beam rests on two supports 100 in. apart and carries a load P 25 in. from 
one reaction. Using equation (7) of Art. 107, calculate the deflection at the mid¬ 
point of the beam and compare it with the maximum deflection. How many 
inches from the midpoint does the maximum deflection occur? See equation (9). 

415. Referring to equation (9) of Art. 107, it is apparent that the distance to 
the point of maximum deflection increases as a increases. Show that the point of 
maximum deflection in a beam on two supports, without overhang, and carrying a 
single concentrated load, cannot be more than 0.077L|rom the midpoint. 
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BEAM DEFLECTIONS BY THE AREA-MOMENT METHOD 

(Articles 108 to 114, inclusive, may be omitted if the arear-moment 
method is not to be studied.) 

108. The Area-Moment Method. The principles employed in the 
arear-moment method of determining beam slopes and deflections afford 
a simple means of calculating the angle 0 (in radians) between the 



tangents to the elastic curve at any two points. They also afford a 
simple means of calculating the displacement (in a direction perpen¬ 
dicular to the length of the vmdeflected beam) of any point on the 
elastic curve of the beam from the tan¬ 
gent to the elastic curve at any other 
point. These two quantities are illus¬ 
trated in Fig. 216. AB is part of the 
elastic curve of a beam which was ori¬ 
ginally straight and horizontal. 

The application of these principles to 
an actual problem is illustrated in Fig.217. The maximum deflection 
of the cantilever beam evidently equals the displacement of point A 
from the tangent at point B. The slope of the beam at A (which may 
be needed for some purposes) equals the angle between the tangent at 
A and the tangent at B. 

As stated in Arts. 109 and 110 the two area-moment propositions 
apply to beams in which E and I are constant throughout the part of 
the beam between A and B. 

109. The First Area-Moment Proposition. 

The angle between the tangents to the elastic curve of a beam at 
any two points A and B equals the area of the part of the bending- 
moment diagram between A and By divided by EL 

Proof: AB in Fig. 218 is part of the elastic curve of a beam originally 
straight and horizontal. Radii of curvature are shown at A and B. 
Note that the angle between the radii of curvature at A and B is equal 
to the angle between the tangents at A and B. MN is any part of the 
elastic curve of length ds between A and B. The angle is the angle 





166 


DEFLECTION OF DETERMINATE BEAMS 


Chap. X 


between the radii of curvature to the curve at M and N. If is in 
radians, pd^ = da. Hence 1/p = d^/ds. But in Art. 99 it was shown 

that 1/p = M/EI. Hence 



d4> 

da 


E. 

El 


The assumption is made that da 
equals dx. This assumption is justi¬ 
fied for any ordinary beam where the 
curvature is very slight. Then 


or 


Fio. 218 


dx 


d0 = 


M 

EJ 


Mdx 

~W 


Mdx is the area (shaded in Fig. 218) of the part of the bending-moment 
diagram between M and N. This area is the product of the width dx 
and the height M. 

The angle 0 between the radii of curvature at A and B is the sum of 
all the differential angles d0 as 0 varies from zero to 0. Each of these 
differential angles equals the corresponding differential area, Mdx 
divided by El. Hence the sum of all the differential angles equals the 
sum of all the differential areas divided by El, or 0 equals the area of the 
bending-moment diagram between A and B, divided by El. 

Mathematically this may be stated thus; 


Jo ^ Ji El El 


In which is the area of the bending-moment diagram between 
A and B. 

The bending-moment diagram is often referred to as the M 
diagram.” 

Example. A 10-in., 30-lb. I-beam with a span of 15 ft. carries a concentrated 
load of 10;000 lb. at the midpoint. Calculate the angle between the tangents at 
the center and at the end due to the concentrated load only. 

Solution: Figure 219(a) shows the beam and the load. The elastic curve is 
evidently i^mmetrical as shown in (6), and the desired angle 6 is indicated. The 
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bendiog-moment diagram is shown in (c). According to the first area-moment 
proposition, the area of the shaded part of the M dia¬ 
gram divided by El is the value of the angle 6, Since 
E and / are used in inch units, it is also necessary to 
use inch units for the bending moment and length. 


000 lb. 


37,500 X 12 X ^ 


= 0.00505 radians. 


30,000,000 X 133.5 
The value of B in degrees is 0.00505 X 360/2 t = 0.29® 

PROBLEMS 



416. A steel bar f in. deep and 2 in. wide is loaded 
as shown in Fig. 220. Calculate the angle (in radians) 
between the radii of curvature at B and C caused by 
the 100-lb. loads. Give the answer in degrees also. Ana. B - 0.095 radians. 

417. With the data of Problem 416 calculate the slope (angle with the horizontal) 
of the elastic curve at A. (Note that because of symmetry the tangent to the 
elastic curve is horizontal at the midpoint of the beam.) 


Fig. 219 



110* The Second Area-Moment Proposition. Let A and B (Fig. 
221) be any two points on the elastic curve of a beam originally straight 
and horizontal. Let a line be drawn tangent to the elastic curve at jB, 
and let A be the vertical distance from A to the tangent (A is called 
the displacement of A from the tangent at B 

The vertical displacement A of point A from the tangent to the 
elastic curve at B equals the moment (with respect to A) of the area 
of the part of the bending-moment diagram between A and B^ 
divided by EL 

Proof: AB in Fig. 222 is part of the elastic curve of a beam originally 
straight and horizontal. M and N are any two points on the elastic 
curve, the distance MN being an infinitesimal distance ds. The angle 
between the tangents to the elastic curve at M and N is d<l>. The 




108 


DEFLECTION OF DETERMINATE BEAMS 


Chap. X 


' horisontal distance from A to MN is «. If is in radians, then xd<l> is 
the part of the vertical through A intercepted between these two 
tangents.^ 



The sum of all such intercepts as x varies from 0 to AB equals A; 
or, expressed as an equation. 



But from Art. 109 


d<t> = 


Mdx 

~W 


But Mdx is an elementary area (the part of the M diagram with a 
width dx), and this multiplied by a; is the statical moment of this 
elementary area with respect to A. 

Hence, substituting this value of in the preceding equation, 

_ Mxdx _ Aux 
Ja EI ~ EI 

In which A ^ is the area of the bending-moment diaigram between A 
and B and S is the distance from the displaced point A to the centroid 
of Am- 

* It should be kept in mind that in the diagram (Fig. 222} the distance MN is 
very greatly exag^rated, being actually infinitesimal. AB, on the other hand, is 
a finite distance (perhaps several feet). The distance x varies froip zero to the 
distance AB. In any practical case the curvature b very slight, and the tangents 
at M, N, and B an all very nearly horizontal. ' V! ^ 
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In the next articles the area-moment method will be used for de¬ 
termining the deflections of the same types of beams (and loadings) 
as were analyzed in Art. 103 to 107, using the double-integration 
method. 

111. Cantilever Beam; Concentrated Load at End. Figure 223 
shows the loaded beam, the approximate shape of the elastic curve, and 
the M diagram. The ordinate t/max. is evidently the displacement of B 
from the tangent at A and, according to the second area-moment prop¬ 
osition, is equal to the statical moment, with respect to B, of the area 
of the M diagram, divided by El. Thus 


2/max. 


(Area of M diagram) f 

m 


El 


PL^ 

3EI 


The minus sign indicates that the deflection is downward. 




The slope of the curve at £ is the angle between the tangents to the 
curve at A and B and, according to the first area-moment proposition, is 
the area of the M diagram divided by EL Thus 


9b — ~ 


PLxl 

El 


PL^ 

2EI 


radians 


1 18 - Cantilever Beam; Uniformly Distributed Load. In Appendix 
A it is stated that the parabolic shaded area shown in Fig. 224 equals 
one-third of the base times the altitude and that the centroid is f-L from 
the small end. When these values are used, 




wL^ 

2 


L 3, 


El 


wL* 

seI 


where W equals the total load on the beam. 


EIl 

SEI 
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The slope at the end, 

wL? L 

2 ^3 _^ 

“ El ~ QEI 


WL^ 

—— radians 
QEI 


113. Beam on Two Supports; Concentrated Load at Midpoint. 

It will be noticed in Fig. 225 that the maximum deflection, at the 
midpoint of the beam, equals the displacement of either end from 
the tangent at the midpoint, since, from symmetry, the tangent at the 
midpoint of the elastic curve is horizontal. Therefore 

^ L 2 L 
= 4 ^ 4^32 ^ 

^ ~ El “ iSEI 



PL I 

Fiq. 225 



But A =» — yaia. Therefore 

2/max. ~ 


The slope at the end. 


Ob — 



El 


PL^ 

ASEI 


PL^ ,. 

-radians 

16EI 


114. Beam on Two Supports; Uniformly Distributed Load. Again 
it is evident (Fig. 226) that the maximum deflection equals the dis¬ 
placement A of point B on the elastic curve from the tangent at the 
midpoint. Also A equals the statical moment of the right-hand half of 
the bending-moment diagram (with respect to the end B), divided 
byBJ. 

Although a simpler method of finding th^ statical moment will be 
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given later, it will now be determined by integration. At a distance x 

from the end of the beam, Jf* = —-, and the area of the 

2 2 

elementary strip shown is 



dx 


The statical moment of the strip is the area multiplied by Xj and for the 
area between C and B the statical moment is 

(wLx j_ (wLx^ wL^ wL^ 5te;L^ 

* \*T’ ~ 2 )^~ \ 6 T/Jo ‘"~i8'“l28"' 


Therefore the deflection 


Fmaz. ~ 


&wL* 

ZMEI 


or — 


5WL^ 

3MEI 


Similarly, 

_ ^ ^ ^ WI^ 

“ 16 48 “ 24 24 

.and 


L/2 


c .!• 


116. Relation between Deflection and Bending Stress. At times 
it is desirable to know what the maximum deflection of a beam will be 
when it is loaded, so that the maximum bending stress in it has a known 
value, or to know what the maximum bending stress in the beam will be 
when the maximum deflection has a known value. This relationship 
is easily obtained for any one of the preceding cases by expressing the 
load P or IF' in terms of the maximum stress which it causes, and insert¬ 
ing the quantity in this form into the deflection equation. Thus for a 
cantilever beam canying a concentrated load P at the end, the maxi¬ 
mum bending moment is PL lb-in. But Af = Sl/e, from which 
P = Saaa. IlcL. Inscrtii^ this value in the equation for the maximum 
deflection of the beam. 


7 
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Corresponding relationships can be similarly developed for other tsrpes 
of beams and loadings. 

116. Errors in Calculated D^ections. The calculation of the true 
deflection of a beam by the exact equation 


El 


dx^ 


[- 6)7 




M diagram 
Fig. 227 


is, in general, very laborious. However, for a beam resting on two 
supports and bent by equal couples at the supports, as shown in Fig. 
227, it is not difficult to compare the true deflection with the deflection 
as calculated either by the simplified equation for the elastic curve 
or by the area-moment method. Both these methods give the same 

relation between x and y, which is expressed by the equation y — 


and. both methods give for the maximmn deflection, A = 


MIl 

8EI' 


It is 


dierefore evident that the simplifying assumptions make the elastic 
curve for this case a parabola, when the curve is, in fact, a circular 
arc. How serious is this error? 

The following tabulations are deflections for a beam 100 in. (8 ft. 
4 in.) long, subject to bending moments such that EljM (the radius 
of curvature) has the values given. The values designated as “ True 
A ” are the calculated middle ordinates of circular arcs 100 in. long with 
the given radii of curvature; the values designated as “ Approx. A ” 

are calculated by the formula A = —^. 

otjl 


Percentage of Error in Deflection of a Beaac as Calculated bt 
Methods Involving the Common Simpufication 


El 

p = — (in.) 

5,000 

1,000 

200 

100 

50 

True A (in.) 

0.250 

1.250 

6.22 

12.24 

23.00 

Approx. A (in.) • 

0.250 

1.250 

6.25 

12.50 

25.00 

Error (percentage) 



io£l% 

2% 

9% 

Approx. A 

L 

iie 


Ar 

i 

i 


For the same ratios of calculated deflection to length of beam, but 
with different loadings, the percentage errors will be of about the same 
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order of magnitude. For beams used in structures and most machines, 
A/L is less than 1/400 and consequently the error is entirely negligible. 

The errors in computed values of the deflections which result from 
the approximate equation can be serious only in relatively slender 
beams, for which the ratio of length to depth is large. Unless the 
beam is slender, the stresses accompan 3 ring a large deflection will 
exceed the proportional limit of the material, and the methods of 
finding the deflections that have been discussed do not apply. 

In short beams heavily loaded, the deflection due to shearing stresses 
(which, as noted in Art. 100, is not included in the expressions for 
deflection that have been worked out) may be fairly large in comparison 
with the deflections due to bending. This subject is discussed in 
Chapter XIX. 

DEFLECTIONS BY AREA MOMENTS; ADDITIONAL CASES* 

117. Steps in Using the Area-Moment Method. The previous 
articles have taken up, both by double integration and by area mo¬ 
ments, the derivation of expressions for the deflections of cantilever 
and simple beams under a number of elementary loadings. The 
remainder of this chapter is devoted to the calculation, by area mo¬ 
ments, of deflections that result from more complex loadings. Over¬ 
hanging beams, as well as cantilever and simple beams, are considered. 

The data of most of the examples and problems in the following 
articles of the chapter are numerical, and it will be found that numerical 
solutions are most easily made. In many cases general expressions 
for deflections are difficult to derive. 

In the solution of aU problems in deflections by the area-moment 
method, the following steps are desirable: 

(а) Sketch, approximately to scale, the beam with loads and dimen¬ 
sions. 

(б) Draw below this the approximate shape of the elastic curve, 
exaggerating the deflection. On this drawing indicate the tangent (or 
tangents) used in the application of the arearmoment proposition. 

(c) Draw below this the bending-moment diagram approximately to 
scale. If this d iag r am is divided into elementary shapes for easy 
calculation, indicate these divisions by dotted lines. 

(d) Perform necessary calculations at one side of these diagrams. 

118. Cantilever Beams. The deflection at A (Fig. 228) is foimd by 
calculating the statical moment, with respect to A, of the Af diagram, 
and dividing by EL 

* The remainder of this chapter may be omitted, if desired, without causing any 
complication except that Art. 120 is referred to in Chapter XI. 
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If a cantilever beam (Fig. 229) carries two loads, the bending-mo¬ 
ment diagram may conveniently be drawn as two separate areas. If 
one, load is an upward load, the areas are opposite in sign and should 
be so drawn. To calculate Ac the part of the lower diagram between 



Fig. 228 Fig. 229 


Fig. 230 


B and C may be divided into a rectangle and a triangle, as indicated 
in Fig. 229. 

For uniform loading on a cantilever beam the moment diagram, its 
area, and the location of its centroid are given in Fig. 230. 



Fig. 231 Fio. 232 


For the type of loading shown in Fig. 231, the bending-moment dia¬ 
gram may be divided into three parts, the parabolic area, a rectangle, 
and a triangle, as shown. 

If the beam is made up of sections with different values of El (Fig. 
232), the M/EI diagram (instead of the M diagram) may be drawn 
and used in determining slopes and deflections. 
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PROBLEMS 

418« A 4-in., 8.5-lb. I-beam is used as a cantilever projecting 12 ft. from the 
fixed end. What defiection at the end is caused by the two loads shown in Fig. 233? 

Ans. y = 1.37 in. 

419. How many pounds must the load P be to cause zero deflection at the end 
of the 4-in., 8.5-lb. I-beam shown in Fig. 234? (Note: Draw the bending-moment 
diagram as two separate triangles, one positive and one negative, as shown.) 

420. A cantilever beam of length L carries a load P at the end and another load 
P at a distance L/2 from the end. Show that the deflection at the end caused by 
these loads is y = 7PL®/16P/. See Fig. 229 for a hint concerning the bending- 
moment diagram. 



421. Derive an expression for the deflection at the midpoint of the beam of 
Problem 420. 

422. A cantilever beam of length L carries a load W distributed over a length 
of L/2 from the free end. Derive an expression for the end deflection. 

423. A cantilever beam of length L carries a load W distributed over a length 
of L/2 from the fixed end. Derive an expression for the end deflection. 

Ans. y=~7WLVl92E/. 

424. It is desired to calculate the deflection at a point B, which is a ft. from the 
end of a cantilever beam carrying a uniformly distributed load of w lb. per ft. 
Show that the part of the M diagram between the fixed end and B may be divided 
into a rectangle, a triangle, and a parabolic area, as shown in Fig. 235. What are 
the ordinates of each of these areas at the fixed end? 

U9. Symmetrical Beams on Two Supports; Concentrated Lo^s. 
In all symmetrical beams on two supports, carrying symmetrical 
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loads, the tangent to the elastic curve is horizontal at the midpoint. 
This horizontal tangent may be used as the reference tangent. The 
maximum deflection, at the midpoint, is found by determining the dis¬ 
placement, from the tangent at the mid¬ 
point, of the point on the elastic curve at 
either support. This procedure is illus¬ 
trated in the following example, which 
also illustrates the process of finding 
the deflection at any other point on 
the curve. 

Example. A steel bar 1 in. square rests on 
two supports 90 in. apart, (a) Calculate the 
deflection at the midpoint caused by two 
loads of 100 lb. each, 15 in. from the midpoint 
of the beam. (&) Calculate the deflection at one of the loads. 

SchUion: (a) The deflection ymax. is wanted. This is equal to Ai, Fig. 236, 
the displacement of B from the tangent at the midpoint. This, in turn, is the stat¬ 
ical moment of half the bending-moment diagram with respect to B, divided by 
EL For convenience in calculating, this is divided into a triangle and a rectangle. 



Pmu. = Al = 


(3,000 X 15) X 20 (3,000 X 15) X 37.5 

30,000,000 X tV 


1.035 in. 


(b) The deflection y is wanted. It will be observed that this deflection equals 
Ai (computed above) minus A 2 , the displacement of point C on the elastic curve 
from the tangent at the midpoint. Applying the area-moment principle. 


A2 


(3,000 X 15) X 7.5 
30,000,000 X ^ 


0.135 in. 


p = Ai - A 2 = 1.035 - 0.135 = 0.900 in. 


In general, the deflection of any point on a symmetrical simple or 
overhanging beam may be computed as the difference between two 
displacements. One of these is the displacement of the reaction from 
the tangent at the center; the other is the displacement of the point at 
which the deflection is wanted, from the same tangent. 


PROBLEMS 

425. A steel bar 1 in. square rests on supports 90 in. apart and ci^rries two loads 

of 120 lb. 42 in. apart and each 24 in. from the nearer reaction, (a) Calculate 
the maximum deflection caused by these loads, (b) Calculate the deflection |it 
one of the loads. . ^ 

426. A beam of length L resting on supports at the ends carries two loa^ P 

between the suppoits, each L/3 from the nearer support. Derive aih expression 
for the maximum deflection. • y^na. y » 23piL.V6^F/. 
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427* A beam of length L carries 3 loads P, one at the midpoint and one Z^/4 
from each reaction. Derive an expression for the maximum deflection. 

428. Solve Problem *427 if the center load is 2P. 

429. A beam of rectangular cross-section is supported at the ends and carries a 


single concentrated load at the midpoint. 
Derive a formula for the maximum deflec¬ 
tion in terms of the maximum bending 
moment M, the dimensions of the cross- 
section h and hf and the modulus of elasti¬ 
city E. Ana. y = MLVEbhK 

430 . The beam shown in Fig. 237 is a 21- 
in. standard steel pipe. Calculate the de¬ 
flection at the end. Hint: Calculate the 
displacements of end and of reaction from 
the tangent at midpoint. The difference is 
the desired deflection. 


150 ft). 


150 lb.J 



5T1 

r—t 


Fig. 237 



Fig. 238 


120. Bending-Moment Diagrams ** by Parts.” Before proceeding 
further with problems involving beams on two supports, a useful 
method of drawing bending-moment diagrams will be shown. This 
method is generally convenient for concentrated loads and is almost 
necessary in many problems of uniformly distributed loading. Con¬ 
sider the beam AB (Fig. 238) with a uniform load of w lb. per ft. The 
bending moment at any point distant x from A is 


M ^ 


wx 


Heretofore in drawing bending-moment diagrams the subtraction has 
been performed, and the difference of the terms has been plotted (as in 
the shaded diagram). However, the two tern^ may be plotted sepa¬ 
rately as shown in Fig. 2386. If ordinates equal to Rux are laid off at all 
points, a triangular positive area results. If ordinates ^qual to — wic^/2 
are laid off at all points, a negative parabolic area results. This is 
exactly the same parabolic area that is the M diagram for a cantilever 
beam. The area of this is one-^third the height times the length, as has 
been stated. 

Hence the bending-moment diagram may be represented by a 
triangle and a parabolic area, the areas and centroids of both ofmvhich 
The method^illustrated above may be used for any kind 
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of loadii^ and frequently gives bending-momenti diagrams much more 
convenient for the area-moment method. 

It is interesting to note that the “ combined ” bending-moment dia¬ 
gram may be regarded as a triangle from the ordinates of which the 
negative ordinates of the parabola have been laid off (Fig. 238c). 


100 lb. per ft. 


Example. Draw the bending-moment diagram by parts for the beam shown in 
Fig. 239. 

SohUion: At any point in the left-hand 6 ft. the bending moment is due to the 
left reaction alone and is Af = 400a;. For values of x greater than 6 ft., M = 

400x — 50(x — 6)^. The term 400a; 
occurs as all or part of the bending 
Rl"* 400 ib.i ^'' iRp-sooib. moment at every point in the beam. 

These ordinates vary with x, being 
zero at the left end and 7,200 Ib-ft. at 
the right end. When plotted, they 
form a positive triangle. The negative 
ordinates 50 (x — 6)* when plotted 
form the negative area boimded by the 
parabolic curve shown. The maxi¬ 
mum ordinate of this area is —7,200 
Ib-ft. 


Combined M^Oiagrem 


K) Ib.-ft. 



-7200 


Fio. 239 


ments as was done above. 


In drawing moment diagrams 
by parts, it is not necessary to 
write equations for bending mo- 
The equations were given to show that 
each term in such an equation is represented by an area. 

A moment diagram “ by parts ” can be started at either end of the 
beam. At each concentrated load a triangular area begins, positive 
for an upward load or reaction and negative for a downward load. The 
beginning of a uniformly distributed load on the beam marks the 
beginning of an area in the moment diagram'which is bounded by a 
parabolic curve. This area is negative for a downward unifoim load. 
If the uniform load ends before the end of the beam is reached, the 
parabolic boundary line ends at the end of the uniform load. The 
area continues with a straight line tangent to the end of the curve. 

The advanta^ of this method of drawing a bending-moment diagram 
is evident in the foregoing example. It would be difficult to calculate 
accurately the area of the “ combined ” bending-moment diagram, or 
of part of it. The distance to the centroid would also be difficult to 
compute. The parabola apd the triangle of the diagram “ by part^,” 
however, are figures of known areas, and the positions of the oentrdids 
(ff these figures are also known. 

Becmise it important to be able readilj^^ draw bendhig-moment 
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diagrams by parts, an additional illustration of a simple loading is 
given in Fig. 240. These examples should be carefuUy studied and 
thoroughly understood. 

121. Symmetrical Beams on Two Supports; Distributed Loads. 
The bending-moment diagram “ by parts ” will be found most conven¬ 
ient to use in deflection problems dealing with beams having uniformly 
distributed loads. 

In other respects the method of calciilating the deflection at any 
point is the same as that explained in Art. 119 for beams with concen¬ 
trated loads. 



Example. A 4-in., 7.7-lb. American standard I-beam rests on two supports 
10 ft. apart and carries a load of 2,000 Ib. uniformly distributed over the middle 
5 ft. Calculate the deflection at the midpoint caused by the 2,000-lb. load. 

Solution: The beam, Fig. 241, is symmetrical, and t/, the deflection at the mid¬ 
point, equals Ai, the displacement of either end from the tangent at the midpoint. 
Only one half the bending-moment diagram is needed. As drawn, the left half 
(shaded) is more easily used. 

_ 5,000 X 12 X 30 X 40 - 1,250 X 12 X 10 X 52.5 
^ ^ " 30,000,000 X 6 


2,400 - 262.5 

6,000 


0.356 in. 


PROBLEMS 

481« A 16-m. WF 40-lb. beam carries 2 loads W of 32,000 lb. each as i^howh in 
Fig. 242. Calculate the maximum deflection. Ans. y ~ 0.055 in. 

482. Calculate the deflection 8 ft. from the end in the beam of Problem 431. 
438. Calculate the maximum deflection of the beam shown in Fig. 243. 

484. Show that the deflection at the midpoint of the beam shown in Fig. 244 is 
zero if P has the value 6ir/12. 
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488. Calculate the value of P that will make the tangents at the supports hoii* 
lontal in the beam of Fig. 244. 







24- 


‘•Al v5 I '■A 

fi—t—; 



Fig. 242 


Fig. 243 


Fig. 244 


122e Deflection of Unsymmetrical Simple or Overhanging Beams. 

In unsymmetrically loaded simple and overhanging beams the position 
of the horizontal tangent to the elastic curve of the deflected beam is 
unknown. Therefore it is generally desirable to take some other tangent 
as the reference tangent. Usually this will be the tangent at one of the 
supports. The procedure to be followed in calclilating the deflection at 
any given point in a simple or overhanging beam will be illustrated by a 
numerical example. 


Example. ^ For the beam shown in Fig. 245, calculate the deflection at a point 
8 ft. from the right reaction. 

St^viion: The approximate elastic curve is sketched in, and below the bending- 
moment diagram ** by parts ” is drawn from right to left.^ The reference tangent ' 
used will be the tangent at the right reaction. First calculate Ai, the displace¬ 
ment of the left support from the tangent at the right support. 


700 X 240 X 120 X 80 - 2,000 X 96 X 48 X 32 ^ . 

-1:200,000x256-- ”• 


By proportion calculate A 2 . A 2 /A 1 = 8/20. Therefore A 2 = 8/20 X 4.29 = 
1.72 in. Calculate A 3 , the displacement of a point on the elastic curve from the 
reference tangent. 


A3 = 


700 X 96 X 48 X 32 
1,200,000 X 256 


0.336 in. 


y = A 2 - A 3 = 1.72 - 0.34 = 1.38 in. 


^ In cases of unsymmetrically loaded beams on two supports^ the difficulty of the 
computation necessary for the solution of a problem frequently depends greatly on 
whether the moment diagram is drawn from left to right, or vice versa. It should 
always be drawn in the way which will render the computations as simple as pos¬ 
sible. Sometimes it may be desirable, before actually attempting the solution of 
a problem, to sketch the diagram both ways, and then to determine which is more 
suitable. No simple rule can be laid down to cover all problems. For a simple 
beam with a single concentrated or distributed load, however, it will be found 
sirable to draw the diagram from the reaction which is most distant from the loacl, 
and to take the tangent at that reaction. With overhanging beams it is soihe- 
tunes desirable to draw the diagram from both ends of the beam to one or the other 
of flie reactbns. 
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From the foregoing example it can 
be seen that the deflection at any point 
in an unsymmetrical beam on two 
supports is calculated in the following 
steps: 

(а) Assume the reference tangent at 
one reaction, and draw the bending- 
moment diagram. 

(б) Calculate Ai, the displacement 
of the other reaction (a point on the 
elastic curve) from the tangent. 

(c) Calculate by proportion A 2 , the 
distance, at the point where the deflec¬ 
tion is wanted, between the original 
horizontal line of the beam and the 
reference tangent. 

(d) Calculate A3, the displacement 
from the reference tangent of the elas¬ 
tic curve where the deflection is 
wanted. 

(e) The deflection wanted is A 2 — 
A3. 


ISl 



PROBLEMS 

436. A 10-in., 30-lb. American standard beam 30 ft. long rests on two supports, 

one at one end and one 10 ft. from the other end. It carries a uniformly distrib¬ 
uted load of 650 lb. per ft., which includes the weight of the beam. Calculate the 
deflection of the overhanging end. Arts, y = 0.350 in. 

437. A small beam for which El = 100,000 is 48 in. long and rests on supports 
36 in. apart overhanging 12 in. It carries 200 lb. at the overhanging end, and 
600 lb. 24 in. from the overhanging end. Calculate the deflection at the 600-lb. 
load. 

438. A beam rests on two supports, the distance between which is.L, and over¬ 

hangs a distance of L/2 at one end. A uniform load W extends over the entire 
length of the beam. Calculate the deflection at a point midway between the 
supports. Ana. y = WL^/28SEI. 

439. A beam of length L rests on supports at the ends and carries a uniform 
load W over one-half. Calculate the deflection at the midpoint. 

123. Location and Amount of Mainmum Defiectioni Simple or 
Overhanging Beams. It is obvious that a tangent to the elastic 
curve is horizontal at the point where the deflection is greatest. This 
fact may be used to determine where the maximum' deflection occurs. 

In the beam shown in Fig. 246 the angle $ between the tangent at the 
right reaction and the original horizontal line of the beam may be 
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computed from 



radians 


(It should be kept in mind that this angle in an actual beam is very 
small. It is greatly exaggerated in the sketch.) 

Since the tangent at the point of maximiun deflection is horizontal, it 
also makes the angle % with the reference tangent at the right reaction. 
By the first area-moment proposition the area of the shaded part of the 
bending-moment diagram divided by El equals 9, the angle between 
these two tangents. The shaded area therefore equals Eld. If this 
area can be expressed in terms of its unknown length m and equated to 
EI0, it will be possible to solve for m. 

Two examples will illustrate the application of this method. 

IP 



Fro. 246 


B b i 


A 






4 .! 


-r 

I 


P6 




-P6 


Fig. 247 


Example 1. A wooden beam 6 in. wide, 8 in. deep, and 22 ft. long is supported 
and loaded as shown in Fig. 246. Calculate the maximum deflection due to the 
two concentrated loads. Assume E - 1,200,000 lb. per sq. in. 

Sclution: 


Ai 


700 X 20 X 12 X 120 X 80 - 2,000 X 8 X 12 X 48 X 32 
1,200,000 X 266 


= 4.29 in. 


Also $ ^ Ai/Z/ =» 4.29/240 = 0.0179 radian. But El $ =» shaded area. Thus 
0.0179 X 1,200,000 X 256 = 700my2, whence « 15,660, and w = 125 in. 

Obviously p, the maximum deflection, is equal in amount to As, the displacement 
of the right reaction from the tangent at the point of maximum deflection. But 
A 2 equals the statical moment of the shaded area with respect to the right reaction^ 
divid^byJ?/. Or 


y « A2 


700 X 125 X X f X 125 
1,200,000 X 256 


1.49 in. 


Bstmple 2. Derive an exprei^ion for the maxim^liii deflection in a beam on 
ttro supports due to a ringle concentrated load as shown in Fig. 247. 
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Solution: The bending-moment diagram is drawn by parts be ginning at the 
reaction farthest from the load, and the tangent at the support farthest from the 
load will be used. 

= f(L-b)(L + 6) = ^2^ 


Since 9 is a small angle, 


e = 


Ai 


PahjL + b) 
QEIL 


But 0 is also the angle between the tangent at the point of maximum deflection 
and the tangent at the support, and consequently 0 equals the shaded area divided 
by El. 

Hence 


Pbm m Pbm^ 

$ =-X — =- 

EIL 2 2EIL 


Equating these values of 0, 


Whence 


Pbm* 

Pab(L -f- b) 

2EIL 

6EIL 

m ^ y 

la(L + b) 

J 3 


Since the tangent at the point of maximum deflection is horizontal, the maximum 
deflection equals the moment of the shaded area with respect to A, divided by El. 

Hence 

Pbm m 2 Pbm^ 

Substituting the value found above for m, 

Pab(L + h) ja(L + b) Pab(L + b)v^3o(L +5) 

J'nutt. - \ 3 27EIL 

The steps to be taken in calculating the maximum deflection of an 
unsymmetrically loaded beam on two supports are: 

(a) Assume the tangent at one support as the reference tangent. 

(b) Draw the bending-moment diagram in the simplest way. 

(c) Calculate Ai, the displacement of the other sup^rart frcan the 
reference tangent. 

(d) Compute the angle 6 between the reference tangent and the 
horizontal. 

(e) Express the area of the part of the bending^noment diagram 
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between the point of tangency and the point of maximum deflection 
in terms of the unknown distance, m, to the point of maximum de¬ 
flection. 

(J) Equate this to Eld, and solve for m. 

( 0 ) Having found m, solve for deflection. 

PROBLEMS 

440. In Fig. 248 let o = 4 in., L = 6 in., P = 6 lb., and El = 1,200. Calcu- 
late the maximum upward deflection between A and B. 

441. In Fig. 248 let a = L/2 and derive an expression for the maximum upward 

12001b. 12001b. 

IS^IS^ _ 

loet y ^ 

Fig. 249 

Am, y = V3PLV54£?/. 

442. A small beam rests on end supports 72 in. center to center and carries a 
uniformly distributed load of 24 lb., covering the 24 in. of the beam nearest one 
end. Calculate the deflection of the midpoint. El = 96,000. 

443. Calculate the location and amount of the maximum deflection of the beam 

shown in Fig. 249. El = 200,000,000. Am, y = 0.214 in. 


P 
C 

Fig. 248 

deflection in terms of P, El, and L, 
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444. A 4-in., 7.7-lb. I-beam is anchored down at one end and rests on a support 
10 ft. from this end. It projects 4 ft. beyond the support. A load of 1,000 lb. is 
applied at the overhanging end. Calculate the maximum upward deflection 
caused by the concentrated load. Am, y » 0.247 in. 

446. A 6-in.-by-8-in. (actual size) wooden beam {E = 1,200,000 lb. per sq. in.) 
rests on supports 20 ft. apart. The 8-in. sides are vertical. A uniformly distrib¬ 
uted load of 3,000 lb. covers 12 ft. of the beam at one end. Calculate the deflec¬ 
tion at the center caused by this load. 

446. A 12-in., 35.0-lb. American standard beam is used as a cantilever project¬ 
ing 22 ft. A concentrated load applied 4 ft. from the free end causes a maximum 
bending stress of 18,000 lb. per sq. in. Calculate the deflection at the end of the 
beam. 

447. A simple beam L in. long carries a concentrated load of P lb. at a distance 
b from one lotion, (a) Prove that at a point between the load and the other 

Phk 

reaction and k in. from the other reaction the deflection is y * — (L* — 5* — k^), 

QEIL 

(h) A and B are two points on a simple beam. Prove that the deflection of point 
A caused by a load P applied at B equals the deflection of point B caused b^ the 
load P applied at A. 

448. A floor is to carry a live load of 75 lb. per sq. ft., and the weight of the floor 
its^i the joists, and the ceiling below may be taken iiai 18 lb. per sq. ft. The floor 
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is carried on 2-in.-by-12-in. (nominal size) joists of southern pine, spaced 16 in. 
on centers and with a span of 15 ft.. For long-continued loading the modulus of 
elasticity of these joists may be taken as 800,000 lb. per sq. in. (a) Does the 
maximum deflection of these joists, caused by the live load alone, exceed of 
the span? 

449. A and B (Fig. 250) are two similar beams. A screw-jack, C, is inserted be¬ 
tween the beams and exerts an upward load of P lb. upon A and a downward load 
of P lb. upon B . The strength of each beam is such that a central load of 4P causes 
a stress equal to the proportional limit. What downward load can be applied to 
the top of beam A at its midpoint without causing a stress greater than the propor¬ 
tional limit in either beam? 



Fig. 250 



460. Derive an expression for the deflection at the end of a cantilever beam carry¬ 

ing a total load of W which varies as shown in Fig. 251. (Hint: The part of the 
load on a length x of the beam is Wx^JL^.) Am. y = WL^/IBEL 

461. Each of two cantilever beams is L in. long and loaded at the end with a 
load of P lb. One is of circular cross-section, the diameter being D at all sections. 
The other is circular, the diameter being D/2 for the half length nearer the load 
and D for the other half. How do the deflections compare? 

462. Two wooden cantilever beams, each 6 in. by 6 in. in cross-section, extend 

a distance of 8 ft. from the face of the wall. One beam is exactly over the other 
and is 3 in. above it. At the free end a roller is placed between the two beams to 
keep them 3 in. apart, without exerting any other restraint on them. A load of 600 
lb. is placed on the upper beam, directly over the roller, (a) Does this cause a 
reaction of 300 lb. on the lower beam? (b) What is the reaction of the roller if, 
in addition to the 600-lb. load on the upper beam, a load of 120 lb. is applied to 
the lower beam at a pwint 2 ft. from the wall? (Assume E =* 1,200,OCX) lb. per 
q. in.) Am, (b) R * 295 lb. 

463. Prove that the deflection of the end of the beam shown in Fig. 252 is 




464. A beam L in. long is bent by a couple of T lb-in. applied at the midpoint, 
as shown in Fig. 263. Calculate the maximum slope of the beam. Calculate the 
end slope of the beam. 

465. Prove that the maximum deflection of the beam shown in Fig. 254 is 


Pa 

6EI 


(ii* - 0.*). 


466. A rests on two supports L ft. apart and overhangs at each end a dis- 
stance of /3 ft. It carries a load Q at the midpoint and equal loads P at each 
end. What part of Q must P be in order that the elastic curve of the beam shall 
be horizontal at the supports? ■dns. P * 0.3750. 
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Note: Problems 457-460 are statically indeterminate. The solutions depend 
upon the fact that the beams which are in contact deflect equal amounts at the 
point of contact and each beam exerts the same force on the other at the point of 
contact. Formulas for deflections given in Appendix C may be used. 


Fig. 252 Fio. 253 

467. A 12-in., 31.8-lb. I-beam projects 15 ft. from the face of a wall into which 
the other end is rigidly fixed. The free end of the cantilever is just in contact with 
the midpoint of the top flange of another 12-in., 31.8-lb. I-beam 15 ft. long which 
rests on supports at its end, no force being exerted between the two beams. A 
load of 18,000 lb. is placed on the cantilever beam 12 ft. from the wall. What re¬ 
actions does this load cause at the ends of the simple beam? 

Ana. R = 5,970 lb. 

468. A beam of length L rests on two supports at the ends, and at its midpoint 
its lower surface is in contact with the top surface of the end of a cantilever beam 
L/2 in length. If a load of P lb. is applied to the upper beam at each quarter- 
point, calculate the force F exerted by the cantilever beam on the simple beam. E 
and I are the same for both beams. 


Fio. 254 Fio. 255 

469. A 6-in., 12.50-lb. I-beam 10 ft. long rests upon supports at the ends. In 
contact with its upper surface at the midpoint is a 4-in., 7.7-lb. I-beam which rests 
on two supports each 4 ft. from the point of contact of the two beams. The two 
beams are just in contact when unloaded. If a uniformly distributed load of 4,000 
lb. is applied to the upper beam, what is the pressure of the lower beam against 
the upper beam? ^ Ana, F « 1,620 lb. 

460. In Fig. 255 A-A is a simply supported beam, and the two beams B-B are 
simply supported beams which are just in contact with the upper surface of A-A 
when unloaded. A load of 1,200 lb. is applied to the midpoint of each of the beams 
B-B, The beams are all of the same cross-section. Calculate the reactions at 
A and B due to the loads. El is the same for all three beams. 
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RESTRAINED BEAMS 

124. Introduction. The simple and overhanging beams so far con¬ 
sidered have been assumed to rest on supports which offer no restraint 
as the beam deflects, so that the elastic curve is free to assume any slope 
at the support. Knife-edges and frictionless pins are examples of such 
supports. Ordinary bearing plates and many riveted connections 
approximate the condition, and the shears and moments in beams 
supported on them are customarily calculated on the assumption that 
there is no restraint at the support. 



In this chapter two types of statically indetc^'Tninale beams will be 
considered. These are commonly called “ beams,fixed at one end ” 
and ‘‘ beams fixed at both ends.” A third type, “ continuous beams,” 
will be considered in Chapter XVII. 

126. Beams with Fixed Ends. In Fig, 256 a beam fixed at one end 
and a beam fixed at both ends are shown. The restraint may actually 
be furnished by other means than by embedding the end in a wall. 
The diagrams at the top show the conventional way of representing 
the beams. Below them are shown the shapes of the elastic curves. 
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The diagrams at the bottom show the beams as free bodies with the 
ejctemal forces and moments which hold the free bodies in equilibrium. 

For purposes of analysis the important fact about a fixed end is that 
the slope of the beam remains zero (the tangent to the elastic curve 
renuuns horizontal) at the point of restraint as the beam is loaded. In 
the conventional representation of the beam, the point of restraint is 
considered to be at the “ face of the wall.” Conesquently the beam is 
regarded as extending to the face of the wall (or walls, if the beam is 
fixed at both ends) and to be in equilibrium under the loads applied to 
it and the shears and moments that act on it in the plane of the wall 
as in Fig. 256c and/. 

The re^n for calling these beams “ statically indeterminate ” can 
now be imderstood. Consider the beam which is fixed at one end and 
supported at the other end. Only two equations of statics exist for 
the determination of the forces acting on this beam, since there are no 
horizontal forces. But the free body shows that, in addition to the 
vertical forces at A and B, the beam is acted on by a moment of un¬ 
known amoimt at A. The two available equations are not suflBcient to 
determine these three unknowns. That is, there are any munber of 
combinations of values of M^, Va, and Rb which will satisfy the con¬ 
ditions of equilibrixun. This can easily be seen if some value for Rb 
is arbitrarily assumed. Whatever this assumed value of Rb, use of 
SM = 0 and S V = 0 will establish values of Ma and of Va consistent 
with it. Therefore some condition in addition to the two given by the 
eqtiations of statics is required to establish which one of the possible 
sets of values is the correct one for the beam in question. 

Usually this additional condition is that the deflection of B is zero. 

When a beam is fixed at both ends, there are two reaction elements 
in addition to those required for equilibrium, and two equations in 
addition to those of statics are needed unless the beam is symmetrically 
loaded. 

In the design or investigation of statically indeterminate beams thp 
firat step is to find the values of the moments and forces that act on the 
beam at the supports. After these have been found, bending moments 
and shears and deflections at points along the length of the beam can be 
determined by principles given in previous chapters. 

Succeeding articles will outline methods of determining the external 
mom^ts and forces on restrained beams, and the deflections given them 
by i^rtam loadings. The method of superposition will be applied to 
beams fiix^ at one end. For the solution of beams fixed at both ^ds 
this method is less advantageous and will not be used. 

Next the double-integration method will be given and, after that, 
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the area-moment method. Either of these methods may be omitted 
if time does not permit the study of both. 

126. Beam Fixed at One End; Superposition. This article dis¬ 
cusses and illustrates the solution of beams fixed at one end by a method 
based on the “ principle of superposition,” which affords a simple 
solution making use of known deflection values for cantilever beams 
that have been found by area moments or double integration. 

As applied to problems of this type, the principle of superposition 
may be stated thus: The deflection at any point in a beam fixed at 
one end is the algebraic sum of two deflections: (1) the deflection at that 
point in a cantilever beam with the same given loads, and (2) the 
deflection at that point in the same cantilever beam caused by the 
reaction. If the deflection at the reaction of a beam fixed at one end 
is zero, the reason is that the reaction has such a value that it produces 
an upward deflection at the reaction equal to the downward deflection 
at the same point of the urusupported cantilever due to the given loads. 
This fact may be expressed as an equation, the solution of which yields 
a value for R. 

In Chapter X it was shown that the deflection at the end of a canti¬ 
lever beam with a concentrated load P at the end is PL^/ZEI. In a 
cantilever beam with any given loading let the deflection at point B 
due to the loading be yB, and let the distance to B from the fixed end 
be L. Then, for a beam fixed at one end and having a support at B 
and this same loading, the principle of superposition as stated above 
may be expressed by the following equation: 


RL^ 

3EI 


-Vb = 0 


In this equation an expression for in terms of the loads is substituted, 

and then the equation is solved for R. 

Example. A beam of length L, fixed at one end and supported at the other 
end , as shown in Fig. 257o, carries a load P at the midpoint of the beam, (a) Cal¬ 
culate the reaction. (6) Draw shear and bending-mome -.t diagrams for the beam. 

Solution; (a) In Table XIII, case 3, the expression for the end deflection of a 
cantilever beam with a load at the midpoint is 5PL®/4&B/. Inserting this value 
for ya in the equation given above, 

RL* 5PL» 
m i&EI 


B 


£ 

16 


P 


whence 
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(6) After the value of the reaction is known, it is treated as an upward load m 
calculating shears and bending moments, which are found by the methods pre¬ 


viously explained. It is generally con¬ 
venient to use the segment on which 
the support acts in calculating shears 
and bending moments. At the load, 
M s= 6PL/32. At the fixed end Ma 
* 5PL/16 - PL/2 = -3PL/16. A 
point of inflection occurs at a distance 
16L/22 from the reaction. The shear 
and bending-moment diagrams are 
shown in Fig. 258. The same stresses, 
slopes, and deflections would result in 
the two beams shown in Fig. 258d. 




Fig. 258 


A further application of the principle of superposition indicates 
that the bending moment at any given point in a beam fixed at one end 
is the algebraic sum of the bending moment at that point in a beam on 
two supports (without restraint) and the bending moment at that point 
due to the end moment Af^. The bending-moment diagram therefore 
may be obtained by drawing the bending-moment diagram for a simple 
beam on two supports and superposing on this diagram the negative 
triangular area constituting the bending-moment diagram for a simple 
beam on two supports with a negative moment Ma at one support. 
This combination is shown in Fig. 258e. 


PROBLEMS 

471* Using the value for deflection given in case 3, Table XIII, derive an ex¬ 
pression for the reaction in a beam fixed at one end and loaded with a single con¬ 
centrated load. If a » 0.6L, draw shear and bending-moment diagrams. 

472. Using the value for deflection given in case 7, Table XIII, derive an ex¬ 
pression for the end reaction in a beam fixed at one end with a triangular load. 
Dmw shear and bending-moment diagrams. , Ans. R « W/h, 
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478. Using the value for y at a distance z from the fixed end of the cantilever 
given in case 1, Table XIII, derive an expression for the reaction of a beam fixed 
at one end and extending beyond the reaction a distance a with a load P at the end 
of the overhang. Draw shear and bending-moment diagrams for the case a «= 
L/3. 

474. Using the value for deflection given in case 3, Table XIII, calculate the 
value of the reaction of a beam fixed at one end, supported at a distance L from 
the fixed end, and carrying two equal loads P, one L/3 from the fixed end and one 
2L/3 from the fixed end. Draw shear and bending-moment diagrams. 

476. Using the value for the deflection given in case 4, Table XIII, derive an 
expression for the end reaction in a beam fixed at one end, supported at a distance 
L from the fixed end, and having a uniform load extending o er the half of the 
beam nearer the fixed end. Draw shear and bending-moment diagrams. 

Am. R = IwLimEL 


DOUBLE INTEGRATION METHOD 


127. Beam Fixed at One End; Double Integration. The solution 
of beams fixed at one end by double integration will be illustrated by 
the solution of a beam with uniform loading. The method of super¬ 
position, as illustrated in Art. 126, took advantage of the solutions of 
cantilever beams in Chapter X, where certain deflections had been 
found by double integration. The 
solution in the following example 
does not do this. Some of the work 
in this solution is equivalent to a 
repetition of part of the solution of 
cantilever beams. 

To find the amount of the reac¬ 
tion, R (Fig. 259), the equation of 
the elastic curve may be utilized, 
employing the condition specified Fig. 259 

in Art. 124, that the deflection at 

the supported end is zero. After R has been found, the conditions 
of equilibrium are sufficient to permit determination of shears and 
moments throughout the length of the beam, and the equation of 
the elastic curve can be used to determine the maximum deflection. 

If the origin is chosen at the unrestrained end, the value of M at a 



distance x from the origin 


is 




(1) 
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Integrating, 


ax 


dy Rx‘ wx' 




r « Xl i. « . WL®, , 

When ® = L, -r- = 0; therefore Ci = —-—h “t" > and 
dx 2 “ ’ 


dx 2 


6 

wx® fiL® wL® 

6 2 6 


Integrating again, 
My = 


/2ir® 


wx 

24 


^ M®x , wL®x , ^ 
H-r C 2 


6 


( 2 ) 

(3) 

(4) 


But y =s 0 when x = 0; hence C 2 = 0, and 


__ i2x® wx^ 

RL^x wL^x 



2 6 

(5) 

But also, y = 0 when x = L; hence 



M® wL^ i?L® 

wL* ^ 


6 24 2 

+ —= 0 

(6) 

Solving for B, 



II 

00 1 CO 

il 

3 

(7) 


The bending moment at the fixed end is 



wL® 

T" 


wL® 

8 


The shear and bending-moment diagrams are shown in Fig. 260. The 
maximum -f bending moment occurs when the shear changes sign, 
which is -f-L from the support. 

— wL® 

3 3 64 9 

At this point M = -wL X -L --— = 

00 ^ 1^0 


To find the location and amount of the maximiun deflection of this 
beain, the value B = fwL is substituted in equation (3). Then 



3 g wL® 

— wLXr -— WL H ~ 

16 6 16 6 


, ( 8 ) 


But since the slope of the elastic curve is zero at the point of maxim iim 
deflection, the abscissa of this point can be foimd by equating the 
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rightrhand member of equation (8) to zero. Hence 

One of the roots of this equation is ® = 0.4215L, which is the distance 
from the supported end of the beam to the point of maximum deflection. 



Fig. 260 


Substituting -fwi* for R in equation (5), 


Ely »= 


3 , wL^x 

* + — 


wL^x wLx^ wx* 
"is”- 16 “ 24 


The value of for a: = 0.4216L is the maximum deflection, which is 

= nn 

186 ^/ 185 ^/ ^ ' 


The same slopes, deflections, and stresses would result in the two beams 
shown in Fig. 260d. 


PROBLEMS 

476. A 4rm., 7.746. I-beam is fixed at one end and supported at the other end, 
the d istant* between the fixed point and the support being 12 ft. Calculate the 
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maximum bending stress caused by a load of 2,400 lb. uniformly distributed. 

Arts, S = 14,440 lb. per sq. in. 

477. A beam fixed at one end and simply supported at the other end is 22 ft. 
long and carries a load of 1,000 lb. per ft. Select a suitable steel beam. 

478. Compare the weights of two steel beams of square cross-section, each to 
carry a uniform load of 2,000 lb. with a span of 10 ft. and with a unit stress of 
18,000 lb. per sq. in., one beam being simply supported at the ends, and the other 
being fixed at one end and supported at the other. 

479. A beam 40 ft. long on three supports, with two equal spans, carries a uni¬ 
form load of 4,000 lb. on each span. The beam weighs 60 lb. per ft. Calculate 
the maximum bending moment and the amount of the center reaction. (Hint: 
Bending moments and end reactions in each span of a symmetrical continuous 
beam on three supports are the same as those of a beam fixed at one end and simply 
supported at the other end. Why?) 

A beam of length L, fixed at end A and supported at end B, has no load, 
but a couple of T lb-in. is applied at B as shown in Fig. 261. By the double¬ 
integration method, solve for the vertical reaction at B. Draw shear and bending- 
moment diagrams. (Hint: The beading moment at a distance x from B equals 
Rbx - T.) Ana. R = 3T/2L. 



Fig. 261 Fig. 262 


128. Beam Fixed at Both Ends; Unifonn Load. In this case there 
are four unknowns acting on the beam: Ma, Mb, Va, and Vb (Fig. 
262). These are two more than the available conditions of static 
equilibrium. Because of the symmetry of the restraints and the 
loading, however, Va — Vb — wL/2 and Ma = Mb- The equation 
of the elastic curve can be used to establish the value of Ma- After this 
has been done, shears and moments can easily be determined through¬ 
out the length of the beam. 

To write an expression for the bending moment at a distance x from 
the A end, consider the left-hand segment of length x. On this is the 
upward force Va the downward load wx, and also the unknown moment 
Ma 9 which must be included with the moments of the forces. Hence 




. wLx wx^ 

^A + — - 
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Hence, 


Integrating, 


wLx 


W3^ 

2 


ax 4 


But dy/dx = 0 when a: = 0. Therefore Ci = 0. 



Fig. 263 


Also, because of symmetry dy/dx = 0 when x = L/2. Hence 
2 16 48 


Ma = - 


At the midspan, 

ti)L® wL L wL L , wL^ WL 

24 “■^24 

The shear and bending-moment diagrams are as shovra in Fig. 2636 
and c. 'Substituting the value of in the equation for the slope, 

dy wL^x , wLx^ vxx^ 

EI~ = - -rTT'^'H -T" 

d* 12 4 6 
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and integrating, 


Ely^ - 


wL^x^ wLa^ 
24 12 


wx 


But y 


0 when ® = 0. Therefore Ca 


2/maz. 


wL* 

ZMEI 


= 0. At center 

WL^ 

~ ZMEI 


The same slopes, deflections, and stre.sses would result in the three 
beams shown in Fig. 263d. 


PROBLEM 

461. A beam L in. long and fixed at both ends carries a single concentrated loaid 
P at the midpoint. Calculate the bending moments at the ends and at the mid* 
point, and draw shear and bending-moment diagrams. Find the deflection at the 

PL PL^ 

midpoint in terms of E and /. Am. End Af --— ; j/max. = — " • 

, 8 192Jar/ 
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Because of the simplicity of the area*moment method it will be applied to re¬ 
strained beams with a wider variety of loadings than was the double-integration 
method. Also beams fixed at one end will be considered in which the support is 
either above or below the level of the tangent at the fixed end. Most of these 
cases will be presented in the form of numerical problems. However, in order to 
illustrate the method of solving a problem in general terms by area moments, Art. 
129 gives such a solution. 

129. Beam Fixed at One End; Concentrated Load at Midpoint 

The beam and loading are shown in Fig. 264a, and the approximate 
shape of the elastic curve is shown in 6. The bending-moment diagram 
is drawn in two parts as shown in c, the ordinates of the upper triangle 
representing the moments due to the unknown reaction R. 

If the support at B is on the level of the horizontal tangent at A, 
the displacement of B from the tangent at A is zero. Therefore the 
statical moment, with respect to B, of the bending-moment diagram, 
divided by B/, is zero. Hence 


L 2, PL L 5, 
El 


= 0 


Solving for 72, ' i? = 

The shear diagram and the combined bendii^-moment diagram are 
shown in d and e. At the point of maxunum deflection the tangent 
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to the elastic curve is horizontal and therefore parallel to the tangent 
at A. From this fact it follows that the area of the bending-moment 
diagram between the point of maximum deflection and A, the fixed end, 
is zero. This fact may be used to determine the location of the point 



where the deflection is maximum. The total plus area in the M 
diagram is -^PL X = -^PL^. 

The total minus area is PL/2 X L/4^ = 

Let TO be the number of inches from B to the point of maximum 
deflection; then 





from which 
and 


TO = 0.447L 
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But the maximum deflection equals the displacement of B from the 
horizontal tangent. Hence 


and 


5 ^ 0.447L 2 

— P X 0.447L X —^ X - X 0.447L 

Id Z o 


El 


VmBSL = - 0.00931- 


PL® 

El 



130. Beam Fixed at One End; Any 
Loading. The value of the reaction on 
a beam fixed at one end with any loading 
may be found by the procedure used in 
Art. 129. The bending-moment diagram 
is drawn “ by parts/’ working toward 
the fixed end. One of the parts is the 
triangular area due to the unknown R. 

Example. A small beam is fixed at one end 
and loaded and supported as shown in Fig. 266. 
Calculate the value of the reaction. Draw 
shear and bending-moment diagrams. 

Solution: The bending-moment diagram is 
drawn as shown. Since the deflection at the 
reaction is zero, the moment of the M diagram 
with respect to B is zero. Hence 

12i2 X 6 X 8 - 2,700 X 4.5 X 9 ~ 1,800 X 
2 X 10.6 = 0 


Whence 


R = 


109,350 d- 37,800 
576 


190 -b 66 = 266 lb. 


Note that 190 lb. of the reaction is caused by the uniform load, and 66 lb. by the 
concentrated load. 

The shear at A =* 900 — 256 = 644 lb. Bending moments are calculated 
by summing up moments of the loads on the segment on which the reaction acts. 
Thus ilfA = 12 X 256 - 9 X 300 - 600 X 3 = -1,428 Ib-ft. 

With Rst Va* and Ma known, the shear and combined bending-moment dia¬ 
grams can drawn. They are shown at (d) and (e). As with simple beams, it 
is evident that dangerous sections ” occur at points where the shear line passes 
through zero. The combined bending-moment diagram shows a point of zero 
bending moment between the fixed end and the load. Between this point and the 
fixed end the bending moment is negative, and the beam is bent concave down; 
between this point and the other end of the beam th6 beam is concave up. 
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In examples like this one, where the deflection of the support is zero 
from the tangent at the fixed end, it is evident from the deflection 
equation that the amount of the reaction at the support is independent 
of E and /, provided that El is a constant throughout the length of 
the beam. This means that the reaction will be the same for a beam 
of any cross-section and material carrying this load, provided, of course, 
that the proportional limits of the material is not exceeded. In such 
cases the equation may be written in foot units instead of inch units, 
which simplifies the arithmetic slightly. 

PROBLEMS 

482 . For the beam shown in Fig. 266 calculate the amount of Rr. Draw shear 

diagram and combined bending-moment diagram. Ana. Rr = 554 lb. 

483 . A beam L in. long is fixed at one end and supported at the other. It 
carries a load of P lb. 0.4 L from the reaction. Calculate the amount of the re¬ 
action. 



Fig. 266 


3000 lb. 


i 



11000 lb. per ft. 


i 

^ V 


I 




Fig. 267 


1 

lOOOO lb. 

1 

■ 7!!^ 



Fig. 268 


484 . For the beam shown in Fig. 267 calculate the reaction, and draw the shear 
diagram and combined bending-moment diagram. 

485 . The reaction R (Fig. 268) is on the level of the tangent at the fixed end. 
Calculate R due to the load of 10,000 lb. Draw a combined bending-moment dia¬ 
gram, and select the lightest steel wide-flange beam to carry this load with a stress 
not exceeding 20,000 lb. per sq. in. 

131. Support Not on Level of Tangent at Fixed End. If a beam 
fixed at one end is supported at some point and the support is pushed 
up above the line of the tangent at the fixed end, the amount of this 
reaction increases. If the support settles below the level of the tangent, 
the amount of the reaction decreases. The reaction becomes zero 
when the support is lowered imtil the beam carries the loads as a 
cantilever, if it is able to do so. 

The method of solving for the amount of the reaction in such prob¬ 
lems is the same as where the support remains on the level.” E and 
/ must be known (or assumed), since they do not go out of the equar 
tion as they do when the support is at the same level as the fixed end. 

Example. A 6-in., 10-lb. I-beam is fixed at one end and loaded as shown in 
Fig. 269. The other end is supported, and the support is jacked up 0.25 in. above 
the tangent. Calculate the amount of the reaction. 
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SoltUion: 

216R X 108 X 144 - 96,000 X 48 X 184 
30,000,000 X 12.1 

90,750,000 + 848,000,000 = 216R X 108 X 144 
B = 253 + 27 = 280 lb. 

In following through this solution it will be observed that 27 lb. of this reaction 
is due to the fact that the support is elevated. For each additional quarter-inch 
of upward displacement the reaction will increase by 27 lb.; and, if the support is 
lowered, there will be a decrease of 27 lb. for each quarter-inch. 

PROBLEM 

486 . Solve the Example of Art. 131 if the support is lowered 0.50 in. below the 
tangent. Draw combined M diagram. By what amount does the lowering of the 
support increase the maximum stress in the beam? 



Fro. 269 Fig. 270 


132. Beams Fixed at Both Ends. As was pointed out in Art. 124, 
in a beam fix^ at both ends there are an unknown moment and an 
unknown shear at each support (Fig. 270). The determination of 
these four unknown quantities requires four equations. SM = 0 and 
SF = 0 furnish two of these equations. In the general case of un- 
symmetrical loading, the other two equations are provided by the 
area-moment propositions, the conditions of restraint that are present 
being utilized. 

In order to imderstand the drawing of the bending-moment diagram, 
consider a section at a distance x from the A end of the beam shown 
in Fig. 270. On the left-hand segment there are the unknown upward 
force Va, the downward loads, and also the unknown end moment 
which must be included with the moments of the forces. Therefore 
the bending moment at a distance x from the A end is 

Mx — Ma + Vax — Moments of intervening loads 
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In drawing a bending-moment diagram for the beam, it is convenient 
to plot these terms separately, as shown in Fig. 271a. The moment 
Ma is the same for all values of x, and appears as a rectangle in the 
bending-moment diagram. The term Vax results in a triangle, since 
the moment oi V a increases as x increases. The moment of each 
intervening load results in a triangle if the load is concentrated, and 
in a parabolic area if the load is uniformly distributed. 

If more convenient, the distance x may be measured from the B end 
of the beam. In this case the moment equation is 

Mx = Mb-{■ VbX — Moments of intervening loads 

With X measured from the B end of the beam, the bending-moment 
diagram is as shown in Fig. 2716. 



133. Beams Fixed at Both Ends; Symmetrical .Loading. Becaqse 
of the S3anmetry of loading, Va and Vb each equals one-half the sum 
of the loads. Since Va is known, only one equation based on the 
conditions of restraint is necessary. The simplgst equation is based on 
the fact that in a S3rmmetrical beam the tangent at the midpoint is 
horizontal and therefore parallel to the tangent at either fixed end. 

Example. Calculate the shear and bending moment at the left end of the beam 
in Fig. 272, caused by the concentrated loads. Draw shear and combined bending- 
moment diagrams 

Solution: Since the beam is symmetrical, Va “ 1,000 lb. Since the tangent at 
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the midpoint is parallel to the tangent at the left end, the area of the M diagram 
between these two points is zero. Therefore 

10,000 X 5 -h lOAf^ - 4,000 X 2 » 0 
Ma * 800 - 5,000 = --4,200 Ib-ft. 

Ms « + 67 a = -4,200 + 6,000 » +1,800 Ib-ft. 


PROBLEMS 

487 . Calculate the deflection at the midpoint of the beam in the preceding ex¬ 
ample. 

488 . Calculate the end moments, the moment at the midpoint, and the maxi¬ 

mum deflection of the beam shown in Fig. 273. Draw shear diagram and com¬ 
bined bending-moment diagram. i4ns. Ma = — 11T7L/96. 

489 . The beam shown in Fig. 273 is a 5-in., 10-lb. American standard beam, L 
is 12 ft., and W is 4,000 lb. Calculate the maximum bending stress caused by the 
load W. Draw shear and bending-moment diagrams. 



W 

V2—> 


I 





Fig. 273 


Fig. 274 


490 . Select the lightest WF beam to carry the loads shown in Fig. 274 if P is 
12,000 lb, and the allowable stress is 20,000 lb. per sq. in. Draw shear diagram 
and combined bending-moment diagram. Neglect weight of beam. 

491 . A beam L in. long, fixed at both ends, carries a concentrated load of P lb. 
at the midpoint. Using the area-moment method, calculate the bending moments 
at the ends and at the midpoint, and the maximum deflection, in terms of E and 7. 
Compare these with the corresponding values for a simple beam loaded in the 
same way. 

492 . A beam L in. long, fixed at both ends, carries a load of W lb. uniformly 

distributed over its entire length. Using the area-moment method, calculate the 
bending moments at the ends and at the midpoint, and the maximum deflection, 
in terms of E and /. Compare these with the corresponding values for a simple 
^am loaded in the same way. Ans. y = ’-WL^/SMEI. 


134* Beams Fixed at Both Ends; Unsymmetrical Loading. In this 
case two unknown quantities must be solved for by equations based on 
the conditions of restraint. The method of drawing the bending- 
moment diagram whiqj^ has been shown makes it most convenient to 
solve for the bending moment and shear at one end. There are three 
conditions of restraint, and the two which result in the simplest equa¬ 
tions should be chosen. Those available are: 

(1) The tangent at one end is parallel to the tangent at the other end. 

(2) The deflection of the right end from the tangent at the left end 
equals zero. 
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(3) The deflection of the left end from the tangent at the right end 
equals zero. 

Example 1. The beam used in the Example of Art. 133, with one of the loads 
omitted, will be considered. This is shown in Fig. 275. ^Ive for the shear and 
moment at each end, and draw a combined M diagram. 




Sdlviion; The equation based on the first condition of the three listed is: 

20Fb X 10 + 20Mb - 6,000 X 3 = 0 

IOFb + Mb = 900 (1) 

The equation based on the third condition listed is: 

20Fb X 10 X V + 20Mb X 10 - 6,000 X 3 X 2 = 0 

VFb +Mb = 180 (2) 

Subtracting equation (2) from equation (1), 

1^0 Vg = 720 
Vb = 216 lb.‘ 

Therefore, since ZV = 0, Fa = 1,000 - 216 = 784 lb., and with these values 
the shear diagram can be drawn. 

' The positive value found for Vb indicates that Fb causes positive bending 
moment as assumed in the first equation. It is therefore an upward force on the 
right-hand end of the segment and, according to the usual shear convention, this 
is negative shear, and it is so shown in the shear diagram. 
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Also from equation (1) 

- 900 - 10Vb = 900 - 2,160 = -1,260 Ib-ft. 

As shown on the bending-moment diagram “ by parts,” 

Ma = 20V'b + Mb- 6,000 

Therefore Ma = 4,320 - 1,260 - 6,000 = -2,940 Ib-ft. * 

At the load the bending moment equals 

Me = Mb + 14 Fb = -1,260 + 14 X 216 = 4-1,765 Ib-ft. 


With these values the combined bending-moment diagram can be drawn. 

Example 2. Find the location and amount of the maximum deflection of the 
beam in Example 1. 

Solution: The position of the maximum deflection is found more easily in this 
example than for a simple beam. The maximum deflection occurs where the 
tangent is horizontal. Between this point and either support the area of the M 
diagram equals zero. Representing the unknown distance to the right support by 
m, the area is 


m 


216m X - - 1,260m = 0 


1,260 X 2 
216 


= 11.67 ft. or 140 in. 


The maximum deflection equals the statical moment of this part of the area, with 
respect to one end, divided by EL Taking the statical moment of this area about 
the right-hand end, the deflection is 

140 X 216 X 70 X # X 140 - 1,260 X 12 X 140 X 70 ^ , 

1 / s ' ' —- \jtZiio m. 

^ 30,000,000 X 6.0 


PROBLEMS 

493. A 4-in., 7.7-lb. I-beam is fixed at both ends, the fixed points being 18 ft. 

apart. A load of 2,400 lb. is applied 6 ft. from one end. Calculate the shear and 
bending moment at each end and the maximum deflection caused by the 2,400-lb. 
load. > Ans. y = 0.54 in. 

494. A steel beam has a span of 10 ft., clear, and is fixed at both ends. A load 
of 6,000 lb. is uniformly distributed over the left half of the beam. Neglecting 

weight of beam, draw shear and bending-mo¬ 
ment diagrams, indicating values at significant 
points, including maximum bending moment. 
Select the lightest steel I-beam that can be used 
_ with a stress of not more than 18,000 lb. per sq. 

fxu. Calculate the deflection at the center. 

496. For the beam shown in Fig. 276 draw shear and bending-moment dia¬ 
grams, indicating values, and select the lightest steel I-beam that can be used with 
stress not exceeding 18,000 lb. per sq. in. Calculate center deflection. Neglect 
weight of beam. L = 24 ft., P = 12,000 lb. Ans, Mb = —49,500 Ib-ft. 

496. A beam of length L, ^ed at both ends, has a single load P at a distance L/3 
from one end. Calculate the end shears and end moments, and draw shear diagram 
and combined bending-moment diagram. 
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497* Solve Problem 496 if the beam carries two loads P at distances from one 
end of 0.3L and 0.6L, respectively. 

■ 498* Calculate the size of a square timber beam required to carry the load in 
Problem 493. Also calculate the maximum deflection. Bending stress is not to 
exceed 1,200 lb. per sq. in. Assume E to be 1,200,000 lb. per sq. in. 

136* Beam with Fixed Ends Considered as Simple Beam with End 
Moments. It is sometimes convenient to think of a restrained beam as 
a beam simply supported at the ends and acted on not only by a load, 
or a system of loads, hut also by moments applied to the beam at its ends. 
If these moments are of the proper amounts, they will rotate the ends 
of the beam until the tangents to the elastic curve are horizontal at 
those points. In this case the beam meets all the conditions of a 
beam fixed at both ends.^' A restrained beam, then, is simply a 
beam supported at the ends and acted on by both a system of loads 
and a system of end moments so adjusted to the loads that the tangents 
to the elastic curve are horizontal at the ends of the beam. 

It follows from this proposition that the bending-moment diagram 
for a restrained beam may be shown in two parts: (1) the bending- 
moment diagram for a simple beam carrying the given loads, and (2) 
the bending-moment diagram for the beam without loads but acted on 
by the end moments. 

Since the drawing of bending-moment diagrams for simple beams 
has already been discussed at length, it remains to consider the diagram 
which represents the bending moments caused in a beam by end mo¬ 
ments. 

In Fig. 277a is shown a beam supported at the ends and with end 
moments Ma and Mb acting in directions corresponding to plus bending 
moment. In b is shown the beam as a body in equilibrium with the 
forces exerted by the supports. These reactions will act in the di¬ 
rections shown if Ma is greater than Mb* At a distance x from A the 
bending moment is 

a; = - (Ma -Mb) ~ 

If X = L, the value of M* becomes Mb. Therefore, as shown in Fig. 
277c, the bending-moment diagram due to end moments is a trapezoid 
with end ordinates of Ma and Mb- If there is an end moment at only 
one end, the bending-moment diagram is a triangle. 

As an example of considering a beam with fixed ends as a simply 
supported beam with end moments, take the beam shown in Fig. 
278a. The bending-moment diagram, drawn in two parts, is shown 
in b. Above the axis is the plus bending-moment diagram for a simple 
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beam with this loading, and below the axis is the negative bending- 
moment diagram due to the negative end moments. From f^nnmetry 
Ms and Mb are equal. 



i 

A ‘•/2 i B 

t L y 

1 

1 

• 



Ma 


Mb 


(l» 


pT 

B_ 


3 

(c) 


id\ 1 



Fia. 278 


The solution for the value of Ms is very simple. Since the tangents 
at the ends are horizontal, the total area of the M diagram is zero. 
Hence 


from which 


^ X ^ + MaL = 0 
4 2 


Ma = - 


PL 


The combined bending-moment diagram shown in Fig. 278c may 
be obtained by rotating the negative area about its upper edge. The 
overlapping plus and minus areas cancel. It will thus be seen that the 
bending-moment diagram for any beam with fixed ends may be drawn 
by starting with the bending-moment diagram for a simple beam with 
the same loading and drawing across this diagram a strai^t line with 
end ordinates of Ma and Mb, respectively. This straight line is then 
the zero axis. 

There are many beams with ends not perfectly fixed; in other words, 
the tangents at the ends are not exactly horizontal. Rotation of the 
right-hand end in a clockwise direction tehds to increase the minus 
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bending moment at the right end and decrease the minus bending 
moment at the left end, as is easily seen if the effect of this rotation 
on the curvature at the ends of the beam is visualized. The bending- 
moment diagram for such a beam may be drawn by starting with the 
bending-moment diagram for a beam on two supports having the same 
loading and drawing across this a straight line having end ordinates 
equal to the minus end moments, respectively. As an example Fig. 
278d shows the bending-moment diagram for the beam shown in Fig. 
278a but with the end restraint slightly relaxed. 

PROBLEMS 

The solution of Problems 499-502 is to be based on bending-moment diagrams 
drawn in two parts, as suggested in the second paragraph of Art. 135. The area- 
moment propositions are to be used. 

499. Show that, for a beam fixed at both ends, with any symmetrical loading, 
the end moment equals — A/L, where A is the area of the moment diagram for a 
simple beam with the same span and loading. 

600. Show that, for a beam fixed at one end and supported at the other end with 
any system of loads symmetrical about the midpoint, the bending moment at the 
3 A 

fixed end equals-y , in which A is the area of the moment diagram of a simple 

2 Jb 

beam with the same span and loading. 

501. Calculate the bending moment at the fixed end of the beam shown in Fig. 
264. 

602. Calculate the bending moments at the ends of the beam shown in Fig. 275. 



1200 Ib. 
-60' 


600 lb. 


Fig. 280 
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603. For a beam fixed at one end and carrying a single concentrated load not at 

Pb^ 

the midpoint (Fig. 279) show that E = ^ (a 2L). 

604. Using the value of R of Problem 503, draw shear and bending-moment 
diagrams for a beam in which a ^ LI4, 

606. The beam shown in Fig. 280 is fixed at A and supported at B. Calculate 
the amount of Rs if the support is on the level of the tangent at A. Draw shear 
diagram and combined bending-moment diagram. 

606. A beam L ft. long is fixed at one end and supported at the other end. A 
load of V) lb. per ft. is uniformly distributed over the half of the beam nearest the 
support. Calculate the amount of the reaction. 

607. The principle of superposition shows that, in a beam fixed at one end and 
supported at the other end, if the end support is raised (or lowered) A in., the 
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change in reaction equals the force required to produce an end deflection of A in. 
in a cantilever beam of the same length and stiffness. Show that, for such a beam 
uniformly loaded, if the end reaction is raised or lowered, 


R = 


3 ^ 
-wL± 


3E/A 

L3 


Discuss the change in the bending-moment diagram due to raising or lowering the 
end reaction. 

808. Calculate the reaction Rb for the small beam shown in Fig. 281. Draw 
shear diagram and combined bending-moment diagram. 



Fig. 281 Fig. 282 


609. The beam shown in Fig. 282 is a 4-in., 8.6-lb. I-beam. Calculate the max¬ 
imum deflection caused by the concentrated loads. P = 1,500 lb. 

Ans. y = 0.444 in. 

610. A beam L ft. long is fixed at both ends. A load of w lb. per ft. extends 
from the midpoint to one fixed end. Calculate the bending moments and shears 
at the fixed ends. 

611. A beam fixed at both ends carries three equal loads P, one at a distance L/4 
from each end and one at the midpoint. Calculate end shears and the moments, 
and draw shear and bending-moment diagrams. Calculate maximum deflection. 

612. A beam of length L fixed at end A and supported at end B carries a tri¬ 
angular load W as shown in Fig. 283. Draw the shape of the elastic curve, and cal¬ 
culate the value of Rb and the slope at P. Draw shear and bending-moment dia¬ 
grams. (See Appendix A for properties of M diagram.) 



Fig. 283 



Fig. 284 


618. The beam AB, Fig. 284, is fixed at both ends, and the beam CD is of the 
same material and cross-section but simply supported at the ends. At the midpoint 
of both beams is a roller which is just in contact with both beams before the load 
is applied. Calculate the reactions at C and D caused by the load P. 

Ans. Rc = P/3. 

614. A steel bar 1 in. square is built into massive concrete walls 6 ft. apart. 
What maitimum bending stress is caused by a central load P of 300 lb.? 

616. A steel beam is fixed at one end and supported at a point 18 ft. from the 
fixed end. It is to carry a load of 10,000 lb. 6 ft. from the ^ed end. Select the 
lightest steel I-beam that will carry this load with a'stress not exceeding 18,000 lb. 
per sq. in. Neglect weight of beam. 


CHAPTER XII 


DIRECT STRESS COMBINED WITH BENDING 

136. Tension or Compression Member with Transverse Load. 

There are many members subject to forces causing tensile or com¬ 
pressive stress on which there are also transverse forces causing bending 
stresses. As a simple example consider a short vertical tension member 
(Fig. 286). This carries an axial load Pi and a transverse load P 2 , 
Between B and C the only stress on a cross-section is the tensile stress 
due to Pi. Above B this tensile stress exists, but there are also the 



(a) 



( 6 ) 


Pig. 286 


stresses caused by P 2 , which are the same as in a cantilever beam. 
The resultant stress at any point in any cross-section E~E' above B 
is the algebraic sum of the tensile stress caused by Pi and the bending 
tension or compression caused by P 2 . 

This statement is slightly inexact. Load P 2 bends the member BD, 
and because of this bending the load Pi has a small moment arm with 
respect to an axis through the centroid of any cross-section between 
B and D. There is thus a moment caused by Pi which is subtracted 
from the moment caused by Pj. If P\ were a compression load, its 
moment would be added to the moment caused by P 2 . 

The deflection A is very much exaggerated in Fig 2866. If BD 
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is short, this deflection is exceedingly small so that PiA is entirely 
negligible compared with P^x. For the present, only problems in 
which the length of the member is relatively small will be considered. 
In such cases the bending stresses caused by axial loads may be ne¬ 
glected without appreciable error. In Art. 142, however, consideration 
will be given to the effect which the deflection produced by the trans¬ 
verse load has on the stresses caused by the longitudinal load. 

Example 1. In Fig. 285a, CD is a steel bar 1 in. by 4 in. BD is 30 in., Pi is 
10,000 lb., and P 2 is 1,000 lb. Calculate the stress at both edges of the bar at D 
and also for a section between B and C. 

Solution: The stress due to Pi = 10,000/4 = 2,500 lb. per sq. in. at any point 
of any cross-section far enough above C so that the stress can be assumed to be 
uniformly distributed. Below B there is no bending stress due to P 2 , and the stress 
is only the 2,500 lb. per sq. in. tension. At D there is bending stress caused by P 2 . 
This is 


m 1,000 X 30 X 2 
I *” 1 X 4« 

12 


11,250 lb. per sq. in. 


This is tension on the right-hand edge. At D the stress is 2,500 — 11,250 = 
—8,750 lb, per sq. in. compression. At D' the stress is 2,500 + 11,250 = 13,750 
lb. per sq. in, tension. 



In general, the stress at any point 
in a cross-section of a member sub¬ 
ject to direct stress and bending may 
be expressed thus: 



In both ^terms of the right-hand 
member the + si^ is commonly 
\ised to designate tensile stress, and 
the — sign compressive stress. 


Example 2. Find the maximum compressive stress in the member AB shown 
in Fig. 286. 

' 12 000 X 2.0 

Solution: By the principle of statics, the tension in BC is equal to —■ - —^ = 

2.4 

10,000 lb. If this is resolved into horizontal and vertical components, it is seen 
that the force acting at B may be considered to consist of an axial compressive force 
of 8,000 lb. and a vertical force of 6,000 lb. AB then is a beam subjected to a con¬ 
centrated force of 12,000 lb. at its midpoint and to an axial compressive force of 
8,000 lb. The maximum bending moment occurs over the load and is equal to 
6,000 X 24 » 144,000 lb-in. For this beam I/c » 14.2 in.^ Therefore the max- 
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imum bending stress is 144,000/14.2 — 10,140 lb. per sq. in. In addition to this 
bending stress there is an axial compression of 8,000/A == 8,000/5.34 sq. in. » 1,500 
lb. per sq. in. Therefore the maximum compressive stress in the beam is 11,640 
lb. per sq. in. at the top of the beam, directly above the load. 


PROBLEMS 

681. What are the maximum tensile and compressive unit stresses in the verti¬ 
cal member of Fig. 287 at a section 1 ft. 6 in. above the pulley? The weight of 
the member itself may be neglected. (Hint: Resolve the pulley reaction into its 
horizontal and vertical components.) Ans. St = 1,583 lb. per sq. in. 

632. Solve Example 2 of Art. 136 if the load is 14,000 lb. and its distance from 
A is 2.5 ft. 



2000 

lb. 


Fig. 287 


10.000 lb. 


1 




5.000 lb. 


{ tl2» 


6"x 12"(actual size) 


- 10 '- 


7 


,10^0 00 lb. 


Fig. 288 



633. A 6-in.-by-12-in. timber beam (Fig. 288), 10 ft. long, carries a load of 
5,000 lb. at its midpoint, a uniformly distributed load of 1,000 lb. (not shown), 
and is subjected to an axial pull of 10,000 lb. What are the maximum tensile and 
compressive stresses in the beam? 

534. The beam AC in Fig. 289 is a 4-in., 7.7-lb. I-beam. The load P is 1,(XX) 
lb. Calculate the maximum stress in the beam caused by the load P. 

535. Solve Problem 534 if the strut BD is made a tension member by moving 
the hinge D to a point 2 ft. above A, 

636. A 5-in., 9.0-lb. channel is used to support a large water pipe, as shown in 
Fig. 290, the lower end being welded to part of the steel framing of a building. If 
the maximum compressive stress on section AB is not to exceed 10,000 lb. per sq. 
in., what is the maximum load P? (Assume that the load is so applied that it 
does not cause twisting of the channel.) Am, P = 715 lb. 

687. A post is to support a bracket, as shown in Fig. 291. The post is sup¬ 
ported by loosely fitting sockets, top and bottom. The dimension o may have 
any value from 1 ft. to 4 ft. With the dimension a such that the greatest stress in 
the post results, determine the value of the load P if the post is 5-in. standard steel 
pipe and the stress is not to exceed 12,000 lb. per sq. in. 
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688 . Solve Problem 536 if the channel is inclined 30° with the vertical, all other 
data being the same. 

689. Solve Problem 637 if the pipe is a 3^-in. standard pipe. 



(o) 


0 ' 


137. Unit Stresses Caused by Eccentric Load on a Prism. The 
short prism shown in Fig. 292a rests on a rigid surface and supports a 

rigid plate to which loads are ap¬ 
plied. The resultant of these 
loads, shown in Fig. 292b as the 
load P, is not axial bpt is parallel 
to the axis of the prism, at a dis¬ 
tance of e in. The distance e is 
called the eccentricity of the load. 
Only problems in which the re¬ 
sultant load lies on one axis of 
symmetry of the cross-section 

I _j_I - will be considered in this article. 

(comp.) Consider as a body in equilib- 
' ' rium the part of the prism above 

the plane FG, which represents 
any transverse plane. For sim¬ 
plicity the side view of this part 
of the prism is shown in Fig. 
293 and will be referred to in the 
following discussion. 

Since the body ABGF is in equi- 
libriiun, the resultant of all the 


(b) 


U—c- 


— '■ \c) 


(comp.)) 




Pec 

1 


(d) 
Fig. 293 


forces on the FG plane must be a force equal and opposite to and collinear 
with the load P. In stressing the prism, this eccentric resultant force 
has two effects: a direct compressive effect and a bending dfect. It is 
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convenient to evaluate these effects separately. This is easily done 
by noting that the eccentric force P is the resultant of an equid ft y ia l 
force P and a couple, or moment, Pe. The stress on FG can therefore 
be treated as the result of this axial load and this moment. The 
axial force P causes a uniformly distributed compressive stress P/A. 
The moment Pe produces bending forces that vary from zero at the 
neutral axis of the cross-section to maximum values at the edges F and 
G. The intensity of the bending stress at a distance c from the neutral 
axis is, of course, given by /S = Mc/I or Pec/I, since the bending mo¬ 
ment is Pe. The total stress intensity at any distance v from the 
neutral axis is —P/A ± Peo/I, in which, as heretofore in this chapter, 
the minus sign is used to indicate compressive stress.^ 


Example. In Fig. 2926 the length of FG is 12 in. and the length of GH is 8 in. 
Calculate the stresses at the ends of the cross-section if a load of 24,000 lb. is ap¬ 
plied 3 in. from the axis Y-Y. 

SohUion: The stresses may both be represented by the equation S = — {P/A) 
± Mc/I. Substituting the values in the problem, 


-24,000 24,000 X 3 X 6 

96 1,152 


—250 d= 375 = +125 lb. per sq. in. and 
—625 lb. per sq. in. 


There is compressive stress along the edge FK^ as was to be expected. It may seem 
remarkable that a compressive load has caused tensile stresses along the edge GH^ 
as the solution shows. 


138. Maximum Eccentricity for No Tensile Stress. It is apparent 
that in the foregoing example for some eccentricity less than 3 in. 
there would be no tensile stress in the prism. The case of zero stress at 
one edge is of some importance, and the greatest eccentricity which 
will not cause tensile stresses will now be found. 

When the stress at one edge is zero, it is obvious that P/A = Mc/I. 
If, in Fig. 292, FG equals h and GH equals 6, this equation becomes 

P ^ Pe X h/2 
bh “ bh^/12 

from which c = A/6. 

If the eccentricity exceeds A/6, it is evident that Mc/I becomes 
greater than P/A and the stress along GH is tensile. 

If the prism is a solid piece of elastic material which can resist tensile 
stresses as well as compressive stresses, this condition is not objection¬ 
able. If, on the other hand, the prism is made up of a pile of separate 

^ Although derived for a prism of rectangular cross-section, this formula holds 
good for a prism of any cross-section, provided that it has an axis of symmetry and 
that the resultant of the loads lies on this axis. 
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blocks, the tensile stress cannot exist between the separate blocks. In 
fact, the blocks will separate from each other at each surface of contact 
for a short distance from the face BCHG of the prism. On a masonry 

post or ^'pier,'' a load whose eccentric¬ 
ity exceeds h/Q will cause tensile stress¬ 
es in somte part of the pier and will 
tend to cause the joints to open. This 
tendency is objectionable. Hence it is 
an old and accepted rule that in ma¬ 
sonry structures the resultant pressure 
should fall within the “ middle third 
if the cross-section is a rectangle. 

The stress distribution in a rectan¬ 
gular pier loaded with the maximum 
eccentricity for no tensile stress is 
shown in Fig. 294a, 6, and c. 

Figure 294a is a diagram represent¬ 
ing the constant term —P/A. The 
minus sign is used for compressive stress, which is plotted below 
the line FG. 

Figure 2946 represents the bending stress. 

Figure 294c shows the diagram 6 superimposed on a. This is 
algebraic addition. The resultant, for e = A/6, varies from twice P/A 
at P to zero at G. 

Figure 294d is a diagram representing a more general case in which e 
is greater than A/6 and the tensile stress -^Mc/I exceeds the com¬ 
pressive stress —P/A. The resulting tensile stresses are represented 
by the ordinates of the area above the line FG. 

PROBLEMS 

640 . In a solid masonry pier of circular cross-section, what eccentricity of the 
load will cause zero stress at the side away from the load? 

641 . A brick pier is 6 ft. square and 10 ft. high. The masonry weighs 100 lb. 
per cu. ft. The pier carries a load of 40,000 lb. How far from the center of the 
top of the pier, on a line parallel to the sides, may the resultant of the 40,000-lb. 
load be placed without causing tension at the base of the pier? 

Atw. e = 22.8 in. 

642 . With the load placed as found in Problem 541, what maximum tensile and 
compressive stresses occur on a horizontal section 7 ft. below the top of the pier? 

643 . Solve Problem 541, making the load 200,000 lb. instead of 40,000 lb. 

644 . A short 2-in.-by-8-in. (actual size) plank carries an axial load which causes 
a compressive stress of 1,400 lb. per sq. in. If a 1^-in.-diameter hole is bored 
through the plank, the center of the hole being 2 in. from the axis of the plank, how 
much is the m axinnim compressive stress increased? 


-m. 


(a) 





-i- 
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139. Eccentric Load Not on Principal Axis. Consider a prism the 
cross-section of which has principal axes of inertia X-X and Y^Y 
(Fig. 295). By the principles of mechanics it may be shown that the 
load P at iV is equivalent to a load P at 0 plus a couple Pr. It may 
also be shown that the couple Pr in the plane ON in the figure may be 
resolved into two component couples Pei and Pe 2 in the planes of the 
principal axes, respectively. The stress at any point of the cross- 
section ABCD is the sum of (1) the stresses due to load P at O, (2) 
the stress due to the moment Pei with respect to axis X-X, and (3) 
the stress due to the moment Pe 2 with respect to axis Y-Y. 

Hence, S = — P/A i Peiyi/I^ Pe 2 Xi/lyy in which xi and yi are 
the coordinates of the point where the stress is computed. 




t 

For the rectangular cross-section ABCD of Fig. 295 the limits of the 
position of P in order that no tensile stress shall exist will now be 
foimd. The stress at A will be zero when 

^ ^ Peih/2 Peih/2 
bh ~ bh^/12 hb^/12 

Whence — + = 1. This is the equation of a straight line with 

h/6 b/Q 

intercepts of h/^ on the Y axis and 6/6 on the X axis. It therefore 
follows that there will be no tensUe stress anywhere within an eccen¬ 
trically loaded rectangular prism if the resultant load is compressive 
and if the resultant acts within the diamond-shaped area the length 
and width of which are 6/3 and 6/3 (Fig. 296). This area is called 
the “kem” (sometimes “kernel”) of the cross-section. A kern 
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exists for any cross-section, and its shape depends upon the shape of 
the cross-section. 

140. Line of Zero Stress. If a prism carries a load the resultant of 
which does not come within the kem, the stresses at some points of a 
cross-section will be compressive and those at other points will be 
tensile. There must therefore be some line lying within the cross- 
section at every point along which the combined bending and direct 
stress is zero. This is called the “ line of zero stress ” of the cross- 
section. 



The stresses at various points on the cross-section of the prism are 
proportional to the distances of those points from the line of zero stress. 
If this fact is used, the position of the line of zero stress is easily de¬ 
termined. For instance, if, in Fig. 297a, Si, and Sc are calculated and 
laid off to scale, the point of zero stress on BC (or BC extended) is 
readily calculated or located graphically. Two such points of zero 
stress locate the line of zero stress. 

If the resultant load acts at one of the boundary lines of the kem, 
as in Fig. 2976, the line of zero stress passes through the opposite corner 
of the prisni. There is only one kind of stress in the prism, but the 
value of this stress decreases to zero at the comer (or along the edge 
of the cross-section, if the load acts through the point at which one of 
the principal axes cuts the kem). 
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Example. In Fig. 297a the post is 6 in. by 10 in., ei = 2.5 in., 62 * 2 in., P = 
10,000 lb. P is the resultant of a load applied to the end of the post by a rigid 
plate or cap. Calculate the stresses at each comer of a cross-section and locate 
the line of zero stress. 

Solution: 

^ P ^ Mici ^ M 2 P 2 _ 10,000 25,000 20,000 

A /i /2 60 6 X 100 10 X36 

6 6 


The stress at each comer is the algebraic sum of these three stresses. At the 
four comers the stresses are as follows (all stresses are in pounds per square inch). 


Sa 

Sb 

Sc 

Sd 

+260 

+250 

-250 

-250 

+333 

-333 

-333 

+333 

-167 

-167 

-167 

-167 

+416 

-250 

-760 

- 84 


The distance from A along AD to the neutral axis is 


AF = 10 


416 

416 4-84 


8.33 in. 


Also 


AG 


= 6 


416 

416 + 250 


3.75 in. 


PROBLEMS 

646. A 6 -in.-by- 8 -in. post carries a load of 14,000 lb., the resultant of which is 
on a diagonal at a distance of 4 in. (measured on the diagonal) from the center. 
Calculate stresses at each corner of a cross-section, and locate the line of zero stress. 

646. An 8-in.-by-10-in. (actual size) post carries a load of 16,000 lb., the result¬ 
ant of which is 2 in. from one 8 -in. edge and 2 in. from one 10 -in. edge. What is the 
least additional axial load that will prevent tensile stress at any point in a cross- 
section of the post? Ans. P = 36,800 lb. 

141. Eccentric Loads on Machine Parts. Numerous examples of 
bending combined with tension or compression occur in machine frames 
and other parts of machines and in tools of various sorts. In many 
of these the eccentricity is very large, the resultant external forces 
being entirely outside the cross-sections where me combined stresses 
occur. In such cases the bending stresses predominate, and the part 
subjected to the combined stress is more in the nature of a beam with 
some loads causing direct stress. The previous examples were re¬ 
garded as tension or compression members which were subject to 
some bending. In both cases the stresses on a cross-section are found 
in the same way. 

Example. The cast-iron frame of a small press is shaped as shown in Fig. 298. 
Calculate the loads P that would cause stresses on the cross-section A-A not ex- 
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ceeding these values: tension 3,000 lb. per sq. in.; compression 15,000 lb. per sq. 
in. 

SolvMan: The eccentricity of the load is the distance from its line of action to 
the axis through the centroid of the cross-section A-A. It is therefore necessary 
to determine the position of the centroid and, in order to compute bending stresses, 
the moment of inertia with respect to the axis through the centroid. By the 
methods explained in Appendices A and B, the distance from the left edge to the 
centroid is found to be 2.59 in., and the moment of inertia of the cross-section for 
the centroidal axis is found to be 91.6 in.^ The tensile stress due to bending will 
be maximum on the ** fibers nearest the load P. The maximum compressive 
stress due to bending will occur at the opposite edge. The bending moment is 
12.59 P lb-in. The equation S = P/A zfc Me/1 is used to determine P for each 
case. For tensile stress, 


3,000 = + ^ 6 ^ 


3,000 

0.401 


7,480 lb. 





A greater load than 7,480 lb. would cause the resultant tensile stress to exceed the 
allowable. 

For compressive stress. 


P 12 59P X 4 41 ' 

15,000 - + - ’ = +0.045P - 0.606P = -0.561P 

91.0 


15,000 

0.561 


26,700 lb. 


Hence the maximum allowable value of the force P is 7,480 lb. 


PROBLEMS 

647. Find the maximum load P that the cast-iron frame shown in Fig. 299 can 

cany without exceeding allowable stresses of 4,000 lb. per sq. in. tension, and 
16,000 lb. per sq. in. compression. Ans. P » 3,150 lb. 

648. If the shape of the frame in Fig. 298 is changed so that the 10-in. distance 
to the load becomes 7 in., calculate the allowable load P. Allowable stresses in 
the cast iron are: tension, 4,000 lb. per sq. in.; compression, 20,000 lb. per sq. in. 
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142> Effect of Deflection on Stress. When a member is simul¬ 
taneously acted on by transverse and longitudinal loads, the deflection 
produced by the transverse load modifies the stresses produced by the 
longitudinal load. Frequently the amount of deflection which the 
transverse load produces is so small that its effect on the stresses 
produced by the longitudinal load is negligible. In other cases the 
effect on stress may be of importance. 

In Example 1, Art. 136, a member subjected to transverse tmd 
longitudinal loads was discussed on the assumption that the effect of 
deflection could be disregarded. The same member and loading will 
now be reconsidered, the deflection caused by the transverse load being 
taken into account. 

Figure 285 shows this member. I.et the distance BC be 3 in. The 
load P 2 causes the point C to be deflected to the left a distance which 
can easily be determined, by the principles of Chapter X, to be 0.065 
in. This deflection causes the load Pi to have an eccentricity of 0.065 
in. with respect to the centroid of the section DD'. Pi therefore has a 
moment of 0.065 X 10,000 = 650 lb-in. with respect to the neutral 

G50 X 2 

a3ds of DD^ This moment causes a maximum fiber stress of ——— 

5.33 

= 240 lb. per sq. in. on section DD\ This stress is tensile at D and 
compressive at The load Pi therefore causes a stress which 

equals 2,500 it 240 and which therefore varies from +2,740 at D 
to +2,260 at D', instead of having the uniform value +2,500, which is 
obtained when the deflection caused by P 2 is disregarded. The stresses 
caused by P 2 remain practically unaffected by the deflection of the 
beam. Therefore the maximum stress on the cross-section becomes 
+ 11,250 + 2,260 = 13,510 lb. of tension at D\ At D the maximum 
compressive stress becomes —11,250 + 2,740 = —8,510 lb. per sq. 
in. 

Disregard of the deflection resulted (in Art. 136) in obtaining a value 
of 13,750 lb. per sq. in. for the maximum tensile stress and a value of 
8,750 lb. per sq. in. for the maximum compressive stress. These values 
are 2 and 3 per cent high, respectively. 

In this case, disregard of the deflection caused by P 2 was evidently 
unimportant. Had the member been slenderer, the importance of 

^ It is obvious that, as soon as the member is deflected by P 2 , the eccentricity of 
Pi will tend to straighten the beam again, or Pi will cause a deflection in the oppo¬ 
site direction to that caused by P 2 * Since the moment of Pi is very much smaller 
than that of P 2 , the deflection caused by Pi is very much smaller than that caused 
by P 2 . Therefore the deflection caused by Pi may safely be disregarded, even in 
situations where the deflection caused by P 2 should be considered. 
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deflection would have been greater, and it might have been enough to 
warrant its being taken into consideration. 

It should be noted that disregard of the effect of deflection will lead 
to stress values which are too high, so long as the longitudinal load is a 
tensile load. If the longitudinal load is one that causes compression, 
the disregard of deflection produced by the transverse load will result 
in computed stress values that are too low. If the member is suf¬ 
ficiently slender and the longitudinal load sufficiently great to make the 
discrepancy important, however, the member will probably have to be 
considered a column (Chapter XIII). 


GENERAL PROBLEMS 

649. A hollow rectangular pier is 20.in. by 16 in. in outside dimensions and has 
walls 4 in. thick. The resultant of a 30,000-lb. load acts on the axis through the 
center parallel to the 20-in. sides, at a distance of 2 in. from the center. What 
are the maximum and minimum compressive stresses in the pier? 

Ana. Maximum Sc = 197 lb. per sq. in. 

660. A piece of 3-in. standard pipe is bent into the form shown in Fig. 300. 
The lower end is rigidly embedded in the foundation. What is the greatest load 
P that can be suspended from the end of the gooseneck, if the allowable compres¬ 
sive stress at A is 6,dD0 lb. per sq. in.? * 


PA 



Fig. 300 Fig. 301 



Fig. 302 


661. A wall of a tank is to be built of masonry weighing 140 lb. per cu. ft. The 
water is to be 6 ft. deep, (a) If the wall is 9 ft. high and of uniform thickness, 
how thick must it be to avoid tension at the base of the wall? (b) If 3 ft. thick, 
how high must it be to avoid tension at the base? Ana* (6) h » io.7 ft. 

662. A ^-in.-diameter rod is bent as shown in Fig. 301. What is the allowable 
load P that can be applied, if the tensile unit stress is not to exceed 18,000 lb. per 
sq. in.? 

668 . A short post 6 in. by 8 in. in cross-section is shown in Fig. 302. An axial 
load P of 4,200 lb. is applied to the upper end, and a horizontal load Q of 400 lb. is 
applied to one 6-in. side of the post, as shown. At what distance below the top of 
the post will there be zero stress along one edge of the cross-section? 
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564. A short wooden block 2 in. by 12 in. in cross-section And 10 in. long rests 
on a concrete foundation and carries two symmetrically placed loads P of 14,400 
lb. each. The loads shown in Fig. 303 are located 3 in. from the axis. Calculate 
the compressive unit stress. Later one of the loads is removed. Calculate the 
maximum compressive stress caused by one load, and compare it with the stress 
caused by two loads. 



Fig. 306 


655* The wing spar in a small airplane is shown in Fig. 304. It is hinged at A 
and held in position by the member ED. The spar is an aluminum-alloy I-beam 
of which the depth is 3.00 in., the cross-sectional area is 1.64 sq. in., and the sec¬ 
tion modulus is 1.70 in.® For the loading shown determine the maximum tensile 
stress and the maximum cbtnpressive stress in the wing spar. 

Arw. Sc = 11,600 lb. per sq. in. 
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566. Calculate the unit stress at A and the unit stress at B in the forging shown 
in Fig. 305 due to the two loads shown. 

667. A short piece of 24-in., 120-lb. I-beam is used as a strut. An axial load of 
400,000 lb. is applied on the end. An additional parallel load P is to be ap¬ 
plied so that its resultant acts on the end of the beam at the intersection of axis 
2~2 with the face of one flange. What is the greatest value that P can have with¬ 
out causing the compressive stress to exceed 18,000 lb. per sq. in.? 



Fig. 307 



668. The frame of a Brinell hardness-testing machine is shown in Fig. 306. Cal¬ 
culate the maximum tensile and compressive stresses on section A-A resulting 
from the standard pressure of 3,000 kg. 

Ans. Maximum &c - 2,820 lb. per sq. in. 

669. Find the maximum tensile and compressive stresses in the beam AB, Fig. 
307. Neglect the weight of the beam itself. 

660. Stairs in a factory are supported by two 10-in., 15.3-lb. channels resting 
against smooth vertical bearing plates at the top, as shown in Fig. 308. The max¬ 
imum total dead load plus live load on the two channels, including their own 
weight, is 8,200 lb., uniformly distributed. Calculate the maximum and mini¬ 
mum stresses in one channel at a section at its midpoint. 




CHAPTER XIII 


COLUMNS WITH AXIAL LOADS 

143. Introduction. In Chapter XII a relatively short prism under 
an eccentric compressive load was considered, and it was shown that 
the maximxim stress produced has two components: (1) a uniformly 
distributed stress PjA due to direct compression, and (2) a stress 
Pecjl due to bending. 

In this chapter it will be shown that a sufficiently slender prism 
will bend imder a compressive load even if the load is intended to be 
axial. This bending results in a con.siderablc eccentricity of the load 
with respect to some cross-section. Because of the bending stresses 
resulting from the eccentricity the allowable load on the end of a slender 
prism is less than the allowable load on a short prism with the same 
cross-section. A compression member so slender that the allowable 
end load must be reduced because of the bending stresses is called a 
column. 

Generally speaking, any compression member with an unsupported 
length more than eight to ten times its least transverse dimension is 
considered to be a column. For ratios less than this, the effect of lateral 
deflection due to bending of the member may usually be disregarded in 
stress or load computations. As the ratio increases above this rang^, 
however, the deflection of the member under load is of greater and 
greater importance. 

Because of differences in their behavior, columns may be divided into 
two classes, “ slender ” and “ intermediate.”^ The action of slender 
columns will be discussed first, and in the light of that discussion the 
distinction between slender and intermediate columns will be made 
clear. 

In this chapter the behavior of coliunns with axial loads and the 
methods used in their design will be considered. Chapter XIV will 
deal with columns with eccentric loads. 

IDEAL COLUMNS UNDER AXIAL LOADS 

144. Round-Ended Ideal Slender Columns. Small imperfections in 
material and fabrication and unavoidable accidental eccentricities of 

' Using this terminology, compression members will be divided into sAort com¬ 
pression blocks, intermediale columns, and slender columns. 
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loading (of indeterminate amount) greatly affect the behavior of actual 
columns under load. For this reason, in approaching the study of 
actual columns, it is desirable first to develop the theory of column 
action under simpler and more definite conditions. Therefore the 
theoretical analysis of slender columns will assume a perfectly straight, 
homogeneous slender bar of round cross-section, having its ends held 
against any lateral movement but perfectly free to rotate. Such a bar 
as this, with ends in this condition, may be called a round-ended ideal 
column. The loading on this ideal column will be assumed perfectly 
axial. 

The maximum axial load whiqh can be applied to an ideal slender 
colrimn depends not upon the strength (yield point) of the material, 
but upon its stiffness (modulus of elasticity). 

For an understanding of this fact, it is necessary to consider the 
relation which exists in a bent member between the deflection of the 
member and the resisting moment which accom¬ 
panies the deflection. It was shown in Chapter 
VIII that the resisting moment in a beam is pro¬ 
portional to the stress in the extreme fibers. It 
follows from the theory of beam deflection given in 
Chapter X that at the midpoint of a symmetrically 
loaded .simple beam the stress in the extreme fibers 
is proportional to the deflection. Therefore it 
follows that, as such a beam is bent, the resisting 
moment is proportional to the deflection. This prop¬ 
osition is also true if the bent member is a slender 
colxunn. 

Keeping this relation in mind, suppose that axial 
loads, P, are placed on the ends of an ideal column 
(Fig 309). Let a small lateral deflection A theii be caused by a lateral 
force H, applied at the midpoint of the column. For any value of 
A, the bending moment at the midpoint is PA -f X ^L. If the 
top half of the column is considered a body in equilibrium, the resist¬ 
ing moment equals the bending moment, or 

Mb = PA -H \HL 

Now let P be increased while H is simultaneously decreased in such a 
way that the deflection remains the same. Then, when H becomes 
zero, P has such a value, P', that P'A = Mr. The column will pow 
hold this deflection without any side thrust. This is true for any value 
of A that does not cause stresses above the proportional limit. (Since 
Mr varies as A, P' is a constant in the equation P'A = Mr, whatever 
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the value of A.) If P is made greater than P\ however, PA is greater 
than the resisiting moment for every value of A, and the column rapidly 
deflects until it fails. On the contrary, if P is less than P', PA is 
always less than the resisting moment, and the column will straighten 
itself when the deflecting side force Is removed. The load which is 
just sufficient to hold the column in a bent condition is called the critical 
load for the column. The critical load may also be defined as the 
greatest load that the column will support. 

146. Euler^s Formula for Slender Columns. The equation which 
gives the value of the critical load in terms of the dimensions of the 
column and the modulus of elasticity of the material was first derived 
by Leonhard Euler, a Swiss mathematician, in 
1757 and is known as Euler’s formula for slender 
columns. 

Assume an ideal slender column with both 
ends fixed against lateral movement but per¬ 
fectly free to rotate (Fig. 310). Let an axial 
load P be applied to the column. Now let the 
column be given the deflection P, sufficiently 
small so that the difference between the length 
of the column and the length of its projection 
on a vertical plane is negligible. The load P 
that will just maintain this deflection is the 
critical load, and its value will now be determin¬ 
ed. The shape of the elastic curve maintained 
by the load P will also be found. 

Let the origin be taken at the upper end of 
the column, and let the X axis extend in the 
direction of the length of the column, which is consistent with the 
direction of axes assumed in the discussion of the elastic curve of a 
beam. The equation of the elastic curve of a slightly bent member is 
Eld^y/dx^ = M, In this case the magnitude of M is Py, Also the 
sign of the moment is opposite to that of the curvat’ire. Therefore 

( 1 ) 



(Py 

As was shown in Art. 101, is the rate of change of the slope 
with respect to x. Equation (1) can be written 



dx 
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To integrate this expression, multiply both sides of the equation by 
2dy. Then 


Both members of this equation are in the form 2udu. 
Integrating, El = ~ + C'l 


To evaluate Ci, note that, when dy/dx Ls 0, y = D. 
PD^, whence 





or 


dx 



(D2 - y^)i 


Therefore Ci = 


( 2 ) 


Equation (2) can be rewritten 



Whence, integrating again. 




X 4 " C 2 


To evaluate C^, note that, when x = 0, y = 0; therefore C 2 = 0. 
Whence 



This is the equation, in terms of the maximum deflection D, of the curve 
in which the colxunn is maintained by the critical load, P. The column 
is evidently bent into a sine curve. 

As was pointed out in Art. 144, the maximum deflection D under 
the critical load does not have a single value but may theoretically 
range from a very small value up to the deflection at which the max¬ 
imum stress equals the 3 deld point when collapse will occur. However, 
equation (3) is valid for only small values of D since it is based on the 
approximate equation for the elastic curve. 

The usefulness of equation (3) is not in showing the shape of the 
elastic curve of the column, but in permitting a determination of the 
value of the critical load P. To determine this value in terms other 
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than the unknown deflection D note that, when x = L/2, y = D. 
Then 

or P = for the value of the critical load.^ 

PROBLEMS 

671. To determine the modulus of elasticity of a certain brass, a bar of the ma¬ 
terial 54§ in. long and with a diameter of 0.322 in. (mean of four measurements) 
was tested as a slender column. The bar was placed vertically on a platform 
scale, and load was gradually applied until the critical load was reached. With 
the ends of the bar supported on small hemispheres to allow freedom of rotation, 
the maximum scale reading was 29.5 lb. The weight of the bar was 1.2 lb., so that 
the maximum load on the mid cross-section was 28.9 lb. (a) Compute the modu¬ 
lus of elasticity. (6) For a check on the foregoing determination the bar was sup¬ 
ported horizontally on rollers 52 in. apart. A load of 2 lb. applied at the midlength 
of the bar caused a deflection of 0.66 in. (mean of four measurements). Compute 
the value of E, and compare it with the value found in part (o). 

672. Calculate the value of the greatest axial load that can be applied to the 
end of a steel bar ^ in. square and 40 in. long. What percentage of this load can 
be supported by a steel bar | in. square and 50 in. long? 

146. Graphical Representation of Euler’s Formula. Euler’s formula 
is commonly written in a slightly different form. The moment of 
inertia, I, equals Ar^j where A is the area of the cross-section of the 
column and r is its radius of gyration with respect to the centroidal 
axis. If this substitution is made and terms are rearranged Euler’s 
formula for a round-ended column becomes 

P ^ 

A ~ (L/rf 

This expression gives the average stress over the crossnsection of the 
column when the critical load is being carried. This average stress 
under the critical load is often called the critical stress for the column. 
The ratio L/r is called the slenderness ratio of the column. These are 
terms commonly used in column discussions. 

With the equation in the above form, if E is known and if various 
values of L/r are assmned, the corresponding values of P/A can very 

* The equation sin (P/EI)^ L/2 = 1 evidently leads to the value of r/2 for 
(,P/EI)i L/2, as given above, or to 3jr/2, 6ir/2, etc. The correspondingly larger 
values of F are those required to bend the column into several nodes instead of into 
the ginglp curve shown in Fig. 310. All such values of P will evidently be larger 
tVinn the value corresponding to 5r/2, which is therefore the only important value 
from an engineering standpoint. 
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Fig. 311. Euler curve for round- 
ended steel columns. 


easily be computed. The simultaneous values of PjA and L/r can 
be plotted as the ordinates and the abscissas, respectively, of an 

50.000p—T-,_,_1-n 

I E- 30 ,coo,ooo Figure 311 shows an Euler curve 

I lb. per sq. 1^ 

QQQ _I_for round-ended columns of high- 

I strength steel. The curve pictures 

^ 30 000 \ _clearly the way in which the 

^ load-carrying capacity of columas 

^20 000 _-V—1—-_decreases as their slenderness in- 

^ \ creases. A round column having a 

j^QQQQ_\_length equal to 20 diameters would 

have an L/r of 80, since the radius of 
f> l 1 M gyration of a circle is one-fourth the 

0 100 2^ 300 400 Sueh a column, if round- 

ended, would have a critical stress of 
Fig. 311. Euler curve for round- .. onrt iu • a i u 

ended steel columns. 44,300 lb. per sq. m. A column hav- 

mg a length equal to 100 diameters 

(L/r = 400), however, would have a critical stress of only 1,770 lb. 

per sq. in. (one-twenty-fifth as much). 

It should be noted that Euler’s formula tells nothing about the 
maximum unit stress in a column carrying its critical load. The 
maximum stress depends on the deflection of the column. At a load 
just under the critical load, the maximum stress equals the average 
stress; but at the critical load, the maximum stress may be anything 
between the average stress and the yield point of the column material. 
It should be noted, too, that the only property of the column material 
which enters into Euler’s formula is E, which measures its stiffness. 
This mathematical analysis therefore confirms the reasoning of Art. 
144, which led to the conclusion that the maximum load on a slender 
column is determined by the stiffness of the coliimn material and not 
by its strength. 

147. Limitations of Euler’s Formula. As a mathematical expression, 
Euler’s equation may be represented by a curve extending indefinitely 
both horizontally and vertically. As an expression applicable to 
columns of any given material, however, it holds good only for values 
of P/A within the proportional limit of the material to which it is 
applied, since the derivation of the formula is based on the proportion¬ 
ality of unit stress and unit strain. From Fig. 311, then, it can be seen 
that, for Bieel having a proportional limit of 33,000 lb. per sq. in. 
Euler’s formula applies to any axially loaded, round-ended column 
having a slenderness ratio of 95 or over. For stronger steel having a 
proportional limit of 40,000 lb. per sq. in., the formula applies to all 
slendernesses in excess of 86. 
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There is no correspondence between the elastic strength and the 
elastic stiffness of different materials, and therefore each material baja 
its particular value of L/r below which Euler’s formula is inapplicable. 
The greater the strength in relation to the stiffness, the lower this 
value of h/r will be, that is, the greater the range of slendernesses over 
which Euler’s formula will be valid. The following table shows for a 
number of common materials, having elastic strengths and stiffnesses 
as given, the values of L/r below which Euler’s formula will not apply. 


Round-ended Slender Columns 


Material 

Proportional 

Limit 

Modulus of 
Elasticity 

Least Value of L/r 
for Application of 
Euler's Formula 

Nickel steel 

50,000 

30,000,000 

77 

Silicon steel 

40,000 

30,000,000 

86 

Carbon steel 

28,000 

30,000,000 

103 

Duralumin 

28,000 

10,000,000 

59 

Southern pine 

7,000 

1,600,000 

47 

Cypress 

5,000 

1,200,000 

49 


PROBLEMS 

673. Plot Euler curves for nickel steel and for Duralumin for all values of P/A 
less than the given proportional limit and for values of L/r up to 300. Scales: 
1 in. = 8,000 lb. per sq. in.; 1 in. = L/r of 100. Plot both curves on same axes. 

674. Plot Euler curves for southern pine and cypress for all values of PI A less 
than the given proportional limits and for values of L/r up to 300. Scales: 1 in. = 
2,000 lb. per sq. in.; 1 in. = L/r of 100. Plot both curves on same axes. 

676. Round rods of Duralumin 1.5 in. in diameter and 24, 48, 96 in. long are 
used as axially loaded columns. For the columns to which Euler's formula applies 
calculate the greatest load each column will carry. 

Ans. For 96-in. rod P = 2,660 lb. 

676. Solve Problem 573 if the rods are made of carbon steel with a propor¬ 
tional limit of 28,000 lb. per sq. in. 

148. Slender Columns Having Other End Conditions. Up to this 
point all discussion of columns has been based on the supposition of 
complete freedom of rotation of the ends of the column; the columns 
have been “ round-ended.” The ends of a column, however, may be 
wholly fixed, so that, as the column bends under load, the tangents to 
the elastic curve at the ends of the unsupported length of the column 
retain their original direction. Such a column is said to have “ fixed 
ends ” (Fig. 3126). When a column with fixed ends bends, it can be 
shown that the inflection points are at the quarter-points of the un¬ 
supported length of the column. Since the points of contraflexure are 
points of zero bending moment, however, they are points equivalent 
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to the ends of a round-ended column. Therefore the middle half of 
the unsupported length of a column with fixed ends can be considered as 
equivalent to a round-ended column. If the unsupported length of 
the column be called L, then the load-carrsdng capacity will be the same 
as that of a round-ended column with a length of L/2. If L/2 is 
substituted for L in the Euler equation for a round-ended column, it 
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is evident that a slender column with fixed ends will support’ a load 
four times as great as the load that the same column will support if 
round-ended. 

Most of the columns used in actual engineering practice have end 
conditions intermediate between round and fixed ends. That is, the 
column bends in reversed curvature, but the inflection points are 
nearer to the ends than to the midsection of the column. Any such 
column can be analyzed by the formulas for a round-ended column if 
the distance between inflection points is known or can be assumed 
satisfactorily. For example, if the distance between inflection points 
is 0.80 of the unsupported length L, then 0.80L is inserted in the formula 
for a roimd-ended column to make the formula apply to the column 
in question. 

Columns may also have one end wholly fixed and the other end 
wholly free to move laterally as well as to rotate (Fig. 312d), or one. 
end may be whdlly fixed and the other end be fixed against lateral 
movement but wholly free to rotate (Fig. 312<;). If we consider 
column d, it is evident that the whole unsupported length is equivalent 
to half the length of a round-ended column. Therefore, if the free 
length of column a be called L, column d can be analyzed by means 
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of the formulas for round-ended columns, provided 2L is substituted for 
L in the column formula. It can be shown that the inflection point in 
column c is at very nearly 0.7L from the “ round ” end of the column. 
Therefore the foimulas for round-ended columns can be applied to this 
case by substitution of 0.7L for L. 

In Art. 147 the limitations of Euler’s formula as applied to round- 
ended columns were discussed. As an example, it was stated that for 
columns made of steel having a proportional limit of 33,000 lb. per sq. 
in., Euler s formula applies to round*ended columns having a slender¬ 
ness ratio of 95 or more. Figure 3126 shows that for fixed-mded 
columns of such steel, Euler’s formula applies if the L/r of the middle 
half is 95 or more, or if the L/r of the entire column is 190 or more. 
For columns made of steel with a proportional limit of 40,000 lb. per 
sq. in., Euler’s formula applies to round-ended columns having an L/r 
of 86 or more and to columns fixed at both ends having an L/r of 
172 or more. 


PROBLEMS 

677. For steel columns with end conditions such as are shown in Fig. 312o, 6, 
c, and d, determine the lower limits of L/r for the application of Euler’s formula 
if the proportional limit is 45,000 lb. per sq. in. 

678. Solve Problem 577 if columns are of an aluminum alloy with a propor¬ 
tional limit of 45,000 lb. per sq. in. and E = 10,300,000 lb. per sq. in. 

149. Slender ” Columns, “ Intermediate ” Columns, and “ Short 
Compression Blocks.” The discussion of columns up to this point 
has been limited to columns that are “ slender.” But what is a slender 
column? 

The best definition is that it is a column that fails through lack of 
stiffness, by elastic instability, a column the ultimate load on which 
is reached while the average stress is still within the proportional limit 
of the column material. It is, therefore, any column for which Euler’s 
formula is valid. Referring to the table in Art. 147, it is seen that 
any rotmd-ended column of nickel steel of the grade there given can 
be considered a slender column if its L/r is greater than 77. Any 
round-ended column of Duralumin can be considered slender if its L/r 
is greater than 59. 

A column with so small a value of L/r that the average stress on the 
cross-section reaches the proportional limit of the material before the 
critical stress is reached is called an “ intermediate ” column. A 
still shorter compression member for which L/r is so small as to make 
the effect of lateral deflection negligible may be called a “ short com- 
pressbn block.” 
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The maximum axial load which a short compression block can cariy 
is determined solely by the strength of the material. Such a block may 
be considered to have failed when the average stress on its cross- 
section has reached the compression yield point of the material. As 
noted in Art. 144, the maximum load which a slender column can carry 
is determined by the stiffness of the material. But what determines 
the strength of an intermediate column? This is a very important 
question, since most of the columns entering into engineering practice 
have slenderness ratios that place them in the intermediate column 
class. 

160. The Load-Carrying Capacity of Intermediate Columns. The 

anal3r8is of intermediate columns is much more complex than that of 
slender columns. The material composing a slender column is stressed 
below the proportional limit right up to the maximum load which the 
column can carry — the critical load. Long before the ultimate load 
on an intermediate column is reached, however, stresses throughout 
the column may have exceeded the proportional limit of the material. 
Therefore there is a great deal of inelastic action while an intermediate 
coliunn is being loaded to failure. Whereas Euler’s analysis of a 
slender colmnn dates back almost two centuries, it is only within the 
last few decades that the problem of the intermediate column has been 
successfully attacked by Consid^re, Engesser, von Karmen, and others. 
The intermediate column is not susceptible of as complete and exact 
an analysis as the slender column. Nevertheless the behavior of an 
ideal intermediate column is quite well understood. The theory 
which explains the action of a column of intermediate slenderness is 
called the “ double-modulus ” or “ reduced-modulus ” theory. A 
presentation of the double-modulus theory is beyond the scope of this 
book.^ 

As applied to steel with a yield point at 33,000 lb. per sq. in. and a 
typical stress-strain curve, the double-modulus equation gives re¬ 
lations between P/A and L/r as shown in Fig 313. These values close 
the gap between the Euler curve and the straight horizontal line 
representing the yield-point stress, which is the limiting stress for 
load-carrying capacity in short compression blocks. 

Because of its complexity the double-modulus theory is not a useful 
design tool. Column design is based on the use of empirical formulas 
that agree reasonably well with theory and with tests. Such formulas 
will be discussed later. 

* A brief presentation is given by William R. Osgood in CivU Engineering, Vol. 
5, No. 3, March, 1935. See also Timoshenko, Theory of Elasticity, D. Van Nos- 
trand Co. 
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161. End Conditions in Intermediate Col umns , in a previous 
article it was stated that fixii^ the ends of a slender colunm will 
quadruple the ultimate load or will quadruple the strength of the 
column, as distinct from the column material. Fixing the ends in¬ 



creases the strength of the column by increasing the stiffness of the 
column. Since the stiffness of the column has comparatively little 
effect on very short columns, which fail largely by crushing of the 



(L/r) 

Fig. 314. Columns of same steel but with different end conditions. 

column material rather than by bending or lateral deflection, the end 
conditions of columns of intermediate slenderness are of less importance. 

Figure 314 shows the ultimate loads, as given by the double-modulus 
Euler curves, on series of ideal columns with round ends and fixed ends, 
respectively. On short compression blocks, the end condition is abso¬ 
lutely without importance, since the blocks fail entirely by crushing. 
As tile slenderness increases and with it the importance of bending, 
the influence of end conditions becomes greater and greater. When 
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L/r equals about 240, and both the round>ended and the fixed-ended 
columns have become slender columns, the load-carrying capacity of 
the fixed-ended column is four times that of the round-ended. 

THE DESIGN AND INVESTIGATION OF COLUMNS 

162. Design. To design a column of a given length to support a 
given load generally means to select a suitable shape for the cross- 
section and to determine the required area of the cross-section so that 
the column will support the load with approximately the same factor 
of safety as that with which the other parts of the structure support 
their loads. The curve shown in Fig. 313 makes it clear that in design¬ 
ing columns of a given material for a given use the average stress on the 
cross-section cannot have one specified value, as it does, for instance, 
in tension members or in beams of a given material for a given use. 
Instead the allowable average stress decreases with the slenderness or 
L/r of the column. 

. It has been seen that shafting and beams are readily designed by 
the use of formulas derived in considering the theory of torsion and 
bending. Imperfections and uncertainties of actual columns, however, 
result in behavior that is less in accord with theory; moreover, the 
complex formulas representing column theory are very difficult to 
apply. 

Consequently, in practice, the design of a column is based on the 
use of an empirical column formula, which expresses a relationship 
between P/A and L/r, so that the designer can readily determine the 
value of P/A that the specification allows for any value of L/r. 

Before giving further consideration to column formulas and their 
use, some of the differences between the ideal columns so far considered 
and the actual columns used in structures will be discussed. 

163. Structural Steel Columns. The ideal column assumed in the 
discussion of column theory was a perfectly straight prismatical bar, 
with ends so arranged that the amount of restraint offered to rotation 
was definitely known, and with perfectly axial loads. 

This perfection of material, fabrication and loading is impossible to 
attain in practice. Specifications of the American Institute of Steel 
Construction, for example, permit an initial bend of 1/1,000 of the 
length. This means that a column 25 ft. long may have a crookedness 
of almost I in. Most columns fall well within the specification, but 
crookedness must be considered in design, since enough may be present 
to affect materially the stresses in the loaded column. 

Another uncertain condition m structural columns is the amount of 
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rostraint at the ends. In a building frame each of the floor systems 
provides restraint against lateral movement, so that the unsupported 
length L of the column is usually taken as the distance from center to 
center of beam connections for successive stories. However, although 
the floors may be considered to prevent any lateral movement of the 
column axis, they do not wholly prevent its rotation. The end con¬ 
dition is intermediate between complete fixation and complete freedom 
to rotate.^ The same situation exists in trusses, whether riveted or 



Fig. 315. Pin-ended column and fixed-ended column. Both columns are in rail¬ 
road viaducts. 

pinned. In a riveted truss deformation of the truss as a whole permits 
some rotation of the joints. On the other hand, in a pinned truss, 
friction between the pin and the column offers a considerable amount of 
restraint, so that the condition is not comparable to that of a round- 
ended column. Figure 315 shows a column with a “ pinned '' end and 
a column with the end at least quite largely ‘‘ fixed.'' 

A third uncertainty in structural columns is eccentricity of load. 
In loading a column, the load is, of course, not applied directly to the 
axis of the column. The load may be applied through plates covering 
the ends of the column or through pins or through rivets. When a 
column is said to be axially loaded," it is meant that the line of action 
of the resultant of the loads is intended to coincide with the axis of 
the unbent column. It is reasonable to believe, however, that this 
condition is rarely attained. 

^ For columns of the proportions ordinarily used in practice, the rotation of the 
ends of a round-ended column as it is gradually loaded to nearly the buckling load 
is very small, often only 20 or 30 minutes of arc. 
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It is obvious that any initial eccentricity of load on a column will 
reduce the load at which the column fails and, on the other hand, that 
any restraint at the ends of the column will increase the ultimate load, 
as compared with the ultimate load on a column with no restraint 
whatever at the ends. For these reasons and because of other, defects 
the ultimate loads on actual columns tested to failure rarely agree 
exactly with the ultimate loads determined by analysis. It foUows 
that the design of columns is a less exact procedure than is the design 
of beams. 



(o) (6) (e) (d) (e) (/) (g) 


Fio. 316. Some common cross-sections of structural columns. 


164. Cross-sections of Actual Columns. For simplicity the ideal 
column previously considered was round. Solid round columns are 
rarely encountered in practice, however, because of the small radius 
of gyration of a circle and because of the difficulty of coimecting beams 
and other members to round columns. These and other considerations 
have led to the adoption of many different column cross-sections. 

Some of those which are extensively used at the pres¬ 
ent time are shown in Fig. 316. 

a. The H-column rolled out of a single piece of 
material, now widely used, especially in buildings but 
also in bridges. 

b. The H-coluran with cover plates riveted to the 
flanges to provide a larger cross-section. 

c. The “ built-up ” H-column, made by riveting 
together a “ web ” plate and four angles. This sec¬ 
tion may also have cover plates added. 

Fig. 317. Latticed ^ The plate and channel column, frequently used 
column. bridge chords. The open side is generally “ lat¬ 

ticed ” with diagonal flat steel bars to stiffen the lower flanges of the 
c hanne ls. (This latticing is not considered a part of the colmnn cross- 
section.) 

e. The channel column latticed on both sides. (See Fig. 317 fit side 
view.) This type of colmnn is often used for truss diagonals and 
verticals. 
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/. Two angles, back to back, either in contact or separated by the 
thickness of a gusset plate, often used for compression members in 
roof trusses, 

g. A single angle, sometimes used for columns carrying small loads. 

Still other types of cross-section are used, compression members in 
large bridge trusses often being very elaborate. A hollow round section 
makes a very effective column. Until the introduction of welded 
connections round columns were difficult to attach to other members, 
but steel tubing and pipe are now coming into more general use for 
columns and are extensively used in airplanes. 

166. Least Radius of Gyration. Any area which does not have the 
same value of I with respect to every centroidal axis will have one 
centroidal axis with respect to which the moment of inertia is greater 
than for any other. Perpendicular to this will be the centroidal axis 
for which the moment of inertia is least. These axes are called the 
'' principal axes of the cross-section. If an area has an axis of 
symmetry, that axis is one of the principal axes. In the cross-sections 
shown in Fig. 316 the principal axes arc parallel to the sides of the cross- 
sections except for the single angle in which the principal axes are 
inclined as shown. 

A column under a nominally axial load will bend about that axis for 
which the moment of inertia is least. That is, it will bend in the 
direction of the least radius of gyration of the cross-section, as may 
easily be demonstrated with a slender bar of rectangular cross-section, 
such as a yardstick. Consequently the least radius of gyration is the 
radius of gyration to be used in figuring the slenderness ratio of a 
column. 

Example 1. A 12-in. WF 65-lb. section is used as a column with a length of 
16 ft. Find its slenderness ratio. 

Solution: From Table III, the least r of this section (with respect to axis 2-2) 
is 3.02 in. Therefore the slenderness ratio is 16 X 12/3.02 = 63.6. 

Example 2. Find the slenderness ratio of a single 4-in. X 4-in. X f-in. angle if 
used as a column with a length of 6 ft. 2 in. 

Solviion: For this column, L = 74 in., and the least radius of gyration is that 
with respect to the axis 3-3 and is 0.79 in. (Table V). Therefore L/r = 
74/0.79 - 93.7. 


PROBLEMS 

679. A column is made by riveting a l-in.-by-16-in. plate to each flange of a 
14-in. WF 34-lb. beam. What is the slenderness ratio if the column is 20 ft. long? 

Ans. L/r - 68.6. 

680. A 5-in. X 5-in. X }-in. angle has almost exactly the,same cross-sectional 
area as two 5-in. X 3i-in. X i-in. angles. For any given length, compare the 
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slenderness ratio of a column consisting of a single 5-in. X 5-in. X |-in. angle 
with that of a column made by riveting two 5-in. X 3^-in. X ^-in. angles back 
to back/^ (a) if the 5-in. legs are riveted together, (6) if the 3i-in. legs are riveted 
together. 

581 . An 8-in. WF 19-lb. beam has almost exactly the same cross-sectional area 
as a 6-in. standard steel pipe. Find the ratio of the slenderness ratios of columns 
having the respective cross-sections and equal lengths. 

682 . A column is made of one 16-in.-by-^-in. plate and two 10-in., 20-lb. chan¬ 
nels, arranged as shown in Fig. 316d. The length of the columns is 14 ft. 4 in. 
The distance back to back of channels is 10 in. Find the slenderness ratio. 

166. Euler’s Formula Applied to Design. The general form of 

jp ir^E 

Euler’s equation for the critical load Pc is - 7 ^ == ; r \9 • Here kL 

A (JcL/ry 

represents the length of the column between inflection points, the value 
of k being 1 for a column without end restraint, 0.5 for a column with 
fully fixed ends, etc. (Art. 148). To convert this equation into a design 
formula giving the average allowable stress, P/A, the right-hand side 
of the equation is divided by any desired factor of safety, /. The 
P 

formula then becomes -- = This formula is not applicable 

A SWrf 

to columns of the slendernesses commonly used in building frames and 
roof and bridge trusses. It has been employed considerably in airplane 
design, particularly with high-strength steels and with wood and 
aluminum alloys. For all these materials it is applicable to lower 
ratios of L/r than for structural steel. In such use k is taken as unity 
except in very rigid frames, where it may be taken as or, in exceptional 
cases, f. 

PROBLEMS 

688 . Part of a mechanism for opening and closing a ventilating transom is to be 
a round brass bar {E - 14,000,000 lb. per sq. in.) 30 in. long. The maximum force 
that can act on the bar is to be taken as 40 lb. At its end the bar is to be sup¬ 
ported on lubricated pins; it is to be treated as a round-ended column. A factor 
of safety of 2 is considered sufficient. What is the required bar diameter? 

684 . For a derrick mast 24 ft. long it is proposed to use a standard steel pipe. 
The maximum load which the mast is designed to withstand is 7^ tons. The factor 
of safety is to be 3. Connections at the ends of the mast are such that loads may 
be assumed axial. Consider the mast to be a round-ended column and determine 
whether a 4-in. or a 5-in. pipe should be used. 

686 . If a lO-in.-by-lO-in. (nominal size) Douglas fir stick {E = 1,600,000 lb. 
per sq. in.) is substituted for the steel pipe of Problem 584, what will the factor of 
safety become? 

167. Rankine’s Formula. When wrought-iron columns and, later, 
structural steel columns came into use, Euler’s was the only theoretical 
analysis of column action that had been achieved. For the design 
of intermediate columns to which Euler’s formula was inapplicable, 
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various semi-rational or frankly empirical formulas were used. Some 
of these forumlas have become so well established that they are still 
used and doubtless will^be used for a long time. Three widely used 
types of column formulas will be discussed in this chapter, anH the 
first will be used to illustrate the procedure followed in the design of 
columns. Rankine’s formula was perfected between 1856 and 1860 by 
a Scottish engineer, Rankine, from an earlier formula derived by 
another Scotchman, Gordon. For this reason it is sometimes called 
the Rankine-Gordon formula. 

Rankine’s formula is derived as follows- Let S be the allowable 
stress in a column at the point of maximum stress. Let P be the 
nominally axial load which causes this allowable stress, and let D be 
the maximum deflection (Fig. 318) which the column has under the 
load P. Then i 



which may be rewritten 


S = 


P PDc 
A Ar^ 




where r is the least radius of gyration. From this 



P _ S 
A 1 + Dc/t^ 



Fig. 318 


So far this is correct and rational but not usable, because D is not 
known and cannot be determined. It is assumed in the derivation of 
the Rankine formula that D will vary as L^/c in columns made of a 
given material and all loaded to the same maximum stress. This 
assumption is not exact, but it is reasonably near the truth. If this 
assumption is admitted, then D = qL^/c, where q is the constant relat¬ 
ing D and L^/c. If this value is substituted for D in the equation 
above, it becomes 


P S 

A'' 1+ q{L/rf 
which is Rankine^s formula.® 


® After the approximation that D varies as L^/c has been made, it is no longer 
permissible to regard S as the maximum stress actually present in a column carry¬ 
ing the load P which the formula gives. For if so, S must vary as P, which 
contradicts the very idea of column action. Therefore in the Rankine formula 
P/A = iSf/[l + q{L/r)% S is definable only as the allowable direct compressive 
stress in the column material. It has no other meamng. 
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Ratikine^s formula has been used with many different values of 
S and g, depending on the material, the end conditions, and the purpose 
of the column. One formula of the Rankine type which has been and 
still is very widely used in the design of columns in the frames of 
buildings was first given in the 1923 Specifications (for buildings) of 


20.000 

216,000 

« 12,000 
I 

^ 8,000 
^ 4,000 
0 

^/r (Slenderness ratio) 

Fig. 319 

the American Institute of Steel Construction and will be referred to 
hereafter as the A.I.S.C. Rankine formula. It is plotted in Fig. 319. 
The steel specified for this use was of such strength that 18,000 lb. 
per sq. in. was taken as the basic stress in tension and compression. 
Therefore this value was used for S in the formula. The value of 
1/18,000 was given to q, the formula therefore becoming 

P 18,000 

2 


In this formula the right-hand member gives the allowable value for 
P/A. The actual value of P/A may be less and often is less because 
the area of the actual cross-section chosen is often slightly greater 
than is required. 

A.I.S.C. Rankine formula has been incorporated, with additional 
stipulations and limitations, in many specifications, among them the 
New York City Building Code of 1945. 

In addition to stipulating that the allowable P/A must not exceed 
the value given by the above formula, the specifications state that P/A 
must not exceed 15,000 lb. per sq. in., even though the above formula 
gives greater values for low values of L/r. There is also a clause 
limiting values of L/r, the purpose of which is to avoid too slender 
columns and thus to insure substantial construction. Including these 
additional conditions governing the design of columns, the specifica¬ 
tions may be summarized as follows: 
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New York City Building Code (1945) Specifications for 
Steel Columns 


1 . For columns with L/r of 60 or less, P/A must not exceed 16,000 
lb. per sq. in., even though the formula gives greater values. 

2 . For columns with L/r greater than 60, P/A must not exceed 


18,000 


1 + 


(L/rf 

18,000 


3. No column with L/r more than 120 can be used as a main column, 
and no compression brace can have an L/r more than 200. 

The use of the “ flat ” stress of 15,000 lb. per sq. in. for all slenderness 
ratios to and including 60 is based on column tests. Such tests have 
indicated that, for all slendemeas ratios up to the neighborhood of 60, 
slenderness of the column has no pronounced effect on the value of 
P/A at which failure occurs.® 

The A.I.S.C. Rankine formula makes no provision for variation in 
end conditions, and this has been true of most of the other Rankine- 
type formulas used in recent years. The value given q in the A.I.S.C. 
formula implies a condition between round and fixed ends such as 
exists in typical columns of steel building frames. 

168. Investigation and Design of Columns. To determine the allow¬ 
able load on a given column, the procedure is as shown in the following 
example: 


Example 1. A 12>in. WF 65-Ib. beam is used as a column 20 ft. long. What load 
is allowed on this column by the New York City Building Code? 

Solution: In the table of wide flange beams, Appendix C, the area of a 12-in. 
WF 66-lb. beam is given as 19.11 sq. in. and the least radius of gyration is 3.02 in. 
The slenderness ratio L/r is therefore 20 X 12/3.02 = 79.5. Inserting this 
P 18 000 18 000 

value of L/r, — = ’ _ = 13,330 lb. per sq. in. From this, P = 

A ^ , (79.5)* 1.00 

18,000 

13,330 X 19.11 = 254,500 lb. 

‘‘ Designing ’’ a column usually means determining a suitable cross- 
section for a column of specified length to carry a given load in accord¬ 
ance with some design formula. This is a more difficult problem than 

® For small slenderness ratios, initial eccentricities of loading are much more 
important than eccentricities developed by bending of the column as load is ap¬ 
plied. Rankine’s formula makes no allowance for initial eccentricity. Use of the 
“ flat ” stress for small slendernesses may be considered a rather crude device for 
compensating for this deficiency. 
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investigation. Neither A nor L/r can be known in advance. More¬ 
over, there is no fixed relationship between A and r for column sections 
such as are ordinarily used, whether the sections be rolled or built- 
up.’’ Therefore there are too many unknowns for a direct solution, 
and a process of selection and trial must be used. 

When selecting a column to comply with the New York City Build¬ 
ing Code, it is convenient to remember that the maximum P/A per¬ 
mitted by the specifications is 15,000 lb. per sq. in. and that the 
maximum slenderness ratio allowed is 120, for which the P/A given 
by the formula is 10,000 lb. per sq. in. If the load is divided by 12,500, 
a rough indication of the required area is obtained. 

Example 2. Select the lightest WF steel beam to support a load of 350,000 lb. 
and to comply with the New York City Building Code of 1945, the column length 
being 25 ft. 

Solution: A rough indication of the required area is 350,000/12,500 = 28 sq. in. 
Referring to Table III, we find that sections with about this area are the 12-in. 
WF 99-lb. (area = 29.09 sq. in.) and the 14-in. WF 95-lb. (area = 27.94 sq. in.). 
Of these the latter has the larger least r (r 2 = 3.71 in.) and would therefore be the 
more efficient column section. Investigating this section, L/r = 300/3.71 = 80.8, 
which, inserted in the column formula, gives P/A = 13,220 lb. per sq. in. This 
column will therefore carry a load of jP = 27.94 X 13,220 = 369,000 lb. Since 
this is more than the required load, a smaller section should be found if possible. 

Try the 14-in. WF 87-lb. beam, which has an area’ of 25.56 sq. in. and an r of 
3.70 in. For this column L/r = 300/3.70 = 81, and the formula gives P/A = 
13,200 lb. per sq. in. The allowable load for this column is therefore P = 25.56 X 
13,200 = 337,000 lb. Hence this column will not meet the requirements. 

The 12-in. WF 92-lb. beam (A = 27.06 sq. in.) is slightly lighter than the 14- 
in. WF 95-lb. beam and might be considered. For this column L/r = 300/3.08 = 
97.5. The formula gives for this slenderness ratio P/A = 11,800, and the allow¬ 
able value of P = 27.06 X 11,800 = 319,000 lb. Hence this column does not 
meet the requirements. 

Therefore use the 14-in. WF 95-lb. beam. ' 

If the calculations arc arranged as shown below, the successive steps 
will be readily performed, and all important values will be recorded 
compactly. If the need arises, they can be readily followed by some 
one else, a very desirable feature in all engineering calculations. 


Column, P = 350,000 lb., L = 25 ft. = 300 in.. New York City Building 
Code. 



Tty 

Area 

Min. r 

L/r 

P/A 

p 

1. 

14-in. WF 95-lb. 

27.94 

3.71 

80.8 

13,220 

369,000 (large) 

2. 

14-in. WF 87-lb. 

25.56 

3.70 

81.0 

13,200 

337,000 (too small) 

3. 

12-in. WF 92-lb. 

,27.06 

3.08 

97.5 

11,800 

319,000 (too small) 


Use 14-in. WF 95. 

Example 8« Select the lightest WF beam to serve as a column 15 ft. long to 
support a load of 330,000 lb. and to comply with the New York City Building Code, 
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Solution: A rough approximation of the area required is 330,000/12,500 » 
26.4 sq. in. Try the 14-in. WF 87-lb. beam {A = 25.56, r = 3.70). For this sec¬ 
tion hjr = 180/3.70 = 48.7. Since this is less than 60, the value of P/A per¬ 
mitted is not determined by the formula but is 15,000 lb. per sq. in. The required 
area for a column with this r is, therefore, 330,000/15,000 = 22.0 sq. in. Try the 
14-in. WF 78-lb. beam (A = 22.94 sq. in., r = 3.00 in.). For this column L/r = 
60 and P/A — 15,000 lb. per sq. in. The allowable load for this column is P = 
15,000 X 22.94 = 344,000 lb. No lighter column given in the table will do. Use 
the 14-in. WF 78-lb. beam. 

PROBLEMS 

686. Find the axial load permitted on each of the following steel sections by 
the New York City Building Code: 

Column Section Length 

(o) 14-in. WF 426-lb. 30 ft. 0 in. 

(6) 14-in. WF 150-lb. 16 ft. 0 in. 

(c) 6 X 6 X |-in. angle 10 ft. 0 in. 

Ans. (6) P = 661,000 lb. 

687 . Find the axial load permitted on each of the following steel sections by the 
New York City Building Code: 

Column Section Length 

(a) 14-in. WF 74-lb. 24 ft. 0 in. 

(5) 12-in. WF 72-lb. 14 ft. 0 in. 

(c) 5 X 5 X |-in. angle 9 ft. 0 in. 

Ans. (c) P = 62,400 lb. 

Select the lightest wide-flange beam to serve as a column and to comply with the 
New York City Building Code for each of the loads and lengths listed below. 

688 . P = 340,000 lb., L = 26 ft. 692 . P = 300,000 lb., L = 18 ft. 

689 . P = 780,000 lb., L = 32 ft. 693 . P = 270,000 lb., L = 24 ft. 

690 . P = 500,000 lb., L = 30 ft. 694 . P == 100,000 lb., L = 14 ft. 

691 . P = 500,000 lb., L = 14 ft. 696 . P = 180,000 lb., L = 12 ft. 

696 . Select the lightest equal-leg angle to serve as a column and to comply with 
the New York City Building Code if P = 63,000 lb. and L = 9 ft. 0 in. 

697 . Solve Problem 596 if P = 70,000 lb. and L = 12 ft. 0 in. 

159. Straight-line Formulas. Rankine's formula came into wide 
use during the years following its publication. During these same 
years, however, the experimental testing of columns was greatly 
extended. As a mass of data on actual column tests accumulated, it 
was observed that, for the lower slenderness ratios particularly, these 
test results when plotted did not lie along any line but covered a wide 
band. From this fact T. H. Johnson in 1884 drew the conclusion that 
in the then-existing state of column theory (at that time neither the 
secant analysis nor the double-modulus analysis was known) the values 
of P/A at failure of columns of varying slenderness ratios could be 
represented by a graph consisting of Euler’s curve for large slenderness 
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ratios and a straight line tangent to Euler’s curve for small ratios, as 
well as by any more complex curve. The general equation of such a 

straight line is P/A = — q—, in which Sy is the yield-point stress. 

r 

The particular formulas which Johason proposed did not come into, 
wide use, but other straight-line formulas were widely adopted and 
extensively used as design formulas. A straight-line formula widely 
used in the early decades of this century is P/A — 16,000 — 70L/r with 

18,000- 

16,000 

14,000 

12,000 

£, 10,000 
A 

8,000 
6,000 
4,000 
2,000 

0 

Fig. 320. Five column formulas for steel columns. 



a flat ” maximum stress of 14,000 lb. per sq. in. Where this formula 
was specified, it was also generally specified that main members de¬ 
signed in accordance with it should not have slenderness ratios greater 
than 120. This formula was proposed and principally used at a time 
when steel was manufactured with a lower yield point than that now 
generally specified and when 16,000 lb. per sq. in. was considered the 
proper allowable stress in flexure and in direct compression. This 
formula is plotted in Fig. 320. 

PROBLEMS 

Problems 586 to 597 may be assigned to be worked with a straight-line formula. 
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160. Parabolic Formulas. In 1882 Professor J. B. Johnson proposed 
a parabolic column formula in the form P/A = Sy — q ^ , -in which 


P is the load at failure, Sy is the 3 rield p)oint, and the value of $ is such 
as to make the parabola tangent to the Euler curve. The cmwe 
representing this formula fitted the plotted results of the available 
tests on columns as well as any curve could. Parabolic column form¬ 
ulas did not come into wide use until a few years ago, when it was 
realized that they can be made to agree very closely with values given 
by the secant formula which will be derived in Chapter XIV. The 
secant formula is a theoretically correct formula for columns with 
eccentric loads but, when written with a suitable assmned small ec¬ 
centricity, is now believed by many persons to represent better than 
any other formula the relationship between P/A and L/r for columns 
with nominally axial loads within the limits of L/r used in structures. 
Because the secant formula is complicated and very inconvenient to 
use in design, the parabolic formulas giving substantially the same 
results are used. 

Professor Johnson showed that his parabolic formula agreed very 
closely with the results of tests of round-ended steel columns if in 
the formula is the yield point of the material and if q is given the value 
dS^/(4ir^P), which makes the curve tangent to the Euler curve. For 
structural steel with a yield point of 33,000 lb. per sq. in. the formula 
becomes P/A = 33,000 — 0.92 {Lfr)^. A design formula for columas 
with riveted ends can be obtained from this by using a suitable factor 
of safety and by substituting XL. for L where KL is the distance 
between inflection points. Let it be assumed that the stress of 15,000 
lb. per sq. in. (used as the “ flat stress ” in the Rankine formula already 
discussed) is to be used as the basic stress. This corresponds to a 
factor of safety of 2.2. A "value of K of 0.75 is often regarded as repre¬ 
senting the behavior of columns with riveted ends in buildings and 
bridges. For these values the design formula becomes 


P 

A 


_L 

2.2 


[ 


33,000 - 0.92 



Whence 

£ - 15,000 - 0.236 (£)’ 


T his formula is nearly identical with one of the two widely used 
column formulas for structural steel columns in the 1944 Specifications 
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of the American Association of State Highway Officials: 


P 1 

■7 = 15,000 - 7 
A 4 

P . K 1 

- = 15,000-- 



for riveted ends 


for pinned ends 


This specification states that Lf r for main columns shall not exceed 120. 

The use of the larger coefficient of {L/r)^ for pinned ends is based 
on the correct assumption that riveted ends offer somewhat more re¬ 
straint than pinned ends. Both the above formulas give about the 
same values of P/A for low values of L/r, which is consistent with the 
fact that end conditions have little effect on the load-carrying capacity 
of short columns. Formulas of the straight-line type or Rankinc type 
can also be modified for different end conditions by using different 
coefficients of L/r or (L/r)^. 

The Specifications of the American Institute of Steel Construction 
include a parabolic column formula 

P 1? 

- = 17,000 - 0.485 - 5 - 
A r 

for columns with L/r not more than 120. When L/r is more than 
120, the Rankine-type formula of Art. 157 is specified, thus avoiding 
the excessively low values of P/A given by the parabolic formula for 
larger values of L/r. This basic stress in these specifications is 20,000 
lb. per sq. in. 

It will be seen in Fig. 320 that the straight-line formula and the 
parabolic formulas listed in this discussion give P/A = 0 for values of 
L/r not much more than 200. Actually the Euler formula shows that 
coliunns of such slenderness can carry considerable loads. This is a 
weakness of these formulas, but it is of no importance for structural 
design in which L/r is limited to 120 or 150 for main columns. 

From the standpoint of satisfactory design the Rankine, straight- 
line, and parabolic formulas are about equally good. Some engineers, 
however, believe that the parabolic formula has the advantage of 
representing very closely the most nearly rational approach to column 
design. All three formulas are entirely empirical. The procedure 
used in de signing or investigating columns by straight-line or parabolic 
column formulas is exactly the same as that outlined in the previous 
article for the formula of the Rankine type. 
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PROBLEMS 

Problems 686 to 697 may be assigned to be solved by use of a parabolic 
formula. 

698* A column 12.5 ft. long is made of two 6 X 4 X ^-in. angles arranged as 
shown in Fig. 316/. The distance between the angles is | in. Calculate the al¬ 
lowable load, using P/A = 15,000 — \{L/r)^, 

699. Solve Problem 598 if the angles are 6 X 4 X f in. and if P/A = 17,000 — 
0.485(L/r)2. 

600. In repairs made on the Washington Monument in 1934 a scaffold of steel 
pipe was erected around the shaft. (See Engineering Neu '^Record, December 20, 
1934.) The corner posts in the lowest tier of this scaffold were 3-in. extra heavy 
steel pipe (diameters, 3.50 in. outside, 2.30 in. inside) with a length of 6 ft. 6 in. 
between lateral supports. The design load on each of these posts was 50,000 lb. 
How does this load compare with the load allowed on the column by the equation 
P/A - 15,000 - i(L/r)2? 

601. An elevated bin, which with its contents weighs 300,000 lb., is to be car¬ 
ried on four columns, each of which is a 6 X 6 angle 10 ft. long. Determine the 
necessary thickness of the angles if they are to be designed in accordance with the 
equation P/A = 17,000 — 0.485(L/r)^. 

161. Formulas for Columns of other Metals. It is evident from the 
discussion of parabolic formulas in Art. 160 that in a formula for a 
high-strength steel not only S but also q will be greater than in a 
formula for structural steel. This will be true for straight-line formulas 
and for Rankine formulas for the same reason. 

In a column formula for an aluminum alloy having a yield strength 
of 33,000 lb. per sq. in. (the same as that of structural steel) S should 
be the same as for structural steel (if the same factor of safety is used), 
but q should be larger than for steel. The reason is that E for alumi¬ 
num alloys is only about 10,000,000 lb. per sq. in. 

High-strength Steel Columns, Typical formulas for high-strength 
steel are given below and, if compared with formulas for structural 
steel already given, show that q has been increased as well as S. 

American Society of Civil Engineers (1922) for steel railway bridges, 
for steel with yield point of 45,000 lb. per sq. in.: 

P 24,000 
A ~ {L/rf 
9,000 


American Railway Engineering Association (1943) for silicon steel 
with yield point of 45,000 lb. per sq. in. (for values of L/r not greater 
than 130): ^ 

^ = 20,000 — 0.46 for riveted ends 

^ = 20,000 — 0.61 for pinned ends 
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AluminumroUoy Columns. Because of low weight in comparison 
with strength, columns made of certain aluminum alloys are now widely 
used, particularly in the frames of aircraft and in movable cranes. 
There are many different aluminum alloys with widely varying char¬ 
acteristics, and the processes of fabrication, such as tempering and cold¬ 
working, also greatly affect the properties of the different alloys. Two 
“ strong ” alloys produced by the Aluminum Company of America are 
17S (aluminum alloyed with copper, manganese, and magnesium) and 
27S (aluminum alloyed with copper, manganese, and silicon). When 
heat-treated and properly aged to bring out their best qualities, these 
allojrs are designated as 17S-T and 27S-T. 

The manufacturer states that typical yield strengths^ in both tension 
and compression for these allojrs are 37,000 lb. per sq. in. for 17S-T 
and 60,000 lb. per sq. in. for 27S-T. The modulus of elasticity of 
aluminum allo 3 rs is taken at 10,300,000 lb. per sq. in. In column 
formulas for aluminum alloys as now generally given, P is the load 
causing failure of the column. In using one of these formulas, the 
designer divides it by a suitable factor of safety and then follows the 
procedure that has already been illustrated. 

Typical of the formulas given in the Structural Aluminum Handbook 
is that for 17S-T. For values of KL/r less than 83 

p VT 

7 = 43,800 ~ 350- 

A r 

and for values of KL/r more than 83 

P 102,0b0,000 
A ~ {KL/rf 

For columns with both ends fixed K = 0.5, and for columns with both 
ends hinged K = 1.0. The second one of these formulas is an Euler 
formula which applies to all the aluminum alloys, regardless of their 
strength properties. This is consistent with the fact that E is the 
same for all the alloys. 

The two formulas may be represented graphically by a straight-line 
and an Euler curve which are practically tangent at KL/r = 83. 

Castriron Columns. Cast-iron columns were extensively used in 
the nineteenth century but are no longer used in large and important 

^ Unlike mfld steel, the aluminum alloys do not have a definite yield point at 
which there is an increase in deformation with no increase in load. Their yield 
strength is arbitrarily set at the stress at which the stress«strain curve shows a de¬ 
parture of 0.002 in. per in. from the initial modulus line produced. See Structural 
Aluminum Handbook, published by the Aluminum Company of America. 
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structures, largely because of the likelihood of defects in the castings 
and because of the brittleness of the material, both of which make 
the column unreliable. Cast-iron columns in building work are nearly 
always circular in cross-sectidn and hollow, though occasionally hollow 
and square. 

The Building Code Committee of the United States Bureau of Stand¬ 
ards recommends 

P L 

-7 = 9,000 - 40- 

A r 

with a maximum L/r of 90. The 1945 jSicw York City Building Code 
uses the same equation but limits the maximum slenderness ratio to 70. 

/ 

PROBLEMS 

602. Calculate the load permitted on a 14-in. WF 87-lb. beam used as a column 
30 ft. long by each of the formulas for high-strength steel given in this article. 

603. In a riveted aluminum-alloy truss one member con¬ 
sists of two 3 X 2j X i-in. angles placed as shown in Fig. 

321. The length of the column is 5 ft., 6 in. and the dis¬ 
tance between inflection points may be considered to be f of 
the length. What load is allowed on the column by the for¬ 
mulas of this article? if the factor of safety is 3? 

604. What load would be allowed by the New York 

City Building Code on a cast-iron column 8 ft. long with an 
outside diameter of 5 in. and an inside diameter of 4 in.? 32 X 

Am. P = 46,600 lb. 

606. A tube of aluminum alloy 17S-T is 2.00 in. in outside diameter and has 
walls i in. thick. It is to be used as a column with hinged ends and is to have a 
factor of safety of 2.2. Calculate the allowable load (a) if the length is 43 in.; 
(6) if the length is 72 in. In Appendix B it is shown that for a thin-walled cir¬ 
cular tube r is approximately 0.707 times the mean radius. 

Am. («) P = 7,050 lb. 

606. Solve Problem 605 if the outside diameter is 2.25 in. 

162. Wooden Columns. Timber columns nearly always have solid 
rectangular cross-sections. It is customary to specify allowable 
average stresses in terms of L/d instead of L/r {d is the least dimension 
of the cross-section). 

A formula which has been extensively used for the design of wood 
columns is P/A = C — 20L/df where C is the allowable compressive 
unit stress on the end of a short block. L/d must not exceed 40. 
Values of C given for the following woods are: 

Southern pine and Douglas fir 1,175 

Red and white oak 1,000 

Spruce 800 
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On the assumption that the cross-sections of timber columns are 
solid rectangles an equivalent formula in terms of L/r is easily found. 
The radius of g yration of a rectangle of which d is the length of the 
side is dVl/12 or 0.29d. P/A = 1,175 — 20L/d may be written 

P/A = 1,176 - 20 X 0.29 Whence 

? = 1,175 - 6.8 - 
A r 

This is equivalent to the original formula but is not restricted to solid 
rectangular cross-sections. 

The Forest Products Laboratory of the Department of Agriculture 
has proposed a column formula for wood columns which is based on a 
large number of tests. The formula is 


Values of c and K for this formula are given below for a few of the 
commoner woods, when used under shelter in dry locations. All values 
are for select grades. 



c 

K 

E 

Douglas fir (western Washington and Oregon) 

1,175 

23.7 

1,600,000 

Hemlock (western) 

900 

25.3 

1,400,000 

Oak (commercial red and white) 

1,000 

24.8 

1,500,000 

Pine (southern yellow) 

1,175 

23.7 

1,600,000 

Pine (southern yellow, dense) 

1,290 

22.6 

1,600,000 

Spruce (red, white, Sitka) 

800 

24.8 

1,200,000 


If L/d is 11 or less, the allowable stress c may be used without reduc¬ 
tion. 

If L/d exceeds the number given for Kj the column is a “ long 
column,’’ and the above formula does not apply; Euler’s formula 
should be used instead. With a factor of safety of 3, and in terms of 
d instead of the least radius of gyration, the Euler formula for a round- 
ended column is ^ 


P 0.274E 
A “ (L/d)2 

and this is specified. The Forest Products Laboratory formulas have 
been included in the specifications for highw^^y bridges of the American 
Association of State Highway Officials and in other specifications. 
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607. Plot the Forest Products Laboratory formula for dense southern yellow 
pine, from L/d = 0 to L/d = 40. Scales; 1 in. = 200 lb. per sq. in.; 1 in. ss 
SL/d. 

608. A column 15 ft. long is to be made by spiking together four planks each 
2 in. by 8 in. (actual dimensions) in cross-section. Using the Forest Products 
Laboratory equation, find the allowable load on the column (a) if the planks are 
placed side by side to give an 8-in.-by-8-in. solid cross-section, (6) if the planks are 
arranged so as to form a hollow square 10 in. on a side. The wood is Douglas fir. 

609. What size of Douglas fir timber would you purchase for use as a column 

18 ft. long to carry a load of 70,000 lb.? Use the straig^.t-line formula given in 
this article. Am. Use 10 in. X 12 in. 

610. Determine the required size if the timber is spruce. 

611. A column 12 ft. long is to be made of a piece of 2-in.-by-4-m. Douglas fir 
lumber (actual size), (a) Find the allowable load as specified by the Forest 
Products Laboratory if the column is unbraced throughout its length. (6) If the 
column is to be braced at its midpoint, find the allowable load. 

GENERAL PROBLEMS 

612. A built-up H-section is formed of a 14-in.-by-|-in. web and four 6 X 6 X 
|-in. angles. Depth of the column, back to back of angles, is 14| in. If the length 
is 20 ft., what nominally axial load is allowed by the A.I.S.C. specifications? 

613. If two 14-in.-by-f-in. cover plates are added to the column section of 
Problem 612, what is the allowable load? 



Fig. 322 Fig. 323 Fig. 324 


614. A light derrick mast 40 ft. long is made of four steel angles 4 X 4 X A “ . 
forming a square as shown in Fig. 322. The angles are latticed together so that 
they act together as a column. What central load is permitted on this column 
by the formula P/A = 15,000 — i (L/r)^ ? Is this a suitable column formula to 
use? (The lattice bars are assumed not to carry any of the load.) 

616. Four 4 X 4 X angles are riveted back to back as shown in Fig. 323 

to form a column 12 ft. 6 in. long. What load is permitted on it by the A.I.S.C. 
parabolic formula? Ans. P = 125,600 lb. 

616. A sand bin which weighs 120 tons when full is to be supported by four 
square timber columns 20 ft. long. What size of southern pine timbers should be 
bought to comply with the straight-line formula of Art. 162? 

Ana. Use 10 in. X 10 in. 

617. What load does the Forest Products Laboratory formula allow on a column 

10 in. square and 20 ft. long of Douglas fir? 

618. Columns in a welded bridge in Europe are made of two steel beams and a 
web plate as shown in Fig. 324. In some of the columns the beams are equivalent 
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to 24-in. WF 87-lb.| and the plate thickness is about f in. The distance h is 18.0 
in. If the length of the column is 46.0 ft., calculate the axial load permitted by 
the formula P/A = 15,000 — J(L/r)^. 

619. Solve Problem 618 if ^ = 16 in., L » 42 ft., and beams are 
21-in, WF 82-lb. 

620. A steel column 25 ft. long is made of a 12-in., 31.8-lb. I-beam 
and two 12-in.,20.7-lb. channels, as shown in Fig. 325. Calculate the 
allowable axial load, using P/A = 15,000 — | {L/r)^» 

Ans, P = 281,000 lb. 


621. Solve Problem 620 if L = 22 ft. and channels are 10 in., 15.3 Ib. 

622. A warehouse, 60 ft. wide and 140 ft. long, is to be built. The floor is sup¬ 
ported by columns spaced 12 ft. center to center north and south and spaced 14 ft. 
center to center east and west. The floor weighs 30 lb. per sq. ft. and is designed 
for a live load of 75 lb. per sq. ft. Columns are 12 ft. long. What size southern 
yellow pine columns would you order for this job? (Use a straight-line formula.) 

623. Many modern water tanks are supported on tubular columns. A 500,000- 
gallon tank at Fresno, California, is supported by 10 tubular columns and a cen¬ 
tral riser. When full, it weighs approximately 2,260 tons, and the columns sup¬ 
port 80 per cent of the load. Each column is 65 ft. long with an outside diameter 
of 38 in. and thickness of in. The design was based on the formula P/A = 
16,000 — 70Z//r. Calculate the load permitted by this formula on one column. 
How does this compare with the actual load? (The r for a thin tube is shown in 
Appendix B to be approximately 0.707 times the radius of the tube.) 

624. A square sand bin with a total weight of 340,000 lb. is supported by a 
column at each comer. Length of column is 11 ft. 6 in. Select the lightest steel 
equal-leg angle to serve as a column and to comply with the New York City Build¬ 
ing Code. 



CHAPTER XIV 


COLUMNS WITH ECCENTRIC LOADS 

163. Introduction. Many columns in structures support loads that 
are applied with a considerable amount of eccentricity. A given 
eccentric load causes greater bending stress than the same load axially 
applied, and consequently the allowable eccentric load on a column is 
less than the allowable axial load on the same column. 

This chapter will take up first the determination of the allowable 
eccentric load on a column by methods based on the empirical column 
formulas discussed in Chapter XIII. 

Next the theoretically co.rrect secant formula will be derived, and its 
application to eccentrically loaded columns will be illustrated. 

It will then be shown that the secant formula may be used for the 
design of columns with nominally axial loads by inserting an assumed 
small eccentricity in the secant formula. The use of the secant formula 
as a design formula for axially loaded colunms is advocated by some 
engineers. 

164. Empirical Formulas. If the Rankine-type formula is used, 
eccentric loads may be provided for as follows: The formula for nom¬ 
inally axial loads 

P _ S 
A 1 + q{L/r)'^ 

may be written P/A + {P/A)q{L/rf' = >S. In this equation P/A 
represents the direct stre.ss and {P/A)q{L/rY represents the stress 
due to “ column action.” 

Now suppose that P is applied on one of the principal axes, but with 
an intentional eccentricity e with respect to the other axis. This 
eccentricity will cause additional stress equal to Pec/1, where 1 is the 
moment of inertia with respect to the axis about which the intentional 
eccentricity of P causes the column to bend, and where c is the distance 
from this axis to the extreme fibers. In a column with eccentric loading 
this additional stress must be added to the other two stresses, and the 
sum of the three stresses must not exceed the basic stress, S. Hence a 
formula for colunms with eccentric loading is 

P P Pec 
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If A/* ia substituted for I, this may be written 



S 




^2 + ^,2) 


Fio. 326 


In these formulas it should be noted that r is the least 
radius of gyration, but that r' is the radius of gyration 
with respect to the axis from which the intentional ec¬ 
centricity e is measured. Therefore, depending on the 
loading of the column, r' may be the least radius of 
gyration, or it may be the other principal radius of gyration. 

If a column (Fig. 326) carries two loads, one nominally axial, one 
intentionally eccentric, before the procedure just outlined is carried 
out it is necessary to determine the line of action of the resultant of 
the two loads and use the resultant in the above formulas. 

The specifications of the American Institute of Steel Construction 
contain the following provision regarding members subject to both 
bending stress and axial stress: Such members shall be so proportioned 


that ^ ^ shall not exceed unity. 

Fa Fb 


In this expression Sa is the 


actual axial stress P/A, and Fa is the allowable axial stress (as given 
by a column formula); Sb is the actual bending stress caused by the 
given loads, and Fb is the allowable bending stress given by the speci¬ 
fications. Note that, if there is no bending, the member is a column, 
and that, if So is zero, the member is a beam. In the A.I.S.C. speci¬ 
fications, Fb is 20,000 and Fa = 17,000 — 0.485 {L/r)^. 

The methods outlined above are not exact, but they are widely 
used and give results that are safe and economical for columns with 
slenderness ratios within the limits permitted by common structural 
specifications. 


Example. A steel column 21 ft. long is to carry an axial load of 160,000 lb. and 
an eccentric load of 80,000 lb. applied 2 in. from the face of the flange, as shown in 
Fig. 327. Select a wide-flange section to carry the loads in accordance with the 
A.I.S.C. Rankine formula as modified in this article. 

Soluiion: Assume use of a 12-in. WF 99-lb. section. A = 29.09 sq. in.; ri_i = 
6.43 in.; r 2-2 = 3.09 in.; depth of section = 12.75 in., from which the eccentricity 
of the 80,000-lb. load is 


12.75 , „ 12.75 

-h 2 = 8.38 in. c = 

2 2 


6.38 in. 


The resultant of the two loads is 240,000 lb. acting with an eccentricity: 


80,000 

240,000 


X 8.38 = 2.79 in. 
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Therefore 


P 

A 


240,000 

29.09 


8,250 lb. per sq. in. 


L 

r2-2 


252 

3.09 


S 


8,250 ( 1 -f 


(‘ 


(81.5)^ 

18,000 


2.79 X 6.38 \ 
(5.43)2 J 


81.5 


= 8,250 (1 + 0.37 + 0.60) 

= 8,250 X 1.97 = 16,300 lb. per sq. in. 


It is possiblfe that the next lighter section will be adequate. The dimensions dif¬ 
fer so slightly that the variation in A is all that need be c^insidered. The area of 
the 12-in. WF 92-lb. section is 27.06 sq. in., which gives P/A = 8,870 lb. per sq. 
in. If this figure is multiplied by 1.97, S = 17,500 lb. per sq. in. Since this is 
slightly less than 18,000 lb. per sq. in., this column will be satisfactory. 


I 1600001b. 

ITnz" 


80000 lb. 


-Ill- 


Fig. 327 



PROBLEMS 

641. A column 24 ft. long supports the load from a column above, and also 
a crane reaction, as shown in Fig. 328. Select a steel wide-flanged section to carry 
the load in accordance with the A.I.S.C. Rankine formula as modified in Art. 164. 

Ans. Use 14 in. WF 84 lb. 

642. A 14-in. WF 103-lb. beam used as a column 28 ft. long has an eccentric load 

of 300,000 lb. on the 2-2 axis. How far from the 1-1 axis can this load be and 
still comply with A.I.S.C. Specifications. Ans. e * 2.62 in. 

648. A transformer unit weighs 800 lb. and is carried on a southern yellow pine 
post as shown in Fig. 329. Will a lO-in.-by-lO-in. (nominal size) post suiOfice? 
(Hint: Use the appropriate Forest Products Laboratory column formula to de¬ 
termine the allowable value of P/A for an axial load. Consider the length of the 
column to be 30 ft. The sum of the direct compression and the bending due to the 
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intentional eccentricity should not exceed the value of PjA given by the column 
formula.) 

644. A 12-in. WF 65-lb. beam 20 ft. long has an axial load of 120,000 lb. and 
an eccentric load of 50,000 lb. located on the 2-2 axis. What eccentricity is per¬ 
mitted by the A.I.S.C. specifications given in Art. 164? 

166. The Secant Formula. Although eccentrically loaded columns 
are often designed by approximate methods such as are given in Art. 
164, a correct analysis for eccentrically loaded columns has been known 
for some time. The formula resulting from this analysis is known as 
the secant formula.^’ 

An ideal column loaded with an initially eccentric load acts quite 
differently from the same column loaded axially. Under axial load 
the column does not begin to bend until (a) the critical 
stress is reached or (6) the average compressive stress in 
the column reaches the proportional limit of the mate¬ 
rial. Under an eccentric load, however, the column begins 
to bend just as soon as any load is applied. 

Moreover, the maximum deflection (at the midlength) 
of an eccentrically loaded column is definite for any 
given load and initial eccentricity. This deflection can 
be computed if the dimensions of the column and the 
stiffness of the column material are known. With the de¬ 
flection known, the moment arm of the load with respect 
to the centroid of the mid cross-section can be determined, 
and the maximum compressive stress in the column can 
be found. The equation expressing the relationship be¬ 
tween the eccentric load and the maximum stress it causes 
in the column is called the secant formula.^^ It is 
derived as follows: 

Suppose a column with ends perfectly fr^e to rotate (round-ended 
column) to be acted on by, a load P, having an eccentricity e, with 
respect to the centroid of the end cross-section of the column (Fig. 330). 
Let y be the deflection of the column at a distance x from the end, the 
origin and axes being taken as shown. Then, as in the case of a slender 
column under its critical axial load, the equation of the elastic curve of 
this column can be written Eld^yfdx^ = — Py. Multiplied through 
by 2dy, this becomes 

2EI^^d^ = -2Pydy 
dx dx 

Integrating, El = — Py® + C, 



Fig. 330 
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To evaluate Ci, note that, when dy/dx = 0, y equals the maximum 
deflection D. Therefore Ci = PD^, , Substituting this value for Ci, 
dividing by El, and taking the square root of both members of the 
equation, 


or 


dy 

dx 




dy 

(D^ - 



dx 


Integrating again, 



(It may be noted that to this point the derivation of the secant formula 
is identical with the derivation of Eulcr^s formula.) To evaluate C 2 , 
note that, when x = 0, y = e. Therefore C 2 — ~sin'~^(e/D). 
Whence 


X = 



To evaluate sin ^{e/D), note that, when x = L/2, y — D. Then 



Whence 


Therefore 


Whence 



As shown in Chapter XII, the maximum stress S equals P/A + 
Mc/L The maximum bending moment occurs where the deflection . 
equals D and is PD or Pe sec (PL^/4E/)*. Inserting this value. 
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substituting Ai^ for I, and factoring, 

^ PT. . ec L/ P \i-l P S 

This equation, the secmd formula, gives the maximum stress S, caused 
by a load P having an eccentricity e with respect to the centroid of the 
end section of a round-ended column with length L, area of cross- 
section A, radius of gyration r, distance from the neutral axis to the 
most remote fiber c, and modulus of elasticity E. 

The foregoing derivation is rational. For small defiections, such as 
are encountered in practice, and for stresses within the proportional 
limit, it gives results that are theoretically correct. Moreover, careful 
measurements of the deflections of columns loaded with a measured 
end-eccentricity have checked the theory satisfactorily, not only as 
applied to small, nearly “ ideal ” columns, but for full-sized structural 
coliunns as well.^ This makes the secant formula a very valuable 
foundation for practical column analysis and design. 

It may be noted that, when L/r approaches zero in the secant 
formula, S approaches P/A (1 -f ec/r^) or P/A ■+■ Pec/I, which is the 
stress in a short, eccentrically loaded compression block. The quan¬ 
tity ec/r^ therefore expresses the limiting ratio of the bending stress 
(caused by the eccentricity) to the direct compressive stress, as the 
slenderness of the coliunn decreases. The quantity ec/r^ is often called 
the “ eccentricity ratio.” 


PROBLEMS 

646. A round steel bar, 1 in. in diameter and .50 in. long, carries a load of 5,000 
lb. applied with an eccentricity of in. at each end. The ends of the bar are 
free to rotate. Calculate the maximum deflection (D — e) which the midpoint of 
the axis undergoes as the load is applied. 

646. Using the equation S = P/A -|- PDc/I, find the maximum stress which 
the 5,000-lb. load causes in the column of I5roblem 645. 

Am. S = 34,470 lb. per sq. in. 

647. Use the secant formula as given in Art. 165 to check the value obtained for 
,S in Problem 646. 

166. Curves Representing the Secant Formula. The secant equa¬ 
tion can be used to determine the maximiun stress in a given column 
when it is acted on by a given load with a given eccentricity. S will 
then be the only unknown and can be conveniently found. As for 

^ See “ Final Report of Special Committee on Steel Column Research,” Trans- 
adioru, American Society of Civil Engineers, Vol. 08, p. 1460, Conclusion 1. 
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columns under axial loads, however, it is convenient to plot a graph 
that will show the average stress P/A accompanying any maximum 
stress 8 for a series of columns of all slenderness ratios, the eccentricity 
e having some arbitrarily chosen value. 

Such a graph can be most conveniently plotted as follows: The 
secant equation is put in the form 

. -1 S-P/A 
L _ (eclr^)PIA 
r ~ \FJA 

V 4 ^' 

Now, if the arbitrarily chosen eccentricity for which the curve is to be 
plotted is expressed in terms of the diameter of the round column, the 
expression ec/r* reduces to a numerical coefficient of P/A. The value 
of 8 for which the curve is to be plotted is also arbitrarily selected. 



Fio. 331. Columns of structural steel with three different eccentricities of load. 


A value for P/A is then assumed, and the corresponding value of L/r 
is computed. These simultaneous values of P/A and L/r are then 
plotted as a point on the curve. This process is repeated for as many 
values of P/A as may be needed. The curves shown in Fig. 331 
represent the secant formula for 8 — 33,000 lb. per sq. in., and £7 = 
30,000,000 lb. per sq. in. and for values of cc/r* of 0.10, 0.26, and 1.0. 

The secant curves of Fig. 331 show strikingly how greatly initial 
eccentricity of loading decreases the load which will cause a given 
Tnavimiim stress in a relatively short column. On a very slender 
column, initial eccentricity has less effect. In engineering work, how¬ 
ever, the usual practice calls for values of L/r sufficiently small to make 
eccentricity of loading very important. 
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PROBLEMS 

648. Calculate the values of e in terms of the column diameter d when ec/r^ « 
0.25, 0.10, and 1.0. 

649. Check the value of L/r corresponding to a value of 15,000 lb. per sq. in. 
for P/A in the upper curve of Fig. 331. 

167. Secant Formula Applied to Design of Columns. An eccentri¬ 
cally loaded column will certainly fail when the maximum stress equals 
the yield point of the material. Therefore the secant formula will 
give the ultimate load for a round-ended column if written 


P Yield point of material 



The formula can be modified for other end conditions by substituting 
for L a length kL, which represents the effective part of the total 
length. 

It is not permissible to convert the buckling load formula into a 
formula for allowable load simply by replacing the yield-point stress 
with the allowable compressive stress. The reason is that, for a 
column of any marked slenderness, a given percentage increase in load 
results in a much greater increase in maximum stress. To convert 
the given equation into a working formula, therefore, let the buckling 
load P be replaced by the allowable load F', times the desired factor 
of safety /. Then P/A becomes P'f/A, and the equation becomes 


P'/ Yield point of material 



This can be written 

P' 1/S (Yield point of material) 



It is seen therefore that the factor of safety must be applied both to 
the ultimate strength of the material (in a column the yield point 
establishes the ultimate strength) and to its stiffness. This is con¬ 
sistent with the fact that the load-carrying capacity of a short column 
is determined by the strength of the column material, whereas that of 
a slender column is determined by the stiffness. 

The A.R.E.A. Specifications (1936) provide that for columns with 
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known eccentricity of loading the following secant formula «hn.ll be 
used: 

P _ 1// (Yield point of material) _ 

^ 1 + (ec/r^ + 0.001 L/r) sec ^ 

In this formula e is the intentional eccentricity of loading, r is the 
least radius of gyration of the cross-section in question, and c is the 
distance of the most remote point on that cross-section from the axis 
with respect to which r Ls least.^ The value of is f for columns with 
riveted ends and | for columns with pinned ends; / is 1.76 for carbon 
steel with a yield point of 33,000 lb. per sq. in. The term 0.001 L/r 
provides for chance eccentricity, such as that due to crookedness of the 
column, which exists in addition to the intended eccentricity. 

When a column carrying both nominally axial and intentionally 
eccentric loads is to be investigated or designed by means of the secant 
formula, the two loads are replaced by their resultant. 

PROBLEMS 

660. A 6-in. standard steel pipe projects upward for a length of 10 ft. above a 
concrete foundation in which the lower end is embedded. What eccentricity is 
permissible for a load of 56,000 lb. applied to the upper end? Assume yield 
point == 33,000 lb. per sq. in., A; = 2, and / == 2. A.R.E.A. specifications. 

661. An 8-in. WF 17-lb. section is used as a column 9 ft. 6 in. long. It carries a 
load the resultant of which acts on the axis 1-1 and 1 in. from the axis 2-2. What 
may the load be in accordance with the secant equation of the A.R.E.A. specifica¬ 
tions? The yield point equals 33,000 lb. per sq. in., / = 1.76, A: = f. 

168. Secant Formula for Axially Loaded Colmnns. While formulas 
of the types discussed in Chapter XIII were in use, the secant analysis 
showing the effect of an eccentric load on an ideal column was being 
worked out. In 1912 Professor O. H. Basquin suggested that most 
of the defects in the fabrication and loading of an actual column could 
be considered as an equivalent eccentricity of loading.'^ He proposed 
that a reasonable value for this equivalent eccentricity be derived 
from a careful study of column tests and then be inserted in the secant 
formula for use in the design of structural columns. Subsequently a 
Special Committee on Steel Column Research was appointed by the 
American Society of Civil Engineers, and over a period of years this 
committee made a very careful study of existing column test data, 

^ If the intentional eccentricity is at right angles to the least radius of gyration, 
this is not a logical procedure, but any error to which it leads is on the safe side. 
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which it supplemented by elaborate additional test. The result of 
this investigation was the recommendation by the committee (in 1933) 
that the equation 

P Yield point of material 

1 + 0.25 sec — ^ -TBr 
r \ AE 

be accepted as a basis for the design of structural columns with nomi¬ 
nally axial loads. 

This general form of the secant equation is applicable to a column 
with any end condition when a value of k consistent with the end 
condition has been introduced. That is, the part of the column length 
between inflection points acts as a round-ended column, and this part 



Fig. 332. Parabolic formula and secant formula. 


of the length is represented by kL, From its study of column tests 
the committee recommended that in pinned structures k be taken as 
I and in riveted structures as f. 

The committee recommended the use of 32,000 lb. per sq. in. for 
the yield point and a factor of safety such as to reduce the average stress 
in a short compression block to 15,000 lb. per sq. in. (the same value 
as prescribed by the A.I.S.C. Rankine formula). With the 0.25 
eccentricity ratio, this makes the maximum stress 1.25 X 15,000 = 
18,750 lb. per sq. in. The factor of safety which will make this re¬ 
duction is 32,000/18,750 = 1.71. When these substitutions are made 
and a value of 30,000,000 is assumed for jE, the equation for riveted- 
ended columns becomes 


A 


18,750 


1 -h 0.25 sec 


u 


P'lA 


4 X 17.6 X 10® 
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Because of the very considerable difficulty in using this formula for 
the design and investigation of columns, parabolic formulas giving 
very nearly the same values of FjA were proposed by the committee. 
These formulas are incorporated in the American Association of 
State Highway Officials specifications and others and are given in 
Art. 160. The close agreement of one of these parabolic formulas 
and a secant formula is shown in Fig. 332. 



CHAPTER XV 


COMBINED STRESSES 

169. Introduction. In a beam the tensile stress on a vertical plane 
at a point y in. from the neutral axis is given by the formula S = My/I, 
and the shearing stress on horizontal and vertical planes through the 
same point is given by <8* = VQlIb. It will be shown in this chapter 
that, at any point in the cross-section of a beam where there arc both 
tensile and shearing stresses, there are greater tensile stresses than the 
stress found by <8 = My/I. Does this greater tensile stress ever 
exceed the tension in the extreme fibers? 

In a shaft, such as a vertical turbine shaft, subject to axial com¬ 
pressive forces and also subject to torque, there are shearing stresses at 
the surface (on the transverse and on longitudinal planes) which arc 
given by St = TefJ and compressive stresses on transverse planes 
equal to P/A. It will be shown that at any point where both these 
stresses occur there are greater shearing and compressive stresses 
than those given by the formulas. Can these be disregarded in the 
design of the shaft? 

At a point in the shell of a boiler subject to steam pressure it was 
found that tensile stresses exist in two directions, the circumferential 
tension being twice the longitudinal tension. Do still greater stresses 
on some oblique plane result from the combination of these calculated 
stresses? These questions and many similar questions can be intelli¬ 
gently answered only if the relationships between given stresses and the 
resulting maximum stresses are understood. If stresses greater than 
those commonly calculated and regarded as maximum exist, the 
designer should be aware of them. 

The term “ combined stresses ” is commonly used to designate the 
stresses calculated by combining other stresses. In this chapter are 
derived relationships existing between given combinations of stress 
on certain planes at a point, such as the combinations mentioned 
above, and the stresses that exist on other planes through the same 
point. Only “ two-dimensional ” stresses (all forces and stresses 
being parallel to one plane) will be considered in this chapter. 

170. Representation of a State of Stress in Body. The state of 
stress costing at a point in a stressed body is conveniently represented 
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by showing the unit stresses acting on the faces of a small rectangular 
solid at the ix)int in the body. If the stresses in the body are uniformly 
distributed, that is, do not vary in intensity from point to point, the 
rectangular solid may be of any size. However, if, as is common, the 
stresses vary from point to point, as in a beam, the solid is taken of 
infinitesimal size so that the stresses may without error be regarded as 
uniform over its faces. 



Fig. 333. The same state of stress represented in three ways. 


It is possible to represent the same state of stress in a body in different 
ways. As an example, consider a prism with axial tensile loading 
causing a tensile stress of 10,000 lb. per sq. in. on all transverse planes. 
This condition of stress may be represented by an infinite number of 
different combinations of shearing and tensile stresses on differently 
inclined planes. Three of these are shown in Fig. 333. Inspection 
of the stresses shown in d does not indicate the identity of this state 
of stress with that shown in 6, but if the principal stresses ” (defined 
later) for d are calculated, they are found to be the stresses shown in h} 

It is important to keep in mind that stress at a certain point cannot 
be considered quantitatively without considering a plane (passing 
through the point) on which the stress acts. On different planes 
through a given point in a stressed body the stresses differ. 

In the following discussion the term normal stress will be used to 
denote either tensile unit stress or compressive unit stress as distin¬ 
guished from shearing unit stress. Tensile and compressive stresses 
are normal inasmuch as they result from forces acting perpendicular 
to the plane of stress, whereas shearing stresses result from forces 
parallel to the plane on which the shearing stresses act. Shearing 
stresses are sometimes called tangential ” stresses. 

^ The principal stresses shown in b are no more the ** true stresses than are 
those shown in c or rf, which represent the same state of stress at the given point 
in the body but show the stresses that exist on other planes. 
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171. Calculation of Stresses on an Oblique Plane. When known 
stresses act on mutually perpendicular planes, the stresses on any 
inclined plane are found by applying the conditions of equilibrium to 
a wedge-shaped solid two faces of which coincide with the planes of 
known stress and one face of which is in the direction of the inclined 
plane. 

Example. A steel rod, 1 in. in diameter, fixed at the upper end, is used as a 
tension member to carry a load of 12,560 lb. and at the same time is subject to a 
torque of 1,570 lb-in. applied at the lower end as shown diagrammatically in Fig. 



334o. The tensile stress resulting from this load is 16,000 lb. per sq. in. over all 
transverse sections. Shearing stres.ses at the surface caused by the torque are 
8,000 lb. per sq. in. Calculate the stresses which exist at a point on the surface of 
the rod on a plane making an angle of 60° with the element of the surface through 
that point. 

Solution: The given tensile and shearing stresses are shown on a cube in Fig. 
3346.^ In c is shown a wedge cut from the cube by a plane making an angle of 
60° with an element of the cylinder or 30° with the horizontal. This wedge is a 
particle in equilibrium, and the forces holding it in equilibrium result from the 
given unit stresses and the unknown unit stresses. Equating the sum of the com¬ 
ponents parallel to BC to zero, 

S'M - 16,000 X 0.866dA X 0.5 + 8,000 X 0.866dA X 0.866 - 8,000 X O.SdA 

X 0.5 = 0 

si = +6,930 — 6,000 + 2,000 = +2,930 lb. per sq. in. 

The plus sign indicates that the stress on the face BC of the wedge is in the direc¬ 
tion assumed when writing the equation. 

Equating the sum of the components normal to BC to zero, 

Sl^A - 16,000 X 0.866dA X 0.866 - 8,000 X 0.866cLl X 0.5 - 8,000 X OMA 

X 0.866 » 0 

Si, « 12,000 + 3,460 + 3,460 » +18,920 lb. per sq. in. 

^ The same intensity of shearing stress that acts on the horizontal surfaces of the 
cube must also act on the vertical surfaces. See Art. 34. 
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The plus sign indicates that the normal stress on BC is tensile, as asainnu d in writ* 
ing the equation. 


PROBLEMS 

661 . By the method used in Art. 171 calculate the shearing and normal stresses 
on a 45° plane which result from the stresses shown in Fig. 3345. 

662 . Solve Problem 661 if the plane is inclined 135° with horizontal. 

663 . Solve Problem 661 if the plane is inclined 60° with horizontal. 

172. Shearing and Normal Stresses Resulting irom Two Normal 
Stresses Combined with Shearing Stresses. In the example solved in 
Art. 171 a known normal stress and a known shearing stress existed 
on a given plane, and an equal shearing stress existed on a plane at 
right angles. Numerical values were calculated for the normal and 
shearing stresses on a plane having a known inclination to the planes 
of known stress. In this article a general expression for the shearing 
and normal stresses on an inclined plane will be derived. 

Figure 335a shows an elementary cube with faces parallel to and 
perpendicular to the given stresses, and b shows a wedge cut from this 
cube, the inclined face making an angle 0 with the direction of the 
plane on which Sx acts. On the faces of the cube the given unit 
stresses are shown, but on the faces of the wedge the forces due to these 
unit stresses are indicated. The forces on the BC face are expressed 
in terms of the unknown normal unit stress Si and the unknown 
shearing unit stress Si, expressions for both of which arc desired. If 
the area of the BC face of the wedge is dA, that of the AC face is dA 
sin 0 and that of the AB face is dA cos 0. 

Siumning up all components parallel to BC and placing the sum 
equal to zero, 

SldA + /SydA sin 0 cos 0 — SxdA sin 0 cos 0 

■f S^A sin^ 0 — StdA cos® 0 = 0 


Whence 


si = (Sx — Sp) sin 0 cos 0 + /S,(cos® 0 — sin® 0) 

or S', = ~ sin 20 + S, cos 20 (1) 

which gives the value of the resultant shearing stress on a plane inclined 
at an angle 0 to the direction of the given normal stress. 

Summing up all components normal to BC and placing the sum 
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equal to zero, 

SlfdA — SxdA cos® 0 — Sj, sin® ddA 

+ (S* sin 0 cos $dA + S, sin 8 cos BdA = 0 


sit — Sx cos® + jSj, sin® 6 — 2S, sin 6 cos 0 

cos 26 


_ 1 + cos 26 „ 1_ 


— Ss sin 26 


Whence Si = — — cos 26 — S, sin 26 

2t Z 


( 2 ) 


which gives the value of the resultant normal stress on a plane inclined 
at an angle B with the direction of the given normal stress. 



The signs in equations (1) and (2) result from the assumption that 
Sa; and &y are plus if tension and minus if compression, and that S* 
is plus if the shearing forces act as shown in Fig. 335a and minus if they 
act oppositely. Let the algebraically larger of the two given normal 
stresses be called S*. This system of signs should be followed in deter¬ 
mining numerical values of the shearing and normal stresses on the in¬ 
clined plane by equations (1) and (2). If this is done, a plus value for 
Si indicates shearing stress on the inclined plane acting down the plane, 
and a plus value for Sn indicates that the normal stress on the inclined 
plane is tension. It should be kept in mind that cos 20 is a minus 
quantity for values of 0 between 45® and 90®. 

PROBLEM 

664. By means of the formulas derived in Art. 172 calculate the resultant shear¬ 
ing and normal stresses found in the Example of Art. 171. 

173. Maximum Shearing Stress Resulting from Two Normal 
Stresses Combined with Shearing Stresses. The value of 0 for the 
plane upon which the resultant shearing stress will be a maximum is 
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found from equation (1) by putting the derivative of with respect 
to 6 equal to zero. 


dd 



cos 26 — >Sa sin 2^ = 0 


from which 


tan 26s 


S 


y 


2Ss 


where is that value of 6 which gives maximum Ss- There are two 
values of 2(9«, 180° apart, for any given value of tan 26s; and conse¬ 
quently there are two values of 6s which differ by 90°. This result is 
consistent with the fact, previously demonstrated, that equal shearing 
stresses exist on mutually perpendicular planes at a point. 

The maximum value of Ss is found by substituting in equation (1) 
the values of sin 26 and cos 26 corresponding to tan 26 = (Sx Sy)/ 
2Ss. The values of these functions are conveniently found by con¬ 
structing right triangles as shown in Fig. 336, in which tan 26 = 
{Sx - Sy)/2Ss. 

From this triangle 


sin 26 = 



and cos 26 = 



+ -S? 


Substituting these values in equation (1), Art. 172, 



S'. - m 


The sign of the shearing stress on an inclined plane is generally 
unimportant. It may be determined in a numerical problem, however, 
by substituting values of sin 26 and cos 26 ■with their proper signs in 
equation (1), Art. 172. Another, and perhaps better, way to de- 
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termine the direction of the shearing stresses is to consider a wedge 
having the sloping face in the direction given by If the sum of all 
components of force parallel to this surface are put equal to zero, the 
direction of the shearing stress to cause equilibrium may be found. 




Fig. 337 


Example. At a point A in a certain beam shearing stresses of 7,000 lb. per sq. 
in. exist on horizontal and vertical planes and tensile stress of 12,000 lb. per sq. in. 
acts on vertical planes as shown in Fig. 3376. Determine the maximum shearing 
stress and the directions of the plane of maximum shearing stress. 

Solution: In this case Sy = 0. Therefore 


max. Sj = "" V6,0002 + 7,000^ = 9,220 lb. per sq. in. 

The planes of maximum shearing stress are found thus (keeping in mind that Sa is 
a negative quantity as shown): 


tan 20 = 


S 

2Sa 


12,000 

14,000 


-0.857 


Whence 2B = 139® 24' and 319® 24' and 6 = 69® 42' and 159® 42' with the direc¬ 
tion of normal stress. 

The directions of the maximum shearing stresses are shown in Fig. 337c. 


PROBLEM ' 

666. Verify the maximum shearing stresses and the direction of the stresses by 
taking a wedge as a body in equilibrium. [Two cases may be considered: (o) the 
inclined plane sloping upward to the right 69° 42' above the horizontal; (6) the 
inclined plane sloping upward to the left 20° 18' above the horizontal.] 

174. Principal Stresses. The maximum and minimum normal 
stresses at a point in a stressed body are called the principal stresses at 
that point, and the planes on which the principal stresses act are 
called the principal planes at that point. It will be shown that the 
two principal planes at a point are mutually perpendicular and that 
on the principal planes there are no shearing stresses. 

In Art. 172 it was shown that, when given normal stresses S* and 
Sy are combined with shearing stresses, the resulting normal stress on 
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a plane making an angle 6 with the plane on which the normal stress 
<S* acts is given by 

Sn = ^ ^ ^ cos 2e — S, sin 29 (1) 

The maximum value of S'„ will occur on a plane so inclined that 
dS^ 

= 0 — (Sx — Sy) sin 25 — 2St cos 25 = 0 
dd 

from which 


2S 

to«2e„ = -^^ (2) 

In this equation 6n is the value of 9 for which Sx is maximum. Since, 
for maximum shearing stresses, tan 26s = +(>Sa: ~ Sy)/2S8, it is seen 
that 26s for maximum shearing stress and 26n for maximum normal 
stress differ by 90°, and consequently the planes on which shearing 
stresses are maximum make angles of 45° with the principal planes. 

There is no shearing stress upon the principal planes. This is shown 
as follows: The equation for shearing stress along any plane making 
an angle 6 with the horizontal is 

S's = sin 26 + Ss cos 20 


If this is equated to zero and solved for 5, it is seen that tan 25 = 
—2Sfl{Sx — Sy), which gives the same value for 5 for planes of zero 
shearing stress as was found for the planes of 
maximum and minimum normal stress. 

The maximum and minimum values of Sl, are 
found by substituting in equation (1) the values 
for sin 25 and cos 25 corresponding to tan 25„ = 

—2S,/(Sx — Sy). By constructing the right 
triangles (Fig. 338) with one leg equal to — S, 
and one leg equal to (Sx — Sy)/2, making 
tan 25 = —2St/(Sx — Sy), the following values are obtained: 

S. . . (S.-Sy)/2 



sin 25n = T 




and cos 25n = ± 
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Putting these values in equation (1), 



The letters p and q are often used to represent the algebraically larger 
and smaller principal stresses. Using this notation, 



Note that, if equations (3) and (4) are added, the following equation 
results: 

p + q Sx + Sy (5) 

Equation (5) shows that the algebraic sum of the two normal unit 
stresses on any pair of mutually perpendicular planes at a point equals 
the algebraic sum of the principal stresses at that point 

In a numerical problem the direction of the plane on which the larger 
principal stress acts may be determined as follows. Let Sx be the 
algebraically larger of the two given normal stresses. The angle 
between the direction of Sx and the direction of p, the algebraically 
larger principal stress, will always be less than 45°, the smaller of the 
two values of d given by equation (2). 

Equation (2) shows that, if Sx and Sg have the same sign, tan 2d will 
be negative and 6 will be a clockwise angle, or p will make a clockwise 
angle with Sx- If Sx and Sg have opposite signs, p will make a counter¬ 
clockwise angle with Sx- If any doubt exists concerning the correctness 
of the angle computed for the plane on which the maximum principal 
stress exists, the result may be verified by taking a wedge-shaped 
particle with the inclined face parallel to the direction found for the 
principal plane. The forces on the three faces should be calculated, 
assuming the area of the inclined face to be unity. If the angle is 
correct, the sum of all components normal to the inclined face is equal 
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to the calculated principal stress and the sum of the components parallel 
to the inclined face equals zero, there being no shearing stress upon a 
principal plane. 

Example. At four different points in a certain beam a normal stress of 12,000 
lb. per sq. in. acts upon a vertical plane, and shearing stresses of 7,000 lb. per sq. 
in. act on horizontal and vertical planes. There are four possible combinations 
shown in Fig. 339. Determine the principal stresses and the planes on which the 
principal stresses act for case (a). 



Fig. 339 


Solution: Case (a). Sx - +12,000 lb. per sq. in., Sy = 0, <5® = —7,000 lb. 
per sq. in. 

max. S; = Y ± + -S* = +6,000 ± Ve.OOO* + 7,000“ 


Hence 

and 


= +6,000 ± 9,220 

q = —3,220 lb. per sq. in. (compression) 
p - +15,220 lb. per sq. in. (tension) 


2aS. 

The angle with the direction of Sx (horizontal) is found from tan 2$ - -— = 

Sx 

+ 14,000 7 ^ 

-= , hence 

+ 12,000 6 ^ 

26 == 49° 24' or 229° 24', and 6 = 24° 42' and 114° 42' 

Since p, the algebraically larger principal stress, always makes an angle less than 
45° with S, the larger normal stress, the principal stresses are on planes, as shown 

in Fig. 339e. , , , j . 

The stresses on the plane sloping 24° 42' with the horizontal may be verified by 

taking a wedge and calcvdating the equilibrant normal to the incUned fa^. If 
this plane is a principal plane, the shearing stress on it is zero. Figure 339/ show 
this wedge. The area of the inclined face is taken as unity. Con^uently the 
unit stress on the inclined face has the same value as the ^ - 

0.4179, cos 24® 42' = 0.9085. The normal and shearing forces on the vertical and 
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horizontal faces are 

12,000 X 0.4179 = 5,0141b.; 7,000 X 0.4179 = 2,9201b.; 7,000 X 0.9085 = 6,359 lb. 

The normal and parallel components are found from these. Note that the re* 
sultant of the normal components is 3,220 lb., which is upward and to the left. 
Consequently the normal force on the inclined face is 3,220 lb. downward and to 
the right. The normal stress is therefore 3,220 lb. per sq. in. compression. The 
resultant of the components parallel to the inclined plane is zero, and consequently 
there is no shearing stress on the inclined plane, as must be the case if it is a prin¬ 
cipal plane. 


PROBLEMS 

666. Calculate the principal stresses which exist at a point where the shearing 
and normal stresses on 30® and 60® planes are those shown in Fig. 333d. Also 
calculate the maximum shearing stresses. 

667 . For values of Sj,/Sx of 0, 0.1, 0.5, 1.0, and 2.0 and Sy = 0, calculate values 
of the principal stresses in terms of the given normal stress. Show the results in 
the form of a curve. 

668. In a boiler shell, subject to internal pressure, longitudinal tensile stress 
exists, and also circumferential stress which is twice the longitudinal stress. Do 
stresses greater than the circumferential stress exist? If so, on what planes? If 
not, why not? Discuss fully. 

176. Normal Stresses and Shearing Stresses in Terms of Principal 
Stresses. The equation 5' = (S*+S„)/2 + — Sy) cos 20/2 — S, sin 

2$ was derived in Art. 172. In this equation S^, Sy, and S, are the 
given normal and shearing stresses, and <8^^ is the resulting normal 
stress on an inclined plane. Now suppose that the planes on which 
the given stresses act are planes of zero shearing stress and are there¬ 
fore principal planes. Then the normal stresses on these planes are 
principal stresses, and Sx in the equation becomes p, Sy becomes q, and 
<Si is the normal stress Sx on the inclined plane. Making these 
substitutions, and remembering that Sg 0, 

s* =^^ + ^-^cos2e (1) 


On a plane perpendicular to the plane of Sx, the normal stress is Sy, and 
for this perpendicular plane cos 20 is negative. Hence 


Sy 


P + 9 
2 


P-9 

2 


cos 26 


( 2 ) 


Equation (1) of Art. 172, Si 

Sg 


(Sx - Sy) 


2 

P-9 


sin 29 4- <S, cos 26, becomes 


sin 26 


2 


( 3 ) 
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in which Sa is the resulting shearing stress on a plane making an angle 
of 6 with the plane on which p acts. 

These equations may also be derived by considering a cube on which 
p and q act, cutting off a wedge with the diagonal face making an angle 
$ with the plane on which p acts, and solving for Sx and /S«. By cutting 
off another wedge with the diagonal face pei*pendicular to the diagonal 
face of the first wedge, Sy may be found. 

PROBLEMS 

In the following problems, Sax is the shearing stress on the plane on which Sm 
acts. 

669. At a point in a body, p = +16,000 lb. per sq. in., and q = —8,000 lb. per 
sq. in. What value of d will result in iSsx — +6,000 lb. per sq. in., and what will 
be the value of Sx and Sy on a cube with this inclination? 

670. Solve Problem 669 if q = +2,000 lb. per sq. in. 

671. Determine p, 5 , and given Sx = +12,000, Sy = +6,000, Sax = —6,000 
lb. per sq. in. 

672. Determine p, g, and d, given Sx = +15,000, Sy = —6,000, Sax = +7,000 
lb. per sq. in. 

673. Determine Sxt Sy^ and Sax on planes making counterclockwise angles of 
40° with the plane on which p acts if p = +20,000 and q = — 12,000 lb. per sq. in. 

674. Determine Sxf Sy, and Sax on planes making clockwise angles of 32° if p = 
+18,000 and q = + 6,000 lb. per sq. in. 

676. Given principal stresses p - +10,000 lb. per sq. in. and q - —6,000 lb. 
per sq. in. Is there a plane on which the normal stress is zero? If so, what is the 
angle between that plane and the plane on which p acts? 

676. Solve Problem 675 if p - +12,000 lb. per sq. in. and q = —4,000 lb. per 
sq. in. 

176. Principal Stresses in a Body Subjected to Pure Shear. It is 

possible for a body to be loaded in such a way that at certain points 
there are planes on which nothing but shearing stresses exist. This is 
true of a shaft subjected to torsion only. In that case, there is a shear¬ 
ing stress on transverse planes and on axial planes, but no normal 
stresses exist on either transverse or axial planes. As another illustra¬ 
tion, at a cross-section of an overhanging beam where there is an 
inflection point (M = 0) there are longitudinal and transverse shear¬ 
ing stresses but no normal (flexural) stresses. At any point where this 
stress condition occurs, the material is said to be in a state of “ pure 
shear.” 

In this state the maximum normal stresses given by equations (3) 
and (4), Art. 174 become ±(Sj, and the angle 2$ becomes 90®. There¬ 
fore, in a body at a point where only shearing stresses exist on two 
mutually perpendicular planes, there are resulting tensile and compres¬ 
sive principal stresses of the same magnitude as the shearing stresses, 
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on planes making angles of 45° with the planes of shearing stress. 
This result can be obtained directly by equating the forces normal to 
the inclined planes to zero. 

An example of the effect of such stresses is afforded by the failure 
under torsional loads of a cylinder made of some material having a 
tensile strength less than its shearing strength. A common chalk 



Fig. 340. Tensile failure of a cast-iron torsion specimen. 

crayon, twisted until it fractures, illustrates this failure. The ten¬ 
sile fracture of a round cast-iron rod tested in torsion is shown in Fig. 
340. 

The existence of these tensile and compressive stresses resulting from 
shear may be visualized by considering the corresporfding deforma¬ 
tions. Figure 341 represents a cylinder subject to torsion. Upon 
the surface of this cylinder, before the torsional forces were applied, 

two parallel lines (elements of the cylin¬ 
drical surface) were drawn, and two lines 
were drawn around the cylinder. The 
included area^ ABCD, was rectangular 
before the torsional deformation occurred, 
but during the deformation the diagonal 
BD lengthened and AC shortened. These deformations were in the 
directions of the tensile stress and the compressive stress, respectively. 

177. Bending Combined with Torsion in a Circular Shaft. The 
transverse loads due to belt tensions and weights of pulleys and of the 
shafting itself cause bending stresses which in many instances are not 
negligible compared with the shearing stresses due to torsion. 

The formulas derived in Arts. 173 and 174 may be applied to these 
cases to find the maximum resultant shearing stresses and the maxi¬ 
mum resultant tension or compression. However, for circular shafts 
the solution may be expressed in more convenient formulas. 

The shearing stress in the extreme fibers of a circular shaft, as given 



Fig. 341 
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by the common torsion formula, is S, = TcjJ, and the bending stress 
is /Si = Mcjl. In these two formulas J = 21 for either a solid or 
hollow circular shaft. The maximum resultant shearing stress is 


max. S', 






= - 

J 


or 

J 

c " Ss 

in which Sa is the allowable shearing stress. For a shaft so supported 
or loaded that no bending moment acts on it, this equation reduces to 
J T 

— = — , as it should. 

C Sa 


The maximum resultant tensile or compressive stress is 


max 
from which 




\ 

\ - =F-r- 


C 


2S \ 


\ 


in which S is ther allowable tensile or compressive stress. This re¬ 


duces to the fleifure formula, A= wheVi ^ torsional moment is 

C O. ' 


reduced to zero. " ' . ^ 

If, for a given material used as shafting, allowable she^TJrog, tensile, 
and compressive stresses are specified, the resultant maximum shear¬ 
ing and normal stresses as given by the above formulas should hot 
exceed the respective specified allowable st resses. 

The form of the equation SgJ/c = VM^ + indicates that ^ 
curve may easily be constructed, from which may be read the ambun]t\ 
of torque and bending moment which together will cause a given maxi¬ 
mum shearing stress in a shaft of a given size. The curve is a circular 
arc, the radius being equal to the resisting torque SaJ/c, The center 
of the circle is the origin, and M and T are respectively ordinates and 
abscissas to any point on the arc. 

The equation 


SI M + Vjif 2 -I- r* 


c 


2 
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may also be represented by a curve for a given allowable S and for a 
given diameter of shaft. In Fig. 342, curves are drawn for an allow¬ 
able normal stress of 12,000 lb. per sq. in. and allowable shearing stress 
of 8,000 lb. per sq. in., both curves for 3-in.-diameter shafting. For 
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Fia. 342. The ordinate and abscissa of a point on the curve are the allowable 
simultaneous bending moment and torque, respectively. 

these allowable stresses the curves show that, for torques less than 
37,000 lb-in., the normal stress limits the torque and bending moment, 
whereas for greater torques the shearing stress limits the torque and 
bending moment. 


PROBLEMS 

677. A handbook gives for shafting subject to bending moment and torque this 
formula for determining the diameter: 

> 

and adds that for ductile materials it is well to check the value of d by means of 

d = 

In these formulas S is defined as the “ fiber stress in pounds per square inch.'^ Are 
these formulas rational? Do they apply to hollow shafting? Should S be the 
same in the two formulas? Discuss fully. 

678. Plot curves representing the combined allowable bending moment and 
torsional moment for 2-in.-diameter shafting. One curve is for values as limited 
by maximum normal stress of 12,000 lb. per sq. in., and the other curve for values 
as limited by maximum resultant shearing stress of 8,000 lb. per sq. in. Ordinates 
of curves are to be bending moments, and abscissas are to be torsional moments, 
both in pound-inches. Both curves are to be plotted on the same set of axes. 

679. Determine the size of a solid circular shaft to withstand a torque of 50,000 
lb-in. and at the same time a bending moment of 36,000 lb-in. if the maximum 
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shearing stress is not to exceed 8,000 lb. per sq. in. and the maximum bending 
stress is not to exceed 12,000 lb. per sq. in. 

680. The shaft AD in Fig. 343 is supported at A and D by “ self-aligning ’’ 
bearings that do not fix the direction of the shaft. The shaft is driven by pulley 
C, and power is taken off at pulley B to drive a machine. The belt pulls are given 
in the end view. Pulley B weighs 200 lb., pulley C weighs 400 lb., and the dis¬ 
tance d is 20 in. What is the required diameter of shaft if allowable stresses of 
12,000 lb. per sq. in. in bending and 8,000 lb. per sq. in. in shearing are not ex¬ 
ceeded? Ans, D = 2.95 in. 



Fig. 343 


681. Solve Problem 680 if distance d is 30 in. 

^ 682. If Sa and St are the allowable shearing and tensile stresses, what is the 
greatest ratio of Sato St in order that the allowable torque and bending moment 
will be determined by Sa for all allowable combinations of T and M? 

Am, Sa ~ 0.5 St, 

683. In the derivation of the formulas of Art. 177 no consideration was given 
to shearing stresses which exist because of beam action, although in cantilever 
shafts the maximum shear and maximum bending moment may occur at the same 
section. Is the ignoring of shear due to beam action justified, and if so why? 

178. Mohr’s Circle. The relationships derived in Art. 175 are all 
contained in a graphical construction devised by Professor Otto Mohr 
before 1895. This construction is useful for gi’aphical solutions of 
problems in combined stresses. 

The notation Sax will be used for the shearing stress on the plane 
on which the algebraically larger normal stress Sx acts, and Say will 
be the shearing stress on the planes on which Sy acts. Shearing stresses 
will be regarded as positive if the two shearing forces on opposite faces 
constitute a clockwise couple and as negative if the two shearing forces 
on opposite faces constitute a counterclockwise couple. Thus shear¬ 
ing stresses on two adjacent faces (perpendicular to each other) will 
always have opposite signs, as shown in Fig. 344. 

Mohr’s circle is shown in Fig. 345, drawn for positive values of 5*, 
Syy Saxy Py and q. Distances along the horizontal axis (abscissas) 
represent normal stresses, and ordinates represent shearing stresses. 
The construction of this figure will now be explained. 
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Let it be first assumed that p and q are known and that it is desired to 
determine the normal and shearing stresses on a plane making a given 
angle d with the plane on which p, the algebraically larger principal stress, 
acts. Lay off to some convenient scale OP equal to p, and OQ equal to q, 
and draw a circle with PQ as a diameter. The diameter of this circle 
is p — 9 , its radius is (p — q)/2, and the distance OC is (p + q)/2. 



Fig. 344 Fig. 345. Mohr’s circle, positive 

stresses. 


Now lay off the angle 2$ (twice the given angle) as shown, and draw 
the diameter DD*. The abscissa of D* is OH and is equal to ^ ^ + 

V — Q 

—-— cos 20. Hence OH is the value of S*, since it agrees with equa- 
z 

tion (1), Art. 175. It will also be seen that the ordinate of Z)* equals 

V — Q. 

—-— sin 20 and thus equals <S,*, since this is the value given for S,* 

z 

in equation (3), Art. 175. The abscissa of Z) is OG and equals ^ — 

z 


^ ^ cos 20. Therefore OG equals Sy (equation 2, Art. 175). The 

z 

angle 20 was laid off in a counterclockwise direction, and the values 
foimd for Sx, Sy, and from the diagram as drawn are for planes 
that make a counterclockwise angle 0 with the principal planes. In 
solving a numerical problem, OP and OQ are laid off to scale, the angle 
20 is laid off, and the values for Sx, Sy, and S,x are scaled from the 
diagram. 

Assume now that the problem is this: Given S*, Sy, S,x on mutually 
perpendicular planes of known directions, find the values of p and q 
and also the angle 0 between the plane on which Sx acts and the prin¬ 
cipal planes. The construction of Mohr’s circle is as follows: 
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Along the Sn axis, Fig. 345, lay off OH equal to S*, and OG equal to Sy. 
At H erect the perpendicular HD^ with length equal to Sax- With a cen¬ 
ter C midway between G and H draw a circle with radius CD* inter¬ 
secting the Sn axis at P and Q (P being to the right of Q), Then 
OP = Pf and OQ = q. The angle between CD* and CP equals 20, but 
in this case it is clockwise from CD; that is, when >S*, Sy, and Sax 
are all positive, as assumed in this construction, the plane on which p 
acts makes a clockwise angle 6 with the plane on which the given stress 
Sx acts. 

Mohr’s circle is a graphical representation of the relationships that 
exist among p, q, S*, Sy, and Sax- As such, it contains the relation¬ 
ships derived in articles 172, 173, and 174. This fact may be seen by 
referring to Fig. 346. Note that OC = 

{Sx + Sy)/2 and that CH = (>S* - Sy)/2. 

179. Mohr’s Circle for Negative Stress¬ 
es. If Sax is negative, it is measured 
downward from H (D* is below the 
horizontal axis). A negative Sx or Sy is 
measured to the left from the vertical 
axis. If P is to the left of 0, p is nega¬ 
tive (compressive); if Q is to the left of 
0, q is negative (compressive). As an 
example, in Fig. 347 Mohr’s circle is 
drawn for a stress in which Sx = 

+8,000, Sy = -3,600, Sax = -5,000. From this diagram p scales 
+9,900, q scales -5,500, 26 scales 40° 48'. The maximum shearing 




Fig. 347. Mohr’s circle for negative S» and Sy. 


stress equals the radius of the circle. Hence max. Sax “• 7,660. All 
stresses are pounds per square inch. 

The angle D*CP equals 20. The principal stress p makes a counter¬ 
clockwise angle with Sx if the radius CP lies in a counterclockwise di- 
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rectJon from CDx as in this example or, in other words, if P is located 
in a counterclockwise direction around the circle from D*. 

PROBLEMS 

684. Draw four circles, with diameters of about 2 in., on a page. On these 
sketch the construction of Mohr’s circle for four different combinations of signs 

of Sj, Sy, and Ssx as follows: (-f- + +), (H--f), (H--), (-+)• 

Indicate on a small rectangle the slope and direction of the principal stresses. 
Do not take time to lay off values to scale nor to scale results. 

686. Solve Problem 684 if the combinations of Sx, Sy^ and Sa are (4- -b —) 
(+0 -), (-), (+ - -). 

Problems 669 to 676 may be assigned to be worked by the Mohr^s circle method. 




(a) 

Fig. 348 

180. Maximum Shearing Stress in Terms of Principal Stresses. A 

simple expression for the maximum shearing stress at a given point in 
a stressed body is easily obtained in terms of the principal stresses at 
that point. Figure 348a represents a cube of infinitesimal size with 
faces taken parallel to the principal planes of stress, and p and q 
are the principal stresses. As was shown in previous articles, the 
diagonal planes AC and BD (Fig. 3486) are>planes of maximum shear¬ 
ing stress. The intensity of this shearing stress equals 

pdA sin 45® — qdA sin 45® , s . 9 . -o P — 5 

« = - --- O’ - - V 

In words, the maximum shearing stress at a given point equals half the 
difference between the principal stresses. Note that larger shears re¬ 
sult if the principal stresses are of opposite kinds. This result may 
also be reached by the principle of superposition, noting that each 
principal stress causes a maximum shearing stress of one-half its in¬ 
tensity on the 46® plane. If both principal stresses are of the same 
character, the shearing stress due to one is opposite in direction to that 
due to the other. If, however, the principal stresses are both tension 
or both compression, the maximum shearing stress occurs on a plan 
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inclined 45® with the plane in which the principal stresses act (or, in 
Fig. 348o, on a plane inclined 45° to the plane of the paper). 

In photoelastic stress analysis a transparent loaded model is viewed 
by transmitted polarized monochromatic light. Alternate light and 
dark bands appear. Each is a contour line at all points of which there 
is a constant difference between the two principal stresses. Since, as 
has been shown, the maximum shearing stress at any point equals 
{Sx ~ Sy)/2 it follows that any dark or light band is a contour of 
constant intensity of maximum shearing stress.® 

PROBLEM 

686 . At a given point in a body the principal stresses are 3,000 lb. per sq. in. 
and 7,000 lb. per sq. in. Calculate the maximum shearing stresses: (a) if both 
stresses are tension; ( 6 ) if the larger stress is tension, and the smaller stress is com¬ 
pression. 

181. Resultant of Stresses on Different Planes at a Point; Ellipse of 
Stress. If axes of reference are chosen which have the directions of the 
principal stresses, simple expressions for the resultant of the stresses 
on any inclined plane may be found, since there are no shearing stresses 
in the directions of the axes. If, in the wedge shown in Fig. 349, the 



area of the plane AB is unity, the areas of other planes are, respec¬ 
tively, sin 6 and cos 6. If x and y are the respective components of 
the resultant total stress on ABy then x = p sin d and y — q cos 6, 
which are parametric equations of an ellipse.^ It follows that the 

* For a short textbook on this subject see L. G. N. Filon, A Manmd of Photo-- 
eUiaticity for EngirueerBy Cambridge University Press, 1936, and also Max M. 
Frocht, PhotoelasticUy, The Macmillan Company, 1941. 

^ If 0 is eliminated from these two equations, the standard equation for the 
ellipse results: 

. ^ a; y 

sm 0 = - , and cos 8 = - 
P q 

But sin* B + cos* 6 = 1; hence 



which is the equation for an ellipse having semi-major axes p and 7 . 
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resultant total stresses on all planes, if laid off from a point, form the 
semi-diameters of an ellipse called the ellipse of stress,” the major 
axis of which is the maximum principal stress, and the minor axis of 
which is the minimum principal stress. It is frequently not realized 
that this resultant total stress is not in a direction normal to the plane 





Shearing 

stresses 



Fig. 350. ^^Total stress,” normal stress, and shearing stress on principal planes 
and planes inclined to horizontal (1) 160®, (2) 150®, (3) 135®, (4) 120®, (5) 110®. 
Horizontal principal stresses are twice the vertical. Upper group, principal 
stresses both tension. Lower group, horizontal stress, tension; vertical stress, 
compression. 

(except for the two planes parallel to the principal stresses), and con¬ 
sequently it is not a stress in the commonly accepted meaning of that 
term, not being tension, compression, or sljear. It is a force divided 
by an area, but the force is oblique to the area. 

Figure 350 shows, for two cases of principal stresses and for planes 
making angles in the second quadrant, the “ total resultant stress ” 
and the corresponding part of the ellipse of stress. The radii of a 
second set of curves show the normal stresses in amount and direction. 
The radii of a third set show the variation in shearing stress. 

182. E and E» in Terms of Poisson’s Ratio. It is shown in Art. 176 
that, if shearing stresses alone act on two mutually perpendicular 
planes, principal stresses of the same intensity as the shearing stresses, 
and of opposite kinds from one another, act on planes at 45° with the 
planes of shearing stress. From this fact there may be derived a 
relation between the modulus of elasticity E and the shearing modu¬ 
lus of elasticity Es, in terms of Poisson^s ratio m. Consider a point 
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in & stressed body, such as a point on the surface of a shaft, where only 
shearing stresses Sg exist on mutually perpendicular planes (Fig. 
351(i). Now suppose at this same point 0 a cube (Fig. 3516) is taken 
with sides at 45° to those of the previous cube. It ha.s already been 
shown that on the faces of this cube there will be no shearing stresses 
and that the tensile and compressive unit stresses will equal the shear¬ 
ing unit stresses at 45°, or in other words, <S„ St, and Se are numeri- 



(o) (b) 



Fig. :151 


Fig. 352 


cally equal. Now in this stres.scd body a certain unit deformation 
(elongation) occurs along the line FG.® This deformation may be 
regarded as resulting either from the stres.ses Sg in Fig. 35 lo or from 
the stresses Sc and St in Fig. 3516. 

The unit elongation in the diagonal direction due to S, is equal to 
S,/2Eg. This may be shown as follows: In Fig. 352 the total elonga¬ 
tion is MH and the unit elongation = MH/AM, since the angle is very 

small. But MH = CH cos 45° = CD X ^ cos 45°, and AC = 

Eg 

CD 

—--. Hence the unit elongation along AC due to Sg is 

cos 45° 


6 = 


MH 

AC 


CD ^ cos 45° 

Eg 


CD 

cos 45° 


1 ^ 
2 Eg 


The unit elongation along FG due to St and Sc is 


5 = 


St , Sc Sg ^ 

— A-m — = — A-m 
E E E 


E 


® It must be kept in mind that at point 0 a certain state of stress exists and is 
accompanied by deformations, the deformation along FG being the only one con¬ 
sidered here. Figure 351o and 6 represent in two different ways the state of stress 
that results in the deformation which exists along FG. 
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since S, — St = Sc. Equating these two different values for the same 
unit elongation, 

ISs S. S, 

r ^ = •^ + — 

2Ec E E 

whence 

2(1 + m) 

If m = ^, as is commonly assumed for steel, E, = ^E. The use of 
E = 30,000,000 and E, = 12,000,000 lb. per sq. in. is consistent with 
this result. 


PROBLEM 

687. Calculate Es for the following metals: 

Aluminum alloy: E = 10,000,000 lb. per sq. in., m = 0.36 
Brass: E = 16,000,000 lb. per sq. in., m = 0.33 

Monel metal: E = 25,000,000 lb. per sq. in., m = 0.26 

183. Theories of Failure. As the forces or loads acting on an elastic 
body are gradually increased, stresses and deformations also increase 
until, at some point in the body where unit stresses are high and unit 
deformations are large, failure occurs. Failure as here used means 
either one of two things. Failure or elastic breakdown of a ductile 
material begins when its elastic behavior ends and permanent set 
begins. Failure of a brittle material occurs when rupture occurs, 
which, for a perfectly brittle material, is also when its elastic behavior 
ends. The body or member as a whole may not have failed, but at 
some point elastic breakdown ” of the material has begun. 

The elastic strength of a material is commonly determined by tests 
of axially loaded prisms, and in such pris^ms only a single principal 
stress exists. The same material used in a member of a machine or 
structure is, in general, subjected to a much more complicated state of 
stress. Is it rational to base the design of members subjected to very 
complex states of stress on the allowable stresses determined from 
tests involving a much simpler stress? Obviously the answer to this 
question depends upon a knowledge of the true causes of failure. The 
conclusions of investigators have been presented as theories of fail¬ 
ure,’^ and a number have been pressed. Four of the best known are 
presented and discussed here.® 

t 

® For extended discussions see J. Marin, Transactions, American Society of Civil 
Engineers, Vol. 101, 1936, p. 1162; J. Marin, Mechanical Properties and McUeriala 
and Design, McGraw-Hill, 1942; and H. M. Westergaard, Journal of Franklin In- 
stitnie, Vol, 189, 1920, p. 627. 
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The Maximum Stress Theory, According to this theory, failure or 
elastic breakdown occurs when the maximum principal stress becomes 
equal to the corresponding yield point (or ultimate strength, if the 
material is brittle). This is the oldest and simplest of the various 
theories and is sometimes called Rankine's theory of failure. It as¬ 
sumes that the effect of the maximum principal stress is not modified 
by the presence of the principal stress at right angles. The theory, in 
the form stated above, will not in general apply to materials having a 
shearing elastic limit considerably below the tensile (or compressive) 
elastic limit, for the following reasons. With two principal stresses 
of opposite sorts (one tension, one compression), the maximum shear¬ 
ing stress equals half the numerical sum of the two principal stresses. 
Therefore, when loading is such as to cause two nearly equal principal 
stresses of opposite character, the shearing stress will nearly equal the 
principal stress. Therefore failure could not occur in the manner 
specified by the theory unless the material has a shearing elastic limit 
nearly equal to its tensile and compressive elastic limits. This seems 
improbable for many materials. 

The theory is sometimes stated in the following form, which con¬ 
siderably widens its possible application: Failure will occur when the 
maximum principal stress equals the corresponding elastic limit, or 
when the maximum shearing stress equals the shearing elastic limit. 
This theory is the basis of most structural design as commonly car¬ 
ried out. 

The Maximum Shear Theory, According to this theory, generally 
attributed to J. J. Guest, elastic breakdown occurs (yielding begins) 
when the maximum shearing stress in a loaded member becomes equal 
to the maximum shearing stress that exists in a tensile specimen of the 
same material when stressed to the elastic limit. The maximum shear 
theory assumes that failure, both in the tensile test specimen and in 
the member with more complex loading, results from shearing stress. 

For principal stresses in two directions the maximum shearing 
stress is (p — q)/2y and for a tensile specimen the maximum shearing 
stress at the tensile elastic limit is Elastic limit/2. The theory is 
therefore expressed by the equation 

p — q Elastic limit in t ension 
2 "" 2 

If this theory were strictly correct, all tensile specimens should fail 
on 45® planes. In many ductile materials failure appears to have be¬ 
gun on such planes, and the initial yielding may in fact have occurred 
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on such planes even though the final rupture does not follow these 
planes. On the other hand, the rupture of a cylinder made of a brittle 
material in pure torsion indicates failure in tension and in no way re¬ 
sembles a shear failure, notwithstanding the fact that shearing stresses 
are equal to the tensile stresses (Fig. 342). Also the failure of cast 
iron and other brittle materials under tensile loading does not suggest a 
shear failure (Fig. 28). 

It is rather widely believed that the maximum shear theory applies 
more or less well to ductile materials but not at all to brittle materials. 

The Maximum Strain Theory, This theory is attributed to the 
French elastician, St. Venant. It states that elastic breakdown in a 
stressed body occurs when the maximum unit elongation becomes 
equal to the maximum unit elongation existing in a tensile test speci¬ 
men at the elastic limit or when the maximum unit shortening becomes 
equal to the maximum unit shortening in a compression member at 
the elastic limit. 

In a stressed body the unit deformation in the direction of the maxi¬ 


mum principal stress is 5 = 


£. 

E 


± m 



in which m is Poisson^s 


ratio. 

It follows that, if both principal stresses are tensile stresses, failure 
will not occur until the larger principal stress exceeds the tensile elastic 
limit of the material. On the other hand, if the larger principal stress 
is tension and the lesser compression, failure will occur even if the 
larger principal stress is somewhat less than the tensile elastic limit. 

The maximum strain theory may be expressed by the following 
equation: 


V 


E 


di m 



Elastic limit 

He 


The Maximum Energy or Maximum Resilience Theory, According 
to this theory, elastic breakdown occurs when, at some point in a 
loaded member, the energy of deformation per unit of volume has 
become equal to the maximum energy of deformation per unit of vol¬ 
ume in a prism of the same material when stressed to the yield point. 

The four theories of failure mentioned are the best known of a num¬ 
ber that have been proposed. It is certain none of them can be ac¬ 
cepted as a true theory of failure for all types of material and of 
loading. 

It is desirable that engineering design proceed steadily toward the 
substitution of rational for empirical processes, as rapidly as correct 
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rations*! processes can be estal)iished. For this reason it is desirable 
to know exactly what are the conditions of stress and deformation that 
lead to failure of an elastic material. However, it should be realized 
that theories of failure must be based on the assumption of a perfect 
and homogeneous material. It seems probable that failure in an actual 
stressed body will begin at some microscopic flaw, such as a cavity or 
particle of foreign matter, in the material where stress conditions differ 
materially from those calculated by accepted methods. Furthermore, 
even in the absence of flaws, actual stresses generally differ from cal¬ 
culated stresses because of initial stresses which result from methods 
of fabrication and which arc present even in the unloaded body. 
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688. A short piece of 2-in. standard pipe with ends sealed is shown in Fig. 353. 
Forces P of 6,400 lb. are applied to the ends, and two forces F apply a torque of 3,200 
lb-in. to the upper end, the lower end being fixed to prevent rotation. An inter¬ 
nal pressure of 800 lb. per sq. in. exists. Determine the principal stresses and the 
inclination of the principal planes at a point in the outer surface. Also calculate 
the maximum shearing .stress at the same point. 

689 . The load P in Fig. 354 is 5,800 lb. The cross-section at AB is rectangular, 
2.5 in. by 1 in. Determine the principal stresses at a point on the cross-section AB 
which is 0.5 in. from B. (Note that the shearing stress due to P is not uniform 
over AB.) 

690 . Thfe longitudinal stress in a boiler shell is 6,000 lb. per sq. in., and the cir¬ 
cumferential stress 12,000 lb. per sq. in. If Poisson’s ratio is 0.25, what tensile 
stress acting alone would produce the same maximum unit elongation? 

691 . The bracket shown in Fig. 355 supports a load of 800 lb. as shown. The 
diameter of A P is 2.2 in. Determine the principal stresses and the maximum 
shearing stresses at D, and the inclinations of the planes on which the stresses act. 

Ans. Sa - 2,400 lb. per. sq. in. 

692 . Determine the principal stresses and the maximum shearing stresses at F 
or G (whichever has the larger shearing stresses) in the bracket shown in Fig. 355. 
Note that at F and at G there are shearing stresses due to the action of AB as a 
cantilever beam. 
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ELASTIC ENERGY; STRESSES PRODUCED 
BY MOVING BODIES 

184. Elastic Energy. An elastic body that is deformed by external 
force has energy stored within it. This energy is sometimes called 
“ potential energy of deformation.” Other names in common use are 
“ internal work,” “ strain energy,” and “ elastic energy.” The prop¬ 
erty of a material which makes it capable of storing elastic energy is 
called resilience. 

The ability of a member to store elastic energy is frequently of great 
importance in situations where the member is called upon to resist 
moving bodies. In many such cases most of the kinetic energy of a 
moving body must be transformed into elastic energy of the resisting 
member. As will become apparent, the design of members called upon 
to resi.st moving bodies may be quite different from the design of mem¬ 
bers which must resist only static or gradually applied loads. 

186. Forces Exerted on or by a Moving Body. When a moving 
body is brought to rest by forces acting upon it, work (equal to the 
kinetic energy of the body) is done by the forces. Work is the prod¬ 
uct of a force and a distance. The greater the distance in which the 
velocity is reduced to zero, the less is the force required. Therefore 
the stresses produced are inversely proportional to the distance the 
body moves while it is being brought to rest. 

As an illustration, at the end of a railroad track a “ car bumper,” 
frequently consisting of a large block of reinforced concrete, is ordi¬ 
narily placed to stop cars. If this relatively rigid block and the rela¬ 
tively rigid frame of the car were allowed to come into sudden direct 
contact, the velocity of the car would be destroyed in such a short dis¬ 
tance that a very large force would be exerted between car and bumper 
and injuriously large stresses would be produced in each. To prevent 
this, a set of coil springs is used to cushion the impact. These springs 
cause a gradually increasing force to be exerted on the bumper and on 
the car frame and permit the car to travel a much greater distance in 
being brought to rest. The forces and stresses produced are therefore 
much less than if the car frame came into direct contact with the 
bumper. 
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In the design of energy-absorbing members, such as the foregoing 
spring, it is frequently important that the production of the allowable 
stress should be accompanied by a large amount of total deformation 
of the member, 

186. Elastic Energy under Axial Loads. Modulus of Resilience. 

Let a right prism of cross-section A and length L be acted on by axial 
forces that produce a unit stress of S lb. per sq. in. at all points of any 
cross-section. Then the unit deformation is S/E (provided that the 
proportional limit of the material is not exceeded), and the total defor¬ 
mation is SL/E. If the body was initially unstressed and if the stress 
increases proportionally with the deformation, the average unit stress 
is S/2, and the average force exerted on the prism is SA/2. Let U 
be the work done on the prism (or the elastic energy stored in it). Then 
U = SA/2 X SL/E or S^AL/2E, which equals S^/2E times the volume 
of the prism. This shows that the energy which can be absorbed by a 
prism without exceeding a given unit stress is independent of the rela¬ 
tive dimensions of the prism but is a function of the amount of ma¬ 
terial in it. 

The amount of energy per unit of volume that a given material stores 
when stressed to the elastic limit is called the modulus of resilience of 
that material.^ The modulus of resilience equals S^/2E, where Se 
is the elastic limit. Since the modulus of resilience is proportional to 
the square of the elastic limit and inversely proportional to E, it fol¬ 
lows that a material with a high elastic limit and a low modulus of 
elasticity is capable of storing a large amount of elastic energy or of 
absorbing a large amount of shock without being damaged thereby. 


Example. Compare the moduli of resilience of two steels with elastic limits of 
(a) 30,000 and (b) 150,000 lb. per sq. in., respectively, and (c) an aluminum alloy 
having an elastic limit of 30,000 lb. per sq. in. 

30,000* 


S? 

Solutum: (a) — = 

lAm. y ) 2 X 30,000,000 

^ ^ 150,000* 

2E 2 X 30,000,000 

^ ^ 30,000* 

2E 2 X 10,000,000 


~ 15.0 in-lb. per cu. in. 


375 in-lb. per cu. in. 


= 45 in-lb. per cu. in. 


^ In this chapter it is assumed that the proportional limit and the elastic limit 
of a material have the same value, as is usual. It is the daslic limit that limits 
resilience, since, if a permanent set occurs, some of the stored energy is not re¬ 
turned. If the stress exceeds the proportional limit, however, the expression S^/2E 
does not correctly express the amount of the stored energy which equals the area 
under the stress-strain curve as the unit stress decreases to zero. 
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The stronger steel, because of its higher elastic limit, has twenty-five times the re; 
silience of the weaker; the aluminum alloy, although no stronger than the weaker 
steel, has three times the resilience, because it is less stiff. 

PROBLEM 

711. Calculate the modulus of resilience of each of the following materials hav¬ 
ing the physical properties as given (pounds per square inch): 



E 

Proportional 

Gray cast iron (tension) 

12,000,000 

8,000 

Gray cast iron (compression) 

14,000,000 

30,000 

Malleable iron 

22,000,000 

15,000 

Hickory 

1,800,000 

4,000 

Spruce 

1,200,000 

2,500 


187. Design of Members to Resist Axial Dynamic Loads. The 

design of a member which is to resist axial dynamic or moving loads 
differs in several important ways from the design of a member to re¬ 
ceive static loads only. In the first place, Art. 185 shows that the 
amount of energy which a member can store at a given stress is in¬ 
versely proportional to the modulus of elasticity of the member. If a 
choice of materials for a member which is to resist dynamic loads is 
available, the material with the lowest E may be the most desirable 
on that account. There is no corresponding consideration in the 
design of members that resist static loads only. 

In the second place, although the maximum unit stress in a pris¬ 
matic member resisting an axial static load is determined by the size 
of the cross-section of the member, the maximum stress in a prismatic 
member resisting axial dynamic loads is determined not by the cross- 
section but by the volume of the member. In the static load member 
the only way to reduce the maximum stress is to increase the cross- 
section. In the member resisting dynamic loads, it is just as effective 
to increase the length. The same amount of energy can be absorbed 
by a small average force F, coupled with a large total deformation A, 
as by a much larger average force F', coupled with a correspondingly 
smaller total deformation a'. A long member decelerates the moving 
load less rapidly and therefore absorbs its energy with the exertion of 
smaller forces on it and consequently with smaller unit stresses. It is 
sometimes possible to increase the length of a bolt, for example, and 
thereby materially to decrease the stresses set up in it by a tensile im¬ 
pact load. In Fig. 356a a cover, which is subject to dynamic loads, is 
held to a flange by means of bolts. Most of the energy delivered to 
these bolts must be absorbed in a length 1. By the simple expedient of 
placing a thick washer under the head and nut of each bolt, as shown 
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in Fig. 3566, the length of the bolt material which absorbs most of the 
energy is increased to l\ and materially lower stresses result. 

In yet a third way the design of a member to resist dynamic loads 
differs from the design of the static load member. In both members 
the maximum stress occurs on the minimum cross-section. In the 
static load member, however, it is only the minimum cross-section that 
determines the maximum stress. Other cross-sections may have any 
(larger) size, and the maximum stress is unaffected.* In a member 
resisting dynamic loads, however, it is very important that there be 
no excess of material but that the cross-sections throughout the greater 
part of the length of the member be not materially greater than the minr 
imum cross-section. The following example illustrates this fact: 




Fig. 356 



Fig. 357 


Example. Compare the maximum stresses produced in the two cylindrical 
bodies shown in Fig. 357 by the absorption of U in-lb. of energy. 

Solution: For the first body a the relationship derived in Art. 186 is 


U 


2E 


X ALj or 


.S2 = 


2EU 

AL 


The second body b can be considered to be composed of two cylinders, one with 
cross section A and length 0.2L and the other with cross section .4A and length 
0.8L. For simplicity assume a uniform stress distribution over all cross-sections 
of each cylinder. Then, if the unit stress on cross-section A is S\ the unit stress 
on the cross-section with area 4A will be JaS'. Therefore the total energy U stored 
in the two cylinders is 


U = 


2E 


XAX 0.2L + 


2E 


X 4A X 0.8L = 


S'^AL 

lOE 


S'^AL 

lOE 


S'^AL 

5E 


whence S'* = 5EU/AL. Therefore 5'*/S* = 5/2, whence S' = 1.58S. 


It is very interesting to note that, though these two bodies have the 
same net section, under a dynamic load possessing a given amount of 
energy the member with the more material in it receives 68 per cent 
higher stress than the member with the less material. The extra ma- 
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terial is not only wasted, it is also definitely disadvantageous. The rea¬ 
son is, of course, that the part of body b with the larger cross-section 
receives so small a unit stress and therefore so small a unit deformation 
that the energy stored in it is very small. Most of the energy ab¬ 
sorbed by b is stored in the small cylinder which, though it comprises 
but one-seventeenth of the total volume of 6, absorbs one-half of the 
energy. The same amount of material in the prism a absorbs only 20 
per cent of the energy and is therefore much less highly stressed. It is 

quite important that members which are to 
resist dynamic loads have, so far as practi¬ 
cable, the same amount of material at every 
cross-section. Therefore bolts which may 
have to resist energy loads are often turned 
down so that their diameter through the 
greater part of their length is equal to the di¬ 
ameter at the root of the thread, or sometimes 
a hole is drilled through the head of the 
bolt extending down almost to the beginning 
of the thread and of such size that the cross-section of the remaining 
body of the bolt equals the cross-section at the root of the thread 
(Fig. 358). 

The shorter the length of the part of a tensile or compressive mem¬ 
ber which has a reduced cross-section, the more severe is the effect in 
raising the stress under shock loads. A tensile member punched or 
drilled at the ends for rivets or bolts may be stressed very highly at 
the reduced cross-sections when subjected to dynamic loading, even 
though its total length is so great that it could absorb a considerable 
amount of energy with low stress, had it a uniform cross-section 
throughout. Serious failures have somptimes resulted from disre¬ 
gard of this fact. 

PROBLEMS 

712 . In the Example of Art. 187 what would be the ratio of maximum stresses 
in bodies a and b if one half the length of the large cylinder were turned down to 
diameter D? 

713 . A machine part is required to resist variable forces causing a certain amount 
of energy load in each cycle of operation of the machine. Two possible designs 
are shown in Fig. 359o and b. If the factor of safety of design a is 5, what is the 
factor of safety of design b. How do the weights compare? 

714 . What must be the length of a carbon steel rod, 1 in. in diameter, if, owing 
to the application of an axial tensile load, it is to absorb 565 in-lb. of energy with¬ 
out exceeding the proportional limit of 30,000 lb. per sq. in.? Ans. Ls=48 in. 

716 . What diameter must a nickel-steel bar 50 in. long have to absorb 600 in-lb. 







Art. 189 


ELASTIC ENERGY OF TORSION 


295 


of energy without being stressed above the proportional limit of 50,000 lb. per 
sq. in.? 

188. Elastic Energy of Bodies Uniformly Stressed in Shear. For 

a body uniformly stressed in shear it may be shown, in exactly the 

same way as for tensile or compressive stress, that for stresses below 

^2 

the elastic limit the elastic energy is U = X Volume. This ex- 

2£js 

pression is in the same form as that for the elastic energy of tension or 
compression. It should be kept in mind, however, that, for equal 



Fig. 359 Fig. 360 


stresses and a given material, the elastic energy for shear is greater per 
unit volume, since Eg is less than E, On the other hand, the elastic 
limit in shear is generally less than that in tension or compression. 

A good example of the absorption of energy through shearing def¬ 
ormation is furnished by the rubber spring or “ sandwich ” shown in 
Fig. 360. An energy load applied to the central plate is absorbed by 
the layers of rubber.^ 

189. Elastic Energy of Torsion; Helical Springs. When a bar is 
subjected to a torque, a twisting deformation results. The work done 
on the bar by the applied torque equals the elastic energy stored in the 
bar, if the stresses produced do not exceed the elastic limit of the ma¬ 
terial. 

Let U be the number of inch-pounds of work done by a gradually 
applied external torque whose maximum value is T, acting through an 
angle B and acting on a cylindrical bar with polar moment of inertia J, 
length L, and modulus of rigidity Eg. Then U = Te/2, since T/2 is 
the average torque twisting the bar. But 6 = TLjEgJ, Therefore 
U = T^LI2EgJ. 

* For an interesting discussion of the use of rubber in absorbing shocks and vi¬ 
bration, see Walter C. Keys, ** Rubber Springs,” Mechanical Engineering, May, 
1937. 
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The relationship between the elastic energy stored in the bar, its 
dimensions and torsional stiffness, and the maximum stress in it is 
found by substituting the value SsJ/c for This gives 

-■s 


Since J for a solid bar equals 7rc^/2 = c^A/2, the above equation be¬ 
comes 


q2 

r = ^ X i Volume (2) 


For the absorption of energy loads, helical springs are often used. 
Equations (1) and (2) apply to such springs, which are bars subjected 
to torsional stress. Equation (2) shows that the capacity of a helical 
spring to store energy at a given stress is directly proportional to the 
volume of the spring. The relative values of length, cross-section, and 
radius of coil, however, determine the amount of deformation which 
will accompany the storing of any given amount of energy at a given 
stre.ss. 


The deformation of a helical spring is given by the equation A = 
PR^L/EgJ (Art. 62), where R is the mean radius of the helix and P 
is the load causing the deformation. The work done in deforming 
the spring, however, is = PA 12. Therefore = 2UR^L/EgJ, or, 
for a solid circular wire. 


4UR^L 

wE,c* 


(3) 


Eliminating L between equations (1) and (3), 


c 


3 


4UR sajWR 

^AS, “ \ ttAS, 


(4) 


This equation can be used to determine the nece.ssary radius of wire 
for a .spring to adsorb any given amount of energy with a given maxi¬ 
mum stress and deformation, the radius of the helix being known. 
After the diameter of the wire has been determined, the length which 
it must have is found from equation (2). If the spring is to absorb 
tensile loads, it will probably be close-coiled, and the length will be 
2irRN (very closely), where N is the number of coils. If the spring is 
to absorb compressive loads, it must be open-coiled, and the length 
will be 2tRN /cos 4>, where «/> is the pitch angle of the helix. 

Example, A helical spring, made of a round bar of spring steel, is to have a 
mean radius of 5 in. and is to absorb 6,000 ft-lb. of energy, given it by compressive 
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forces. The allowable stress is 60,000 lb. per sq. in., and the allowable deforma¬ 
tion is to be approximately 8 in. Determine the required radius of the bar, the 
number of coils required, and the ** pitch ” of the helix. 


Solution: 


Since c = 



3/4 X 6,000 X 12) X 5 3/;-— ^ . 

= \ -^- = V 0.955 = 0.986 in. 

\ TT X 8 X 60,000 


Let the diameter of the bar be 2 in. From equation (2), the necessary volume of 
the bar must be ■ ^ , and this must also equal vc^L. Therefore 


4UE, __ 4 X 72,000 X 12,000,000 
TTC^S's " TT X 1 X 60,000 X 60,000 


Although this must be an open-coiled spring, the pitch of the helix will be small, 
and no material error will result from considering the length of the spring to be 

2irRN. Therefore N = - — = 9.74 turns; say 10 turns. The spring must be 
27r X 5 


capable of compressing 8 in. in 10 turns, or 0.8 in. per turn. Therefore the pitch of 
the helix must be 2.8 in., and the helix will be 28 in. long. 

Since neither the bar diameter nor the number of coils is exactly what the equa¬ 
tions call for, the spring will not be stressed to precisely 60,000 lb. per sq. in. when 
it absorbs 6,000 ft-lb. of energy, nor will it be compressed exactly 8 in.® 


PROBLEMS 

716. Calculate the torsional stress and deformation in the spring of the Example 
of Art. 189 when it has 6,000 ft-lb. of energy stored in it. 

Ans. aS« = 59,100 lb. per sq. in. 

717. Calculate the torsional stress in the same spring when it is compressed 8 
in. How much energy of torsion will be stored in it? 

718. The same spring is made with a space of 1 in. between coils. What is the 
torsional stress in it when it is closed ** solid ”? How much energy of torsion is 
stored? 

® This discussion has not taken into account the ‘‘ uirect ” shearing stress in the 
helical spring. The direct shearing stress is generally small in comparison with 
the torsional stress and in practice is almost always disregarded. In this example, 
it can be shown that the maximum force exerted on the spring is 18,600 lb. when 
6,000 ft-lb. of energy are stored as energy of torsion. This results in a direct 
shearing stress of 5,900 lb. per sq. in., on the assumption of uniform distribution 
of that stress. But this direct shearing stress has also stored energy in the spring, 
so that actually 6,000 ft-lb. of energy is stored w^hen the force on the spring is some¬ 
what less than 18,600 lb. If both torsional and direct shear, and the energy stored 
by each, are taken into account, it can be shown that the maximum stress in the 
helix when it has 6,000 ft-lb. of energy stored in it is about 64,000 lb. per sq. in. 
Disregard of the direct shearing stress in this case leads to an error of 7 per cent. 
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190. Elastic Energy of Bending. The amount of elastic energy of 
bending^ that is stored in a beam in equilibrium under an applied load 
is determined as follows: A slice of a beam be¬ 
tween two transverse planes a distance dx apart, as 
shown in Fig. 361, is considered. The bending mo¬ 
ment at the point in the beam where the slice is 
taken is M and may be regarded as constant 
throughout the length dx. Consider a fiber ” ex¬ 
tending from one plane to the other. Let dA be 
cross-sectional area and y its distance [from the 
neutral surface. On this fiber the unit stress is 
MyII, and the total force is MydAfl. The change 
in length due to the bending stress is MydxlEL As 
the moment at this section has increased from zero to M, the force 
on the ends of the fiber has varied from zero to MydA/L The work 
done on the fiber is 



Fig. 361 


MydA _ Mydx M^dxy^dA 
21 ^ El ~ 2EP 


On the entire slice the work done is 


M^dx 

2EP 



M^dx 

2EI 


For the entire beam, 


r^M^dx 
Jo 2EI 


To evaluate this for a given beam it is necessary to express M bs o, 
function of x, assuming E and I to be constant. 


Example. Calculate the elastic energy of bending stored in a cantilever beam 
by a load P at the end. 

Solviion: M — Px bX & distance x from the load. 


U 


r^M^dx 

r^ph^dx 


L 

lo 2EI 

fo 2EI 

~ 2EI 3. 

0 “ei/ 


The maximum stress 


PLc/I. 


Therefore 


U 


S^LI 


* Usually there is an additional amount of elastic energy of shearing deforma¬ 
tion in the beam. In Art. 228 it is stated that shearing deflections of beams are 
ordinarily small in comparison with deflections caused by bending. The same 
statement is true of the energies stored by shearing and bending deformations. 
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20!) 


Also the ma xim iirn stress in this beam is 

„ IdEe^U 


For a cantilever beam of rectangular cross-section with a load P at the end 


U = 



Volume 
2F ^ 9 


indicating that in this case the energy stored for a given maximum stress is of 
that stored in a tension or compression member of the same volume and with stress 
equal to the maximum of the beam. 

PROBLEMS 

719. Derive an expression for the elastic energy of bending in a uniformly loaded 

cantilever beam, the load being w lb. per in. Ans. U = w^L^/AQEI. 

720. Calculate the amount of elastic energy of bending stored in a prismatic 
beam of rectangular cross-section resting on two supports with a concentrated load 
P at the midpoint. 

721. Using the same processes of reasoning followed in the Example of Art. 190, 
show that the energy of shearing deformation stored in a prismatic cantilever beam 
of rectangular cross-section by a load P at the end is SP^L/5EaA or (Sl/2Eg) X 
(•ft) volume. 

191. Calculation of Beam Deflections by Energy Relations. In 

Art. 190 it was shown that the elastic energy of bending stored in a 
prismatic cantilever beam with a load P at the end is P^L^JQEI. 
This must equal the work done by the load, as the end of the beam 
moves through the distance A, the deflection due to bending. The 
force exerted on the end of the beam has increased from 0 to the value 
P and has an average value of P/2. Therefore the work done on the 
beam by the load is PA/2. Equating the work and energy, PA/2 = ' 
P^L®/6P/, whence A = PL^/3P/, the same value as was obtained for 
this beam and loading by the double-integration and area-moment 
methods. In a similar way, expressions for the bending deflections 
of prismatic beams with other loadings can be obtained. 

PROBLEM 

722. Using the expression of Problem 721 for elastic energy of shearing deforma¬ 
tion, show that the shearing deflection of a prismatic cantilever beam of rectan¬ 
gular cross-section due to a load P at the end is ^PL/bEgA. 
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192. Beams of Constant Strength. If Ijc for every cross-section 
of a beam is proportional to the bending moment at that section, evi- 
M 

dently — will be a constant. That is, a beam having its section 
lie 

modulus varied in this way would have the same maximum fiber stress 
at every cross-section. Such a beam is called a beam of constant 
strength. 

Consider a cantilever beam with a concentrated load P at the end. 
Then M = Px, If this beam is to have constant strength, the I/c of 
any cross-section must be proportional to the distance of that section 
from the free end of the beam. If the successive cross-sections are 
rectangular, for each, I/c = b(P/G, Therefore bd^ must vary as x. 



Fig. 362. Cantilever beams of constant strength. 

This can be accomplished by varying either the width or the depth of 
the sections. If the depth is made coastant, it is evident that the 
width must vary as x; that is, the beam will be triangular in plan. If 
the width is made constant, the must vary as x^ or d^ = qXy where 
^ is a constant. The depth must therefore vary as the ordinates of a 
parabola (Fig. 362). 

For any type of beam and loading, uniformity of strength is accom¬ 
plished by setting up the equation I/c = M/S, regarding S as con¬ 
stant, and making I/c vary as M. 

Beams with exactly constant strength are impractical. For ex¬ 
ample, in the cantilever with a concentrated load at the end, the bend¬ 
ing moment decreases to zero at the load. Close to the load the cross- 
sections that are sufficient for bending will be overstressed in shear. 
Where bending moments are small, the cross-section must be of such 
size that the allowable shearing stress is not exceeded. The beam 
cannot be allowed to taper to an actual edge. In forged and cast 
beams, however, it is practical to vary the cross-section so as roughly 
to approximate a beam of uniform strength. Where such beams are 
used under conditions that make it necessary for the beam to absorb 
shock loads, as in axles, the croas-section is often varied in such a way 
as to diminish the differences between the maximum bending stresses 
on different cross-sections. 
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193. Elastic Energy of Beams of Constant Strength. Since at every 
cross-section of a beam of constant strength the maximum fiber stress 
is the same, it follows that, for a given maximum stress and a given 
volume of material, a beam of constant strength will store more elastic 
energy than a prismatic beam. Figure 363 represents a thin elemen¬ 
tary length of beam included between transverse planes a distance dx 
apart. Consider the volume dA • dx of this “ slice ” included between 
two horizontal planes dy apart and distant y from the neutral axis. As 
the load on the beam increases from zero to its 'naximum value, the 
force on dA increases from zero to a maximum, the average v^alue of 
this force being SydA/2c. The energy stored in the elementary vol¬ 
ume dAdx is the product of average force and 
deformation and is 


SydA Sydx 
~2c ^ 


^dxy^dA 


Therefore the energy stored in the length dx 
of the beam is /, and the energy stored 
in the entire beam is 


Fig. 363 


r^idx 

2eJo 


Substituting Ar^ for /, 


r^Ar^dx 

~ 2E Jo 


For a rectangle, r^/c^ = Therefore, if the successive cross-sections 
of the beam are all rectangles, as is frequently the case, 

_ Adx 


_ ^ 

2E Jo 1: 


Volume' 


Example. A cantilever beam made of spring steel has the dimensions shown in 
Fig. 364 and carries a load of 250 lb. at the end. (a) What maximum bending 
stress does this load cause, and how much elastic energy of bending does it store? 
(6) What is the deflection of the free end of the beam? (c) Calculate the amount 
of the stored energy in a beam of 12-in. constant width, all other dimensions and 
the load being the same as in Fig. 364. 

/ bd^ 12 X (-Ar)^ 

Solution: (a) For the cross-section at the face of the wall, ” = =- ’Z - 



302 


ELASTIC ENERGY 


Chap. XVI 



= 0.195 in.® . Therefore 

lie 


250 X 18 


= 23,050 lb. per sq. in. 


0.195 

The volume of the beam is 

= 33.75 cu.in. 


^ Volume ^ (23,050)‘‘‘ 

2£ ^ 3 “ 2 X 30,000,000 ^ 

33.75 . , 

—— = 99.6 in-lb. 
o 


( 6 ) The work done on the beam by the load = 250A/2 in-lb. Therefore 
= 99.6, and A = 0.80 in. 


(c) If the beam has a constant width of 12 in., the stored energy will be given 
by the formula of Art. 190 and will be 


.S® _ Volume (23,050)2 ^7 50 

9 “ 2 X 30,000,000 X 9 


66.4 in-lb. 


Therefore the tapering beam of constant strength absorbs 1.5 times as much 
energy as the prismatic beam. 


PROBLEM 

723. Suppose that a second load of 250 lb. is applied at the end of the beam of 
the Example of Art. 193. What increases in the stress, deflection, and elastic 
energy of the beam result? 

194, Leaf Springs. The advantage of a beam of constant strength 
for absorbing work or storing energy is shown by the Example of Art. 
193. The ordinary leaf spring used for cushioning the travel of vehicles 
is an approximation to a beam of constant strength. Leaf 1 of the 
spring shown in Fig. 365a contains the same material as the middle 
strip (numbered 1) of the beam shown in b. Leaf 2 is the equivalent 
of the two strips numbered 2 in 6. In the same way it is seen that all 
the leaves in the right-hand arm of the spring shown in a are together 
equivalent to the beam of constant strength shown in 5. It is also 
commonly assumed that the stress in the extreme fibers at all cross- 
sections of all leaves is the same as it is in the extreme fibers of the 
beam of constant strength. 

For practical reasons there is usually added an additional full- 
length leaf forged at the ends to form eyes for the bolts attaching the 
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springs to the vehicle (Fig. 365c). The design of leaf springs is a 
specialized field in machine design.® The materials for automobile 
leaf springs are high-strength alloy steels, carefully heat treated, and 
maximum stresses in service are very high. 

In actual use an appreciable amount of energy is absorbed by the 
work of friction between the leaves of a spring. 



Fig. 365 


STRESSES PRODUCED BY MOVING BODIES 

196. Introduction. Up to this point in this chapter, consideration 
has been limited to the relationship between the energy stored in a 
member and the accompanying stresses and deformations. The energy 
stored has been recognized as having been transmitted to the member 
by some moving body which has come in contact with the member; 
but it has not been necessary to consider what fraction of the energy 
possessed by the moving body has been stored in the member as elas¬ 
tic energy. The only thing that has been considered is the effect, in 
stressing and deforming the member, of that amount of energy which has 
been stored. 

The articles immediately following this one will make the assump¬ 
tion that all the energy possessed by a moving load is transmitted to 
the resisting member as elastic energy. On the basis of that assump¬ 
tion, these articles will connect the weight of a moving body and either 
the vertical distance through which it falls onto a resisting member or 
the velocity which it has when it comes in contact with the resisting 
member, with the stresses and deformations produced. A convenient 
form of equation is one in which the ‘‘ dynamic ” stresses and deforma- 

® For a fuller discussion of leaf springs see Maurer and Withey, Strength of Ma-^ 
terialSf Second Edition, page 319, John Wiley & Sons; see also books on machine 
design, such as Norman, Ault, and Zarobsky, Machine Design^ The Macmillan Co. 
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tions produced by the moving weight are related to the stresses and 
deformations which the same amount of weight, acting as a static 
load, would produce. Such equations will be derived. * 

The equations derived are never absolutely accurate, since it is 
never true that all the energy possessed by a moving load is stored as 
elastic energy in a resisting body. For many situations, however, the 
equations are sufficiently close to the truth to be acceptable and use¬ 
ful. After the equations have been derived, the limitations of their 
application to various situations will be discussed in Art. 199. 

196. Difference between Gradually Applied Load and Suddenly 

Applied Load. Attention has already 
been called to the fact that, when a 
member is elastically deformed by a 
moving body, the energy stored in it 
is the product of one-half the maxi’- 
mum force exerted on the member and 
the deformation produced by that 
force. Let us now relate this energy 
to the energy given up by the body which causes the deformation. 

Suppose that a load W is hung on the end of a cantilever beam 
(Fig. 366). If gradually applied to the beam, it is first entirely 
supported by something other than the beam (the hand, in the pic¬ 
ture). As the external support is gradually lowered, the stiffness of 
the beam causes more and more of the load to be resisted by the beam, 
until eventually the beam carries the entire load W. Since the ac¬ 
companying deflection is that due to the static load W, let it be called 
The average load on the beam during the production of this de¬ 
flection Aat has been TF/2, and the work done on the beam by the load 

> W 

(or done on the load by the beam) has been — Ast. 

The force exerted on the load by the hand has decreased, in propor¬ 
tion to the deflection, from W to 0, and the work the hand has done on 



W 

the load has been — 


The beam and the hand together have done 


work on the load equal to the work of gravity, or the loss of potential 
energy, which is obviously WAgf 

Suppose now that the weight is brought just in contact with the un¬ 
deflected beam and then suddenly released. Call the deflection of the 
beam when the weight is brought to rest Ai. The force exerted on the 

Ai 

weight by the beam at that instant is — TV, since the force W of the 
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static load deflected the beam in. and since forces are proportional 
to the deflections they produce. The work done on the load by the 
beam during the deflection Ai equals 


1^ 

2A.e 


TTX Ai, 


or 

2 Aat 


This equals the work done on the load by gravity. 

1 AlW 

2 


= AiW 


Therefore 


ft 

whence Ai = 2A«i. Since the stresses are proportional to the deflec¬ 
tions, it is evident that a suddenly applied load causes twice the stress 
that the same load does if gradually applied. It is also evident that 
the maximum force which the load exerts on the beam is twice the 
weight of the load. 

Although these relations between a gradually applied load and a 
sudden load have been worked out for a beam, it is evident that nothing 
in the derivation limits them to beams. For an axially loaded mem¬ 
ber, Ai and Ast represent total deformations; for a shaft they represent 
total torsional deformations, which are proportional to angles of twist; 
for a helical spring, they represent the shortening or elongation of the 
spring, etc. In any elastic body a suddenly applied load causes twice 
the stress and twice the deformation (or deflection) as the same load 
applied gradually. 

197. Weight Falling a Height h. If the weight W is dropped a 
distance h before striking the beam or other elastic member, the beam 
will deflect a distance A which is greater than either A^^ or Ai. The 
work done on the weight by gravity is equaled by the work done on it 
by the beam, or 


W{h + A) 


1 A ^ 1 A^ 

- —TT X A = - — W 

^ ^8t 2 Ast 


or 


^ 1 A^ 


whence 

A — Ajt = ■N/2Ajjft + A^ 


and 


JE ' / 1^ \ 

4 = A., + 4,..^-+ 1 - 4., + .^-+ l) 


( 1 ) 
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It is also true, since stresses are proportional to deformations or 
deflections, that 

S = + (2) 

in which Sst is the static stress due to a gradually applied weight and 
S is the stress due to the same weight falling a height h and striking the 
beam. Note that, if A = 0, equations (1) and (2) give values of 
for A and 2S8t for S, as found in Art. 196. 

In equations (1) and (2), if Ast is small in comparison with A, a&4t 
often is (especially for members loaded axially), with negligible error 



Fig. 367 


Example 1. A 1-in. square beam (Fig. 367) is 60 in. long and rests on sup¬ 
ports at the ends. A 25-lb. weight falls 2 in., striking the beam at its midpoint. 
What stress is caused (a) if the beam is steel? (6) if the beam is made of an 
aluminum alloy? 


SoltUion: For the steel beam 
PL^ 


^at = 


25 X 60® 


4SEI 48 X 30,000,000 X ^ 
Me 375 


= 0.045 in. 


Sgt — ~ = ”Y” = 2,250 lb. per sq. In. (for static load). 


Therefore 

S = 2,260 + 2,250 \/-4- + 1 = 2,250 + 2,250 VSO + 1 = 2,250 + 2,260 X 9.6 
V 0.045 


= 2,250 d- 21,400 = 23,650 lb. per sq. in. 


and 


A = 0.045 X 10.5 = 0.473 in. 


(6) For the aluminum-alloy beam, E = 10,(X)0,000 lb. per sq. in. 

= 0.045 X 3 = 0.135 in. 

Sst =■ 2,250 lb. per sq. in. (for static load) 
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S 


2,250 + 2,250 


4i 


4 

0.135 


+ 1 


2,250 + 2,250 VsaO = 2,260 + 2,260 X 6.64 


= 2,250 + 12,500 = 14,750 lb. per sq. in. 

If grades of steel and aluminum alloy having the same strength are used, the 
aluminum-alloy beam has a considerably higher factor of safety. It may be noted, 
however, that, if the load were suddenly applied (without falling, or = 0), the 
stress in either beam would be simply twice the 2,250-lb.-p€r-8q.-in. stress due to 
static load, or 4,500 lb. per sq. in. 

Example 2. If the steel beam in Example 1 is 66 in. long instead of 60 in. but 
other conditions remain the same, what is the stress? 

^ PL^ 25 X 66® 

” 4»EI “ 48 X 30,000,000 X ® 

S,t = 33 X 12.5 X 6 = 2,480 lb. per sq. in. 

S = 2,480 + 2,480 + l) = 2,480 + 2,480 X 8.2 = 22,800 lb. per sq. in. 


Note that this is a smaller stress than that 
resulting in the shorter beam of the same 
cross-section and with the same loading. The 
stress is the sum of the stresses due to a static 
load plus that same stress multiplied by a 


coefficient which is 


4 . 




+ 1. By length¬ 



ening the beam a certain amount, this co¬ 
efficient is reduced enough (from 9.5 to 8.2) 
to make the total stress less in spite of the 
greater amount of the static ** stress. 

Example 3. A 1-in .-diameter steel shaft Fig. 368 

(Fig. 368) 60 in. long and adequately sup¬ 
ported to prevent bending is fixed at one end and carries a 12-in. rigid arm fixed 
to the other end. A weight of 25 lb. falls 2 in., hitting the arm. What stress 
results in the shaft? 

Solution: The static stress due to the 25-lb. weight acting with a moment arm 
of 12 in. is 

= — =- - ,i\ — = 1,530 lb. per sq. m. 

J ^ ^ \2 / 


9a = 


TL 


300 X 60 X 2 


E,j 12,000,000 X IT X dy 


= 0.0153 rad. 


Ast = = 0.184 in. 


Therefore the resulting stress S = 1,530 ^1 + = 1,530 (1 + 4.8) 


= 8,880 lb. per sq. in. 
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PROBLEMS 


724. In Example 3 let the moment arm be 6 in., other quantities remaining un¬ 
changed. Calculate the stress produced in the shaft. The static stress will have 
been halved. Why will the total stress not have been more greatly reduced? 

726. In Example 3 calculate the stress in the shaft if the length of the shaft is 
doubled, other quantities remaining unchanged. 

726. In Example 3 assume the shaft to be fixed at both ends, and the 12-in. arm 
to be supported at the midpoint in such a way as to prevent bending of the shaft. 
Other conditions remaining unchanged, what is the resulting stress? 

727. In Example 1 assume all conditions to remain unchanged except the length 
of the beam. Find the stress resulting from the falling weight when the length 
is 50 in. 

728. In the Example of Art. 193 find from what height the 250-lb. load must 
fall on the spring to stress it to 80,000 lb. per sq. in. 


198. Stresses Produced by a Body of Weight W Moving with a 
Velocity of v Ft. per Sec. For a falling body = 2q}i or h (ft.) = 
whence A (in.) = where v is in feet per second and g is in feet 

per second per second. If this value for A is substituted in equation 


for the stress 


(1), Art. 197, there results & = 

produced by the moving body in terms of the stress produced by a 
body of the same weight if gradually applied. 

If, instead of falling on the resisting member, the moving body is 
traveling horizontally so that there is no gravitational effect but all 
stress in the resisting member is caused by the kinetic energy of the 
moving body, it can be shown that 


I\2v^ I 


PROBLEM 

729. Prove the truth of the foregoing equation. 


199. Limitations of the Foregoing Expressions. The foregoing ex¬ 
pressions assume that all the kinetic energy of the moving body is 
stored in the resisting member as elastic energy of direct elongation or 
compression, of bending, or of torsion in the cases of axially loaded 
members, beams, and shafts or helical springs, respectively. This as¬ 
sumption will never be entirely true, and may be far from true. If 
the velocity of impact is great, the rate of deceleration is likely to be 
so great that high local stresses and deformations will be produced, and 
in extreme cases, as when a lead bullet strikes a steel beam, almost all 
the kinetic energy may be transformed into energy of local deforma- 
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tion, largely inelastic, of both the moving body and the resisting mem¬ 
ber. Even when the velocity of impact is small, if the dimensions of 
the resisting member are such as to give it a large amount of stiffness^ 
the same thing will result. Finally, if the mass of the resisting mem¬ 
ber is large in comparison with that of the moving body, the inertia of 
the resisting member may cause a considerable part of the kinetic 
energy to be consumed in the production of local deformations of the 
moving body and the resisting member. 

All three of these invalidating conditions imply large values of 
A high velocity of impact is consistent with a large value of h. Also, 
generally speaking, the greater the stiffness or the greater the mass of 
the resisting member, the less will be the value of The formulas 
are therefore more accurate for small values of 2/i/As« or of 12v^ 
than for large values. In any case in which this ratio is less than 100, 
values of A and S computed from the equations will probably not be in 
error by more than about 10 per cent.® 

There is another condition which the equations assume, and which 
is never present, although frequently it may be closely approximated. 
That condition is immovability of the supports of the member. If the 
supports are yielding and permit the resisting member to be displaced 
as a whole, the resisting member simply transmits to the supports a 
part of the energy of the moving load. If the member itself is very 
rigid in comparison with the supports, almost all the energy of the 
moving load may simply pass through the member to the supports. 
This fact is utilized when machine parts subject to shock are held in 
rubber mountings. In such cases the stresses produced by an impact 
load may be only a small fraction of their values as computed by the 
foregoing equations. 

Because of all these circumstances the equations need to be applied 
with care and judgment. 

200. ** Equivalent Static Loads”; Impact Formulas. It has been 
noted that, whatever the nature of a moving; load and whatever the 
nature of the resisting member, the maximum stresses and deforma¬ 
tions of the member are the direct result of the maximum/orccs exerted 
on the member. For many members on which moving loads act, there 
is inevitably a great deal of uncertainty concerning both the amoimt 
of energy given up by the moving load, and the proportion of this 
energy that is stored elastically in the resisting member. In such 

® For a discussion of the effect of the inertia of the resisting member, see A. Mor- 
ley, Strength of Materials, Fifth Edition, pages 66 and 235, Longmans, Green and 
Co., or M. Merriman, Mechanics of Materials, Eleventh Edition, pages 331 et seq., 
John Wiley & Sons, Inc. 
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cases satisfactory application of the equations developed in the pre¬ 
ceding articles of this chapter would be very difficult, and the results 
would necessarily be uncertain. As an alternative procedure, it is a 
common practice to assume some relation between the moving load 
and the greatest force which the moving load exerts on the member. 
This is accomplished by assuming that the force exerted by the mov¬ 
ing load equals the weight of the moving load plus that weight mul¬ 
tiplied by some factor. Such a factor is called an “ impact factor.’^ 
The value assumed for it is usually empirical and is based on a con¬ 
sideration of similar members in existing machines or structures. 

As an illustration of this procedure, the supports for an elevator 
hoist may have to carry dead (or non-moving) loads of 5,000 lb., 
consisting of the weight of the beams that carry the operating motors 
and the weight of the operating motors themselves; and ‘‘ live ” loads 
of 5,000 lb., consisting of the elevator car, the load carried by it, the 
cables, etc. The supports then might be designed for a total load of 
15,000 lb. made up as follows: 

Dead load 5,000 lb. ® 

Live load 5,000 lb. 

Impact 5,000 lb. 

Here the impact factor is 1. This is equivalent to assuming that the 
force exerted on the supports by the live load may reach twice the 
static weight of the live load, or that the supporting beams may have 
to decelerate the downward-moving live load (or accelerate the up- 
ward-moving live load) at a rate equal to that of gravity. 

GENERAL PROBLEMS 

730. A 10-lb. weight falls 36 in. onto the head of the bolt shown in Fig. 369. 
Assuming all the energy to be absorbed by the bolt, what is the maximum tensile 
stress produced in it? What is the maximum shearing stress on 
the cylindrical surface where the head joins the body of the bolt? 
How much is the bolt elongated? 

731. Suppose that a l^-in .-diameter coiled spring consisting of 
6 turns of J-in.-diameter wire is placed on the head of the bolt in 
Problem 730 to cushion the blow. The spring shortens 1.2 in. as 
it is closed tight. To what is the maximum tensile stress in the 
bolt reduced? What is the maximum torsional stress in the 
spring? 

732. A round carbon-steel bar, 1 in. in diameter, is used as a 
cantilever beam 48 in. long and carries a load P at the end which 
causes a maximum stress equal to the proportional limit of 30,000 
lb. per sq. in. (a) What is the minimum diameter of a nickel-steel 

bar which will absorb the same amount of energy if loaded in the same way with¬ 
out stress above the proportional limit of 50,000 lb. per sq. in.? (5) Which of the 
bars will support the greater static load at the end if stressed to the proportional 
limit? Ans. (a) d = 0,6 in. 


I 



Fra. 369 



CHAPTER XVII 


CONTINUOUS BEAMS 

201. Definition. A continuous beam is one which rests upon more 
than two supports, as in Fig. 370. Such beams occur frequently in 
modem structures. There is usually some economy of material in 
the use of a continuous beam, as compared with a series of simple 
beams over the same spaas. In this book the consideration of con- 



Fig. 370 


tinuous beams \^ill be limited to beams in which E and I are con¬ 
stant^ from end to end and which have all the supports on the 
same level. 

202. Theorem of Three Moments. Continuous beams are statically 
indeterminate structures, and therefore the external reactions can¬ 
not be found by the conditioas of .static equilibrium alone. A very 
convenient method of finding bending moments in continuous beams 
is by means of a relation that exists between the bending moments at 
the three supports of any two adjacent spans of a continuous beam. 
This relation is exprcs.sed as an equation and is commonly called the 
theorem of three moments. By use of this theorem or equation the 
bending moments at all the supports of a continuous beam can be 
found. When these are known it is possible to determine the shears 
and bending moments at all points and to draw the shear and bending- 
moment diagrams. 

The theorem of three moments is commonly ascribed to the French 
engineer, E. Clapeyron, who published one form of it in 1867. The 
derivation of this equation expressing the relation that always exists 
between the bending moments at three consecutive supports is based 
on conditions of deflection and continuity of the elastic curve. The 
equations expressing these conditions are the necessary additional 
equations for the solution of this indeterminate t 3 q)e of structure. 

‘ For a method for solving continuous beams with variable El, see P. Q. Laur- 
son, Engineering News-Record, Vol. 96, April 1.5, 1926, p. 604. 
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It will be seen that, if there are n spans in a continuous beam, there 
are n + 1 supports.^ The bending moment at an end support is zero 
if the beam does not overhang the end. If it does overhang, the 
bending moment at the end support can be calculated. There are 
therefore n — 1 unknown bending moments at the n — 1 intermediate 
supports. 

If a “ three-moment equation ” is written for each group of three 
consecutive supports, there will be n — 1 such equations, which are 
just sufficient for finding the n — 1 bending moments. 

203. Derivation of Theorem of Three Moments. The derivation of 
the theorem of three moments is based upon relationships that exist 
between deflections and slopes in the elastic curve of the beam over 
any two adjacent spans. Such relationships may be established by 
area-moments, by double integration, or by superposition ” making 

use of previously calculated values. 
The desired relationships are readily 
found by the area-moment method, 
which will be used because of its sim¬ 
plicity. Figure 371a represents any 
two adjacent spans of a continuous 
beam. The loads shown represent 
any system of loads. Figure 3716 rep¬ 
resents the deflected elastic curve. 
The shape of this is unknown, and it 
is unnecessary at present to know its 
exact form. Since the beam is con- 
tinuouSj there is one and only one 
tangent at B, This is shown sloping downward to the right consist¬ 
ent with the assumed elastic curve. SineJe this derivation is confined 
to the case where the supports remain at the same level. A, B, and C 
in Fig. 3716 are on the original straight, horizontal line. is the 
displacement of A from the tangent at B, and Ac is the displacement 
of C from the same tangent. By similar triangles 

Aa Ac 

Li L2 

The minus sign must precede one of the members of this equation be¬ 
cause the displacements Aa and Ac are in opposite directions. This 
equation introduces two conditions: continuity, and no settlement of 

^ It is assumed that these are “ knife-edge ” supports; that is, that the supports 
themselves exert no restraint on the beam, although in general, at the supports, 
there wiU be bending moments that are due to the continuity of the beam. 


frwn 

B 

t L2~" 

(a) 
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supports. The similar triangles do not exist unless both these condi¬ 
tions exist. and Ac are easily expressed in terms of the bending- 
moment diagrams for the left and right spans, respectively, by means 
of the second area-moment proposition. 

In Art. 135 it was shown that a loaded beam fixed at the ends is 
equivalent to a simple beam having the same span and load, and also 
having applied to it end moments of such magnitude as to make the 
tangents at the ends of the span horizontal. In a continuous beam, the 
tangents at the end of a .span arc not, in general, horizontal. Any span 
of a continuous beam, however, can be considered equivalent to a 
simple beam having the same span and load and acted on by end mo¬ 
ments of sufficient amount to give the tangents at the ends of the beam 
the slope which the elastic curve of the continuous beam has at the 
supports in question. Since this is true, the bending-moment diagram 
for each of the spans under coasideration may be drawn in two parts. 
One part is the M diagram for a simple beam with the given loading. 
Since the bending moment is always positive in a simple beam with 
downward loads, this part is shown above the base line in Fig. 371c. 
The other part of the diagram represents the bending moment through¬ 
out the beam caused by the restraint or bending moments at the sup¬ 
ports. The magnitude of thc.so moments not being known, this part 
of the diagram cannot be drawn to scale (which does not interfere with 
its use for the pre.sent purpose). The sign of these moments is also 
unknown, although they arc generally negative. In the equations 
below they will be assumed positive, and the sign resulting from the 
solution of the equations will then be the true sign. To simplify the 
appearance of the diagram, these areas are drawn below the base line. 

Let Ai be the area of the positive part of the M diagram for the left 
span, and let Xi be the distance to its centroid from support A (the 
support which is displaced from the tangent). Az and Xz are corre¬ 
sponding values for the right span. 

By the second area-moment proposition, 

/ Li Li „ Li 2L,\ 1 

A^ = {Aixi +MAX-^Xj + MBX-X—j — 

A.4 _ / AiXi MaLi MbL\ \ 1 

6 3 J El 


Ac _ /AzXz , MqEz MbLz\ 1 
Tz^VlT'^ 6 3 ) El 


In the same way 
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mnce 


A-iZi . MaL\ 
Li 6 


Aa ^ Ac 
L| L 2 

MflLi ^ _ /A2X2 

3 VLa 


McI‘2 , MbL^ 
6 3 / 


Multiplying by 6 and collecting terms, 

+ 2Mb(Ii + 12) + Mcl 2 


6A1JC1 6A2X2 
Li L 2 


This is a form of the theorem of three moments which applies to any 
type of loading whatever, provided that the three supports are on a 
straight line and El is constant throughout both spans. 

204. Theorem of Three Moments for Specific Loadings. For any 
given t 3 rpe of loading, the theorem of three moments is obtained from 
the foregoing equation by substituting for 6AiXifLi atid ex¬ 

pressions giving their values for that particular loading. The follow¬ 
ing table gives such expressions for several common types of loading. 



When values given in this table are substituted in the* equation de¬ 
rived in Art. 203, the common forms of the theorem of three moments 
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given below are obtained. 

Uniform loads (wi lb. per ft. on left span, m lb. per ft. on right span); 

MaLi + 2 Mb(I, + 12) + Mclz = - — - 

4 4 

For equal spans and the same uniform load covering all spans the 
foregoing equation becomes: 


Ma “b 4M^ -|- Me = — —— 

2 

Uniform load and one or more concentrated loads on each span: 
MaLi + 2MBiLi + L 2 ) + MqL^ = — 2/ (^1 

L 2 4 4 

In the above formula 2) indicates that this term is to be written for 
each concentrated load in a span. The use of the foregoing formulas 
will be illustrated by examples. 


100 lb. per ft. 

1 — 5?)"lb:Fe77n -1 

80 lb. per ft. 


CM 

k. 4 t 

R -4 

k-10 —> 


(a) 



Fig. 372 


Example 1. Calculate the bending moments at the supports of the continu¬ 
ous beam shown in Fig. 372a. 

SoltUion: The ‘Hhree-moment equation” for uniform loads given above is 
written for the first two spans: 


+ 2JlfjB(Li + L2) + McLf2 = 


10 X 0 + 2ilf2(10 + 12) -f 12ilf8 = 


W\l\ 

"1 4” 

100 X 1,000 60 X 1,728 


4 


4 
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Whence 44M2 + 12Af3 = -25,000 - 25,920 = -50,920 

Dividing by 12, 3.67M* + Ms = -4,243 Ib-ft. (1) 

The equation written for the second two spans is 

12 U, + 2«,(12 + 10 ) + 10 X 0 - - 


Whence I 2 M 2 + 44^3 = -25,920 - 20,000 = - 45,920 Ib-ft. 

Dividing by 44, 0.273M2 + M 3 = -1,042 Ib-ft. (2) 

Subtracting ( 2 ) from ( 1 ), 

3 . 397 M 2 = -3,201 
M 2 = -943 Ib-ft. 

M 3 = -1,042 + 0.273 X 943 = -785 Ib-ft. 


The bending moments at the two intermediate supports M 2 and M 3 
having been determined, it is possible to calculate the shear at various 
points, the four reactions, and the bending moments at all points. 
Methods for performing these calculations will be given later. 

The bending-moment diagram for a continuous beam may be drawn 
by making use of a procedure suggested in Art. 135. It was there 
shown that the bending-moment diagram for a beam with any loading 
and with end moments of Ma and M^ at the respective ends can be 
drawn by starting with the bending-moment diagram for a simply 
supported beam with the same loading. Across this is drawn a 
straight line with ordinates of Ma at the A end and Mb at the B end. 

By use of this procedure, the bending-moment diagram for the contin¬ 
uous beam of the above example is obtained and is shown in Fig. 3726. 
The bending-moment diagrams were first drawn for each span as if it 
were a simply supported beam. A straight line was drawn across 
each of these diagrams with ordinates at the supports equal to the 
calculated moments. The area below these straight lines is the nega¬ 
tive bending-moment diagram resulting from the end moments of each 
span. By superimposing this negative area over the positive area, 
the algebraic sum of the plus and minus ordinates is automatically 
obtained. It is also possible to calculate maximum plus bending 
moments and other values, and plot a bending-moment diagram of 
the conventional type as shown in c. The two diagrams are equivalent. 

Example 2. A beam continuous over two spans is shown in Fig. 373. Calcu¬ 
late the moments at the supports caused by the loads shown. 

Solviim: The moment Ma = —24,000 Ib-ft., and the moment Me equals zero. 
Hence the only unknown is Mb, and the three-moment equation written for the 
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two spans may be solved for Mb. 
MaLi + 2Mb{L\ + L 2 ) + McL2 



Fig. 373 


Substituting numerical values, 

2 000 V 8 

-24,000 X 25 + 2Mb X 65 + 0 = - - (25* - 8*) 

25 

_ - 14') - 0 - (30* - 1S=) - 

25 30 4 


Whence 


-600,000 + 110Mb = -359,000 - 961,000 - 1,037,000 - 1,350,000 


Hence 





Fig. 374 


PROBLEM 

760. Calculate the moments at the supports of the beam shown in Fig. 374. 
(Loads are given in thousands of pounds.) 

205. Symmetrical Beams. If a beam is symmetrical in all respects, 
the bending moments at symmetrically located supports are equal. 
This condition reduces the number of unknowns (unless the beam has 
but two spans) and the number of equations required. In such cases 
the equal bending moments should be given the same subscripts in 
writing the equation. 

Example 1. Calculate the moments at the supports of the beam shown in 
Fig. 375. 
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SolnUon: 


Ml = -400 X 2.5 = -1,000 Ib-ft. 


MaLi + 2Mb{Li + La) + McLa 
-1,000 X 10 + 2Af2 X 30 -f 2 OM 2 = - 


wiLi 

80 X 1,000 
4 


W 2 IA 

4 

60 X 8,000 
4 


-10,000 + 8 OM 2 = - 20,000 - 120,000 = -140,000 
8 OM 2 = -130,000 
Afa = -1,625 Ib-ft. 



Fig. 375 


Fig. 376 


Example 2. Calculate the moments at the supports of the beam shown in 
Fig. 376. 

Solution: From the table of Art. 204, the value of the term representing a tri¬ 
angular load with the heavy end toward the middle support is found to be 
— 4 TF 1 L 1 /I 5 . Since no load occurs in the span LC, the three-moment equation 
for the first two spans becomes 

/ L\ L 4TfL2 
MaL + 2Mb + y + = —— 

But Ma equals zero and Me equals Mb, and the equation becomes 

IIMbL 
4 

Mb =' 

PROBLEMS 

751. A continuous beam of four equal spans of L ft. each overhangs | L ft. at 
each end and carries a uniform load of tt; lb. per ft. Calculate the moments at the 
supports. 

762. A continuous beam of three equal spans of L ft. each carries a load of P lb. 
at the midpoint of each span. Calculate the moments at the supports. 


41VL^ 

15 

4TVL^ 
15 
16 


165 


WL 


206. Calculation of Shears and Reactions. The bending moments at 
all supports having been calculated, it is possible to compute the shears 
at either end of a span by applying SAf = 0, with the other end of the 
span as the moment center. The shear at a reaction will be designated 
by a large V with two subscripts, the first being the letter of the re- 
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action and the second being R or L, indicating whether the shear is 
just to the right or to the left of the reaction. 


20 lb. per ft. 


Example. Three spans of a continuous beam are shown in Fig. 377a. The bend¬ 
ing moments at the supports have been found by the theorem of three moments. 
Calculate all the shears and the reactions at D and E, 

Solution: Consider as a free body the 
length of beam between supports C and 
D. Since the bending moments at C and 
D are negative, the couples acting on the 
ends of the segment are as shown (Fig. 
378). 

Since ZMd = 0, 12Vcr + 400 - 160 
- (20 X 12) 6 - 0. 

Whence Fciz - +100 lb. Then 


240 lb. 121 

I 9> 8^ t 

Me—160 Ib.-ft. / ME«-138lb.-ft. / 


Mo--400lb.-ft. 

(a) 


Mf— 600 Ib.-ft, 


L+lOO lb. 


+201.8 lb. 




+ 26.2 lb. 


-140 lb. 


-171.81b. 


Vdl = +100 - 240 = -140 lb.* 



-600 Ib.-ft. 


If the segment between supports D and 
E is considered as a free body, 'LMs — 0 
gives 12Vdr + 138 - 400 - 240 X 9 
= 0. 


160 




20 lb. per ft. 




) 


400 lb.-ft 


Fig. 377 


Fig. 378 


Whence Vdb = +201.8 lb. Then 

Vbi, = +201.8 - 240 = -38.2 lb. 

By similar procedures Vbb may be found to be +28.2 lb., and Vfl) —171.8 lb. 
(The student should verify these figures.) With these values known, the shear 
diagram can be drawn for the three spans. It is shown in Fig. 3776. 

The reaction Rr = 140 + 201.8 = 341.81b. 

Equilibrium of the short length of beam over a support establishes 
the amount of the reaction as the numerical sum of the shears on either 
side of the reaction, if the shears on the two sides are of opposite sign, 
as they usually are. If the shears are of the same sign, the reaction 
equals their numerical difference. 

207. Bending Moments at Intermediate Points. If the shears and 
moments at supports are known, the bending moment at any inter- 

» This is the external shear at D and is minus in accordance with the convention 
given in Art. 69. This negative external shear is consistent with the upward re¬ 
sisting shear that acts on the segment just to the left of D. 
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mediate point is easily determined by applying the definition of bend¬ 
ing moment to the segment of the beam extending from one of the 
adjacent supports to the point in question. In the Example of Art. 
206 the maximum bending moment in the CD span occurs where the 
shear changes sign, 5 ft. from C. At this point Ms = —160 + 100 X 
5 - 100 X 2.5 = -160 + 250 = +90 Ib-ft. 




Coefficients for Moments at Reactions and Shears at ends of Spans for 
Continuous Beams with Equal Spans and same Uniform Load over all Spans. 


Fig. 379. Coefficients above the beams multiplied by wTJ^ give the bending mo¬ 
ments at the supports. Coefficients below the beams multiplied by wL give the 

shears. 


In the DE span the maximum positive bending moment occurs at 
the concentrated load and is 205.4 Ib-ft. The student should verify 
this figure and the value of +87.6 Ib-ft. for the bending moment at 
the concentrated load in the EF span. 

The bending-moment diagram for these three spans is shown in 
Fig. 377c. 

Coefficients for shears and bending moments in uniformly loaded 
beams of equal spans are given in Fig. 379. 



Fig. 380 Fig. 381 


PROBLEMS 

753. Calculate the shears and bending moments, and draw shear diagram and 
bending-moment diagram for the span of a continuous beam shown in Fig. 380. 

764. Calculate the shears and bending moments, and draw shear diagram and 
combined bending-moment diagram for the span of a continuous beam shown in 
Fig. 381. 

766. Calculate shears and bending moments, and draw shea^ and bending mo¬ 
ment diagrams for the beam of Fig. 375. For bending moments at the support, 
use the values found in the example. 
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208. Continuous Beams Fixed at Ends. The continuous beams so 
far considered were assumed to be completely unrestrained at all sup¬ 
ports. It sometimes happens that one or both ends of a continuous 
beam are fixed. Restraint at one end adds one unknown moment and 
requires an additional equation. If the beam is completely fixed at the 
end, the additional equation may be based on the fact that the deflec¬ 
tion of the next support from the tangent at the end is zero. 



Fig. 382 


Example. Calculate the moments at the supports of the beam shown in Fig. 
382a. The beam is fixed at A . 

Solution: The three-moment equations written for the first two and the second 
two spans, respectively, are as follows: 

wt ^ 

Ma 4 - + Me -- -T ( 1 ) 

A 

wL^ 

Mb + 4M<7 + 0 --^ (2) 


The bending-moment diagram for the span AB is shown in Fig. 382b. The mo¬ 
ment of this area with respect to B equals zero, since the deflection of B from the 
tangent at A is zero. From this fact a third equation results. 


L 2 L L xvlJ' 2 L 

Max-x-l + m,x-x-+~x-lx--o 


Whence 


2Ma + Mb ==- 


wL^ 


(3) 


If equations (1), 
obtained: 


Ma = 


(2), and (3) are solved simultaneously, the following values are 


l04 ' 



Me 


llwL^ 

104 


PROBLEMS 

766. The beam shown in Fig. 383 is continuous over two spans and is fixed at A. 
Calculate the bending moments at A, and C. Draw shear and bending-moment 
diagrams. 

767. The beam shown in Fig. 384 is continuous over two spans, is fixed at A, 
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and overhangs at C. Calculate the moments at the supports, and draw shear and 
bending-moment diagrams. 


1000 lb. 2000 lb. 



Fig. 383 Fig. 384 


lU.UlIU IP. 

^|1000 lb. per ft.| 12* ^ 


24' 


30' 


Fig. 385 


768. The beam shown in Fig. 385 is continuous over two spans and is fixed at 
A and C. Calculate the moments at A, and C, and draw shear and bending- 
moment diagrams. 


GENERAL PROBLEMS 

For each of the beams shown below, calculate the bending moments at the sup¬ 
ports. Find the shears, reactions, and intermediate bending moments. Draw 
shear and bending-moment diagrams. (Each problem should be done on a single 
sheet of paper.) 

769. Figure 386. Am. Mb = -576 Ib-ft. 


150 lb. I 1200 lb. 1200 lb. 



Fig. 386 Fig. 387 


760. Figure 387. Beam is 12-in., 40-lb. I-beam. Weight of beam is included in 

given loads. Am. Mb — —40,000 Ib-ft. 

761. An 8-in. WF 17-lb. beam is continuous over three spans of 20 ft. each. It 
carries a uniformly distributed load of 500 lb. per ft., which includes the weight of 
the beam, (a) Using values given in Fig. 379, calculate the maximum bending 
stress. (6) If three separate beams were used, what would the maximum bending 
stress be? 

762. A continuous beam rests on three supports without overhang. The 
length of the left-hand span is L ft., and of the right-hand span L/3 ft. A load P 
is applied at the midpoint of the left-hand span. How much greater is the reaction 
of the intermediate support than it would be if the right-hand reaction did not 
exist? 

763. A continuous beam of four spans of 30 ft. each has a uniform load of 1,000 
lb. per ft. over its entire length, (a) Calculate the total weight of a wide-flange 
beam to carry this loading with an allowable stress of 18,000 lb. per sq. in. See 
Fig. 379 for the maximum bending moments. (6) If four separate 30-ft. beams 
were used instead of a continuous beam, what total weight of steel would be re¬ 
quired? 



CHAPTER XVIII 


BEAMS OF TWO MATERIALS 

209. Introduction. Concrete and steel are very often used together 
in beams. Some use is also made of wood beams strengthened with 
strips of steel and of beams made of two different metals (Fig. 388). If 
the two materials are attached to each other so that no slipping can 



(a) (b) (c) (d) 

Fig. 388 


occur, there is a definite distribution of stress, which can be determined. 
A convenient way of attacking such problems is by a method which 
may be called equivalent areas. 

210. Equivalent Area in Bending. Figure 389a is a cross-section 
of a beam made of wood and steel. The common assumption that a 


Wood 


Steel 
(a) Actual Section 


V Neut r al Axi s 

V _ 


(6) Equivalent Wood Section 
Fig. 389 


plane section before bending remains a plane after bending is made for 
this type of beam. It follows that the unit stress in any fiber of the 
wood is proportional to its distance from the neutral axis. 

Let EilEy, = n, the ratio of the modulus of elasticity of the steel to 
that of the wood. 

A “ fiber ” of steel v in. from the neutral axis will have the same unit 
deformation as a fiber of wood v in. from the neutral axis. Conse¬ 
quently the unit stress in any steel fiber will be n times the unit stress 
in a fiber of the wood which is the same distance from the neutral axis. 
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A unit area of steel therefore has n times as much total stress as a unit 
area of wood the same distance from the neutral axis. If for the area 
of steel at a given distance from the neutral axis there were substituted 
n times that area of wood (at the same distance from the neutral axis), 
the resisting moment of the beam would be the same. The deforma¬ 
tions of the substituted fibers would also be the same as the deforma¬ 
tion of the actual steel fibers. 



H"- 


Actual Section 

(a) 


Equivalent Wood Section 

ib) 


^ 3 - 
Equivalent 
Steel Section 
ic) 


Fig. 390 


From these facts it follows that the position of the neutral axis and 
the stresses (or resisting moment) may be found by using an equiva¬ 
lent section of one material, as shown in Fig. 3906. The value of I for 
this equivalent section can be used in the relation S = Mc/L 


Example. Calculate the allowable bending moment for a beam made of a 4-in.- 
by-6-in. timber with a S-in.-by-^-in. steel strap adequately fastened to the under 
side, as shown in Fig. 390a. How does this compare with the allowable bending 
moment for the timber alone? Assume that allowable stresses are 1,200 lb. per 
sq. in. for wood and 18,000 lb. per sq. in. for steel. E for wood = 1,500,000 lb. 
per sq. in. E for steel = 30,000,000 lb. per sq. in. 

Solviion: Either the equivalent wood section or the equivalent steel section 
may be used to calculate the stresses. Using the equivalent wood section in Fig. 
3906, 


24 X 3 + 30 X 6.25 72 -f 187.5 


54 


54 


= 4.81 in. 


. 4X6^^ ^ ^ ^ ^ eoxi^ixi + 30 X ,.«■ 

12 12 


= 72 + 78.7 + 0.6 + 62.2 = 213.5 in.^ 


This bending moment must not be greater than that which would cause a stress 
of 1,200 lb. per sq. in. on the most remote fiber of the wood. The bending moment 
causing this stress is 

SI 1,200 X 213.5 
—- 

c 


4.81 


53,300 lb-in. 
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This bending moment may be applied to the beam, provided it does not cause a 
stress in the steel in excess of 18,000 lb. per sq. in. The stress in the lowest wood 
fiber of the equivalent section which results from a bending moment of 53,300 lb-in. 
. 53,300 X (6.5 - 4.81) 

2 J 3 5 “ SQ* Since Ea/Ey, = 20, the bending 

moment causing a stress of 422 lb. per sq. in. in the wood would cause a stress of 
422 X 20 = 8,440 lb. per sq. in. in the steel, which is stisfactory. The bending 
moment could be increased in the ratio 18,000/8,440 without causing excessive 
stress in the steel, but any increase above 53,300 lb-in. would cause stresses greater 
than 1,200 lb. per sq. in. in the wood fibers at the top of the beam. 

For the plain timber used as a beam. 


7 

c 


4X6X6 

6 


= 24 in.3 


M = 1,200 X 24 = 28,800 lb-in., which is only about 54 per cent of the allowable 
bending moment for the reinforced beam. 

The device of an equivalent section can be used just as effectively if the adjoin¬ 
ing surfaces of the two materials lie in a plane parallel to the line of action of the 
loads, as in Fig. 388c and d. 


PROBLEMS 

781. A wood beam 10 in. by 16 in. in cross-section is reinforced by securely bolt¬ 
ing a 6-in.-by-^-in. steel plate of the same length to the lower 10-in. face of the beam. 
Calculate the allowable bending moment if the stress in the wood is not to exceed 
1,2(X) lb. per sq. in. and the stress in the steel is not to exceed 15,000 lb. per sq. in. 
Assume E for the wood to be 1,2(K),000 lb. per sq. in. Ans. M = 

703,000 lb-in. 

782. Calculate the allowable bending moment if a 3-in.-by-^- 
in. plate is added to the top of the beam in Problem 781. 

783. A beam is made by adequately attaching a 4-in.-by-|- 

in. steel plate to a T-section of cast iron. The cross-section is 
shown in Fig. 391. The steel is on the tension side. Calculate 
the maximum tensile and compressive stresses in the cast iron 
and the maximum tensile stress in the steel caused by a bending 
moment of 100,000 lb-in. Assume E for cast iron to be 0.4 of E 3 gj 

for steel. 

784. Two 8-in., 11.5-lb. channels are adequately bolted to an 8-in.-by-8-in. 
(actual size) oak beam as shown in Fig. 388d. If E for oaK is 1,500,000 lb. per sq. 
in., calculate the allowable bending moment. Allowable stresses are: for steel, 
18,000 lb. per sq. in.; for oak, 800 lb. per sq. in. 

211. Shearing Stress in Beams of Two Materials. An equation 
giving the shearing unit stresses, horizontal and vertical, at any point 
in any cross-section of a beam was derived in Chapter VIII. This 
equation, = VQ/Ib, can also be applied to beams of two materials, 
by using the equivalent cross-section for a beam of one of the two ma¬ 
terials, as explained in Art. 210. The reason is as follows: 

In deriving the equation for shearing unit stresses, the shearing/orce 
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on the horizontal surface of a block (which was taken as a free body) 
was equated to the difference between the forces exerted by the bending 
stresses on the ends of the block. Since the forces on the equivalent 
cross-section are the same as the forces on the cross-section of the origi¬ 
nal beam, it is apparent that the equation for shearing unit stress may 
be used in connection with an equivalent section. 




Brass 

—• 

Steel 



(a) 



Example. As an example, let Fig. 302a be the cross>section of a composite beam 
of brass and steel, for which values of E may be taken as 15,000,000 lb. per sq. in. 
and 30,000,000 lb. per sq. in., respectively. The equivalent cross-section for a steel 
beam is shown in Fig. 3926, and the equivalent cross-section for a brass beam is 
shown in Fig. 392c. The neutral axes of the two equivalent cross-sections are 
shown and are necessarily at the same distance from the lower edges of the cross- 
sections. 

The equation St = VQ/Ib may be applied to either equivalent section, but it is 
somewhat simpler to use the equivalent section which has the width of the original 
beam at the point where the shearing stress is desired. Thus, to calculate shear¬ 
ing stresses at m and n, the section shown in Fig. 392c should be used. To calcu¬ 
late the shearing stress at p, the section shown in Fig. 3926 should be used. 

PROBLEM 

785. Calculate the allowable total shear in a beam with the cross-section shown 
in Fig. 390 if the allowable shearing stress along the grain for the wood is 120 lb. 
per sq. in. 

212. Deflection of Beams of Two Materials. The curvature of a 
beam may be regarded as the result of the changes in length of the 
“ fibers ” in the beam. Since the fibers at any point in a beam of two 
materials change in length by the same amount as the fibers at the 
corresponding point in the beam of one material with “ equivalent 
cross-section/^ it follows that the deflections of the two beams are the 
same. Consequently the deflection at any point of a beam of two mar 
terials may be found by calculating the deflection of a beam of equiva¬ 
lent cross-section of one material. 

The methods used in this book for caclulating deflections of beams 
are based on the relationship expressed by the equation 1/p = M/EI^ 
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in which El is a function involving the shape and size of the cross- 
section and the stiffness of the material. Figure 393 shows in a the 
cross-section of a beam of two materials (say brass and steel), in h the 
equivalent cross-section of a steel beam, and in c the equivalent cross- 
section of a brass beam. By considering elementary strips such as the 
one shown at a distance v from the neutral axis, it is apparent that El 
for the steel beam in h equals El for the brass beam in c and that this 



Fig. 393 

value of El also equals the E for brass times the I (with respect to the 
neutral axis) of the area of brass plus the E for steel times the I (with 
respect to the neutral axis) of the area of steel. The quantity El can 
therefore be computed from either of the equivalent sections or from 
the cross-section of the actual beam after the neutral axis has been 
found from an equivalent cross-section. 

PROBLEM 

786. The beam shown in Fig. 390 is 12 ft. long and carries a uniform load of 250 
lb. per ft. Calculate the deflection at the midpoinjb. E = 1,500,000 for the wood. 

213. Reniforced-Concrete Beams. The most common use of two 
materials in beams occurs in reinforced-concrete construction. Con¬ 
crete beams without reinforcing could be used only for relatively short 
spans and light loads because of the weakness of concrete in tension. 

In reinforced-concrete construction the reinforcing steel is placed in 
the forms before the concrete is poured. When the concrete sets, it 
adheres very firmly to the steel. This adherence is called “ bond.'' 
Fortunately, steel and concrete contract and expand about the same 
amount with change in temperature. The firm bond and the roughly 
equal thermal expansion of steel and concrete are both essential to the 
success of reinforced concrete. 

Reinforcing steel is generally in the form of bars, which may be 
round or square, or twisted, or otherwise deformed." Sometimes 
wire mesh, welded wire mesh, or ** expanded " metal is used as rein¬ 
forcing. 

214. Assumptions in Reinforced Concrete. Because of the low 
tensile strength of concrete it is common practice to assume that the 
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concrete in a reinforced-concrete beam carries no tensile stress at aU. It 
is also generally assumed that the compressive unit stress in the con¬ 
crete at a given cross-section is proportional to the distance from the 
neutral axis. The steel at a given cross-section is assumed to be uni¬ 
formly stressed, since it is so placed that all of it is at nearly the same 
distance from the neutral axis. The force exerted by the steel is there¬ 
fore the product of the stress in the steel and the cross-sectional area of 
the steel and is assumed to act at the center of the cross-section of the 
steel. These assumptions are not exact but are probably as near to 
the truth as the assumed values for strength and modulus of elasticity 
of concrete. 



Fig. 394 


215. Resisting Moment. The result of the assumptions made is 
illustrated in Fig. 3946. The unit stress in the concrete varies from 
zero at the neutral axis to a maximum at the top of the beam. This 
variation of stresses is represented by short arrows, increasing in length 
from the neutral axis to the top. The distance from the top of the 
beam to the resultant compressive force is one-third of the distance 
from the top of the beam to the neutral axis. The resultant force 
equals the product of the average unit compressive stress in the con¬ 
crete (which is one-half the maximum compressive stress) and the area 
of the cross-section above the neutral axis. The amount and position 
of this resultant as here stated occur in the solution of any problems 
and should be kept in mind. The resisting moment at any section 
may be regarded as a couple. One of the forces is the resultant of the 
compressive stresses in the concrete, and the other force is the resultant 
of the tensile stress in the steel. 

The equivalent steel section is shown in Fig. 394d. This consists of 
the actual cross-sectional area of the reinforcing steel and the steel 
equivalent of the concrete above the neutral axis. This is a rectangle 
with a width 1/n times the width of the”beam. The position of the 
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neutral axis of the cross-section must be computed. It does not pass 
through the centroid of the actual cross-section of the beam, but 
through the centroid of the equivalent steel section. 

216. Investigation of a Rectangular Reinforced-Concrete Beam. 
The steps that are taken in the investigation of a reinforced-concrete 
beam will be illustrated with a numerical example. Let the assumed 
beam be 6 in. by 11^ in. in cross-section. The reinforcing consists 
of three J-in. round rods 10 in. below the top of the beam as shown 



(a) (b) (e) 


Cross Section Resisting Couple Equivalent Steel 

Section 

Fig. 395 


in Fig. 395a. Assume Eg = 30,000,000 and Ee == 3,000,000 lb. per 
sq. in., making n = 10. It is desired to find the maximum stress in 
the concrete and the stress in the steel which result from a bending 
moment of 95,000 lb-in. The area of steel = 3 X 0.1963 = 0.60 sq. in. 

The position of the neutral axis is most easily found by determining 
the position of the centroid of the equivalent steel section, shown in 
Fig. 395c. The moment of the area above the neutral axis equals the 
moment of the area below it. Whence 


Whence 


1=0.60(10-2/) 

0.32/2 = 6.0 - 0.602/ 

2/2 -H 2.02/ = 20 

y = 3.68 in. 


The resultant compressive force acts 2//3 in. below the top of the 

3.58 

beam. The distance between F* and F, is 10- — = 10 — 1.19 = 

8.81 in. The resisting moment equals 8.81Fe = 8.81F,. For the 
given bending moment of 96,000 lb-in.. 



95,000 

8.81 


10,780 lb. 
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The stress in the steel is 

„ 10,780 

S, = - Q — = 17,970 lb. per sq. m. 

The stress in the equivalent steel section at the top may be calcu¬ 
lated by proportion. 

I: IS' ^ IS" *“• 

The actual stress in the concrete at the top of the beam is of the 
stress at the top of the equivalent steel section. 

10,030 


Sc = 


10 


= 1,003 lb. per sq. in. 


The 1944 Specifications for highway bridges of the American Associa¬ 
tion of State Highway Officials specify 18,000 lb. per sq. in. as the 
allowable stress for structural-grade reinforcing bars, 1,000 lb. per sq.in. 
as the allowable stress, and n = 10 for concrete having a strength of 
3,000 lb. per sq. in. after 28 days. The stresses in the for?going ex¬ 
ample are therefore reasonable stresses. 

217. Determination of Cross-Section of a Rectangular Reinforced- 
Concrete Beam. At the cross-section of maximum bending moment, 
.safety requires that the materials in a concrete beam be not over¬ 
stressed, and economy requires that they be not greatly understrassed. 
The des^er should meet both these conditions. A method of deter¬ 
mining a suitable cross-section to resist a given bending moment will 
now be illustrated. 

Let it be assumed that the beam is required to carry a bending mo¬ 
ment of 418,000 lb-in. Allowable stresses are 1,000 lb. per sq. in. com¬ 
pression in concrete and 18,000 lb. per sq. in. tension in steel. Use 
n = Et/Ee = 10. 

Let y in. be the unknown depth from the top of the cross-section to 
the neutral axis. The equivalent steel section is shown in Fig. 396c, 
and the corr^ponding stresses are shown in Fig. 396d. The stress in 
the equivalent steel at the top of the beam would be 10 X 1,000 = 
10,000 lb. per sq. in. compression, if the actual stress in the concrete 
is 1,000 lb. per sq. in. 

Since a plane section before bending remains a plane after bending, 
it follows that the stress at any point in the equivalent steel section is 
proportional to the distance from the neutral axis. In this beam the 
position of the neutral axis is determined by the fact that the stress at 
the top of the section will be 10,000 lb. per sq. in. when the stress in 
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steel is 18,000 lb. per sq. in., and by the additional fact that both 
these stresses are proportional to the distances from the neutral axis. 
Hence, by similar triangles, as shown in Fig. 396d, 

y _ 10,000 
d-y~ 18,000 

18,000y = 10,000d - 10,0001/ 

28,000y = 10,000d 


10,000 

28,000 “ 


0.357d in. 


SslO X 1000 



Sectton 


Fig. 396 


The distance between the resultant compressive force Fe and the ten¬ 
sile force F, is 


d _ I = d _ o.llOd = 0 . 881 d in. 


The resultant compressive force is 

Fc = X 4 X 0-357^ = 1786d 

lU 


The resisting moment is Fc times the distance between Fe and 
must equal 418,000 lb-in. 

Therefore 178bd X 0.881d = 418,000. 


418,000 
178 X 0.881 


= 2,660 in.» 


This 


Any cross-section for which = 2,660 will meet the requirements. 
It is apparent, however, that the deeper the beam, the larger will be 
the moment arm of the resisting moment and the smaller the force. A 
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deep beam will therefore require less steel and less concrete than a 
shallower beam. There are practical limits to the depth. These will 
not be discussed here. A satisfactory cross-section which is practi¬ 
cable and reasonably economical is one in which d is about 
If these proportions are chosen, 

bd* = 1*3 ^ 2,660 
= 1,182 
h = 10.6 


If h is made 11 in. even. 


d* = 


2,660 

11 


= 242 


d — 15.6 in. from top of beam to cenier of sled 


The moment arm of the resisting couple is 0.881 X 15.6 = 13.74 in. 
The cross-sectional area of steel can be calculated from the relation 
18,000A, X 13.74 = 418,000, giving 


A, 


418,000 
18,000 X 13.74 


1.69 sq. in. 


If round rods are used (the available diameters being in multiples of 
^ in.), it may not be possible to provide exactly 1.69 sq. in. of steel. 
For three suitable sizes of round rods the areas of steel that can be 
used are: 

6 rods in. in diameter = 1.86 sq. in. 

4 rods -J in. in diameter = 1.76 sq. in. 

3 rods -I- in. in diameter = 1.80 sq. in. 

If the rods -f- in. in diameter are selected, there is a very slight excess of 

steel. The resulting unit stress in the steel will be slightly less than 
18,000 lb. per sq. in., the stress in the concrete will be slightly less than 
1,000 lb. per sq. in., and the position of the neutral axis will be lowered a 
little. These changes are very small and may be neglected. There 
should be 1^ in. of concrete below the rods to insure adequate “ bond ” 
and protection to the reinforcing. The total depth of the beam will be 
16.6 -I-1 -b 1.5 = 17.5 in. 


PROBLEMS 

787. A rectangular reinforced-conorete beam is 10 in. wide, 20 in. deep. There 
are four |-in. square reinforcing rods 18.25 in. below the top of the beam. Calcu- 
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late, by the method of Art. 216, the allowable bending moment if stress in the con¬ 
crete is not to exceed 1,000 lb. per sq.m.and stress in the steel is not to exceed 18,000 
lb. per sq. in. (n = 10.) 

788. By the method of Art. 217, find the dimensions of the cross-section of a 
reinforced-concrete beam to carry a bending moment of 260,000 lb-in. Also 
select suitable square steel rods for reinforcing. (The bottom of the rods is to be 
I5 in. above the bottom of the beam.) Allowable stresses are 18,(XX) lb. per sq. in. 
for steel, and 1,000 lb. per sq. in. for concrete. Make the depth of the beam approxi¬ 
mately twice the width. Compare the weight of this beam with the weight of a 
steel I-beam which will carry this bending moment with a 'tress not exceeding 
18,000 lb. per sq. in. (n = 10.) 

218. Formulas for Reinforced-Concrete Beams. The design of a con¬ 
crete structure is complicated by many considerations which cannot be 
taken up in a book of this scope. The foregoing articles have devel¬ 
oped the relationships which determine the tensile stress in the steel 
and the compressive stress in the concrete due to the bending of a 
rectangular beam. There is not space here to do more than merely 
mention other problems in concrete design, such as provision of rein¬ 
forcement to help resist the shearing stress in a beam, methods of se¬ 
curing proper bond between steel and concrete to keep the steel from 
slipping, and the design of beams having a T-shaped cross-section. 

Although the method developed in Arts. 216 and 217 can be used in 
the design and investigation of concrete beams, it is customary in 
practice to make use of a number of formulas which are derived from 
the principles just developed. If specific values for known quantities 
are substituted in these formulas, required values can be found. The 
terminology and symbols used are quite well establbhed. The prin¬ 
ciples discussed in the preceding articles will now be applied to the 
derivation of some of these formulas, in order that the student may 
become familiar with them and with the symbols. 

Study of the following articles will not qualify one to design con¬ 
crete structures, but it should form a foundation for a more intelligent 
reading of the literature of the subject and for further study. 

219. Symbols Commonly Used in Concrete Beam Formulas. The 
following notation is commonly used: 

b = width of beam (inches). 
d = depth of beam to center of reinforcing (inches). 

A, = area of cross-section of reinforcing steel (square inches), 
p = “ per cent ” of reinforcing. Actually not a percentage, but 
the ratio of the area of reinforcing steel to the area hd. 
Hence A, = pbd. 

kd = distance from top of beam to neutral axis (inches). 
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jd = moment arm of resisting couple, or distance (inches) between 
resultant compressive force and resultant tensile force, 
n = E,/Ee, the ratio of the modulus of elasticity of steel to that of 
concrete. 

fe — compressive unit stress in the extreme fibers of concrete. 
ft == tensile unit stress in reinforcing steel. 

(Note that k and j are always less than unity.) 

This notation will be used in the following articles except that, in¬ 
stead of /, iS will be used to designate unit stress, as heretofore. 



220. Position of Neutral Axis, Given n and p. For a given n (ratio 
of Et to Ec) and a given “ percentage ” p of steel there is a definite 
value of k. When this is found, the distance from the top of the beam 
to the neutral axis is determined by multiplying the depth of the beam 
(to the center of the steel) by k. A formula will now be derived which 
gives the value of k in terms of n and p. In Fig. 397o a typical cross- 
section of a reinforced concrete beam is shown, and the resisting mo¬ 
ment or couple is shown in Fig. 3976. 

Since Sff = 0, Fc = Ft. Therefore 

Si 

kd - X — — pbdSt 
n 2 


(in which Si is the stress at the top of the equivalent steel section). 
Hence 


^ = He? 

St k 


Also 


^ ^ kd ^ k 
St d — kd 1 — k 


since, in the equivalent steel section, the stress is proportional to the 
distance from the neutral axis. 
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Equating these values of S'jSi, 

k _ 2pn 
l-k~~k 


k^ = 2pn — 2pnk 
k = V2pn + — pn 

The values of n commonly used are those specified by the Joint Ck)m- 
mittee.^ They are given below. These depend on the specified com¬ 
pressive strength of the concrete 28 days aft«.>r miving 


Strength op Concrete, 
lb. per sq. in. 
2,000-2,400 
2,500-2,900 
3,000-3,900 
4,000-4,900 
Above 5,000 


Specified Value of n 

15 

12 

10 

8 

6 


Values of n of 10 or 12 apply to the concrete usually specified in rein- 
forced-concrete construction. 



Values of p 

Fig. 398 


In the diagram (Fig. 398) values of k are plotted for different values 
of p and for values of n of 10, 12, and 15. From this diagram, values 
of k can be found without calculation with sufficient accuracy. 

221. Balanced Reinforcing. Building codes and other specifications 
state allowable stresses for reinforcing steel and for concrete of given 

^ Report of Joint Committee on Standard Specifications for Concrete and Re¬ 
inforced Concrete, January, 1944. The Joint Committee includes representa¬ 
tives of the following six organizations: American Society of Civil Engineers, 
American Society for Testing Materials, American Railway Engineering Associa¬ 
tion, American Concrete Institute, Portland Cement Association, American Insti¬ 
tute of Architects. 
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strength or proportions. If the percentage of reinforcing steel is 
chosen at random, the bending moment which stresses the concrete to 
the specified value will cause a stress in the steel more or less than the 
specified allowable stress for steel. 

For a given value of n there is only one value of p which will result 
in a beam section in which the allowable bending moment causes the 
allowable stresses in both the steel and the concrete. This value of p 
gives the most economical cross-section, since both materials are work¬ 
ing in the allowed limit. This value of p can be found as follows. The 
assumption that a plane section before bending remains a plane after 
bending gives the relation 


nSc kd _ k 

Sg d — kd I — k 


from which 


k = 


nSg/S, ^ 1 

^ A + i 

S, nSc 


The requirement of statics that Fe = Fg givtis 


from which 


kdb^ = pbdSg 
k 



( 1 ) 


( 2 ) 


From equation (1) k for balanced reinforcing is calculated. The 
value of p may then be read from the curve of Fig. 398 or calculated 
from equation (2). 

222. Fonnulas for Investigation of a Beam. Several formulas can be 
derived for the allowable resisting moment (which equals the allow¬ 
able bending moment) in a concrete beam of given cross-section and 
with a given amount of reinforcing, provided the value of n is known 
or assumed. Since the amount of reinforcing is known, the value of 
p can be determined. The value of p and n fix the value of k, as 
shown in Art. 220. With these terms known, thfe allowable bending 
moment can be very simply expressed, either in terms of the allowable 
stress in the steel or of the allowable stress in the concrete. For a 
given rmit stress in the steel the resisting moment equals the resultant 
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force exerted by the steel multiplied by the distance between the re¬ 
sultant tensile and compressive forces. 

Hence 


But 


M == Ftjd = S,A^d 


A, = pbd, so that M = S,pbjd^ 
Substituting 1 — fc/3 for j (see Fig. 397), 


M = S,pb(f 



In a similar way the resisting moment in terms of the maxiTniim 
stress in the concrete is 


M = FJd = ^ bkd(jd) = ^ Sokjibd^) 

These two equations for the bending moment can, of course, be used 
for the determination of the stresses caused in the steel and the con¬ 
crete of a given beam by a given bending moment. 

223. Steps in the Design of a Concrete Beam. The starting point in 
the design of a reinforced-concrete beam which is to resist a known 
bending moment is the selection of the allowable stresses to be used 
and a decision as to the most probable value of n. Generally these 
stresses and n are prescribed by a building code or some other speci¬ 
fication. Sometimes the designer must himself decide on appropriate 
values. When the allowable stresses and the value of n have been 
decided, the value of p for greatest economy can be determined 
from the equations of Art. 221. When the value of p has been se¬ 
lected, the value of k is found by the formula developed in Art. 220, or 
it may be read from Fig. 398. With all the foregoing quantities known, 
the next step in the design is the determination of the dimensions b and 
d of the concrete cross-section. (These determine the cross-section of 
the steel, since p is known.) Either of the foregoing formulas may be 
used to determine the product 6d*. With this product found, an as¬ 
sumption can be made as to the relative values of b and d and each 
dimension determined. With 6, d, and p known, suitable reinforcing 
bars are selected. After this is done, shearing and bond stresses 
must also be investigated and provided for. These steps are not 
within the scope of this book. 



338 


BEAMS OF TWO MATERIALS 


Chap. XVIII 


PROBLEMS 

789 . A rectangular concrete beam, shown in Fig. 399, is 14 in. wide and 26 in. 
deep. At the center cross-section there are four steel rods, 1 in. square. The 
center of the rods is 2 in. above the bottom of the beam. Calculate the maximum 
bending moment that will not cause stresses exceeding 18,000 lb. per sq. in. in the 
steel and 1,000 lb. per sq. in. in the concrete. Assume n = 10. 

Ans. M = 1,350,000 Ib-in. 



Fig. 399 


790 . Solve Problem 789 if the beam has five rods 1 in. square, instead of four. 

791 . Calculate the depth and the number of square inches of reinforcing steel 
for a beam 10 in. wide which is to resist a bending moment of 35,000 Ib-ft. Allow¬ 
able stresses are: Sc = 1,000 lb. per sq. in., and — 18,000 lb. per sq. in. Assume 
n = 10. Use balanced reinforcing. 




CHAPTER XIX 

BEAMS (ADDITIONAL TOPICS) 

224. Introduction. This chapter is divided into the following parts: 

Maximum Normal and Shearing Stresses in Beams. 

Longitudinal Shear in “ Built-up ” Beams, 

Shearing Deflection of Beams. 

Beams of Materials That Do Not Follow Hooke’s Law. 

Buckling of Beam Flanges and Webs. 

Curved Beams. 

Beams Having Loads Not in the Plane of a Principal Axis of 
Inertia. 

Beams Whose Cross-section Has No Vertical Axis of Symmetry; 
Shear Center. 

The first three of these divisions treat problems in the design or use 
of beams that were not considered suflBciently fundamental for inclu¬ 
sion in the chapters where ordinary problems in beam stresses and 
deflections were discussed. The remaining five divisions discuss situ¬ 
ations to which the ordinary flexure formula, S = Mc/I, does not 
apply, and present modifications of the basic formula or present sup¬ 
plemental formulas that must also be used; or they specify and dis¬ 
cuss the conditions that must be introduced if the ordinary formula 
is to be valid. i 

MAXIMUM NORMAL AND SHEARING STRESSES IN BEAMS 

225. Maximum Stresses in Beams. It is evident from the results of 
Art, 174 that the “ bending stress ” at a given point in a beam calcu¬ 
lated by the flexure formula is not the maximum stress at that point 
if shearing stress exists at that point. It is also true that the shearing 
unit stress, horizontal and vertical, at a point in a beam calculated 
from S, = VQ/Ib is not the maximum shearing stress at that point if 
tensile or comprassive stress exists at that point. 

Before discussing the importance of these maximum stresses, an 
example will be solved to illustrate the calculation of maximum stresses 
in a steel beam. 
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Example. An 18-in. WF 96-lb. beam is used as a cantilever projecting 4.96 
ft. and carrying a uniformly distributed total load of 111,600 lb. Determine the 
maximum normal and shearing stresses at the fixed end. (This loading is such as 
to give a maximum bending stress of 18,0CK) lb. per sq. in. and a shearing stress on 
the gross area of the web of 12,000 lb. per sq. in., in which are the allowable stresses 
of the New York City Building Code of 1945.) 

Solviion: The dimensions and properties of this beam are as follows: 

Depth of beam, 18.16 in.; width of flange, 11.75 in.; thickness of web, 0.512 in.; 
thickness of flange, 0.831 in.; /i, 1,674.7 in.^; I/c, 184.4 in.^ 



Fig. 400. Maximum stresses in a wide-flange beam. 


Figure 400a shows the upper half of the cross-section of the beam; Fig. 4006, 
the variation of the bending stress; and Fig. 4(X)c, the variation of the horizontal 
shearing stress. For four points on the cross-section the maximum normal stresses 
(principal stresses) are shown in Fig. 400e, and for the same four points the maxi¬ 
mum shearing stresses are shown in Fig. 400d. 

The computations for these values at the point on the web where the fillets 
begin will be shown. The other values are found in a similar way. 


VQ _ 111,600(11.75 X 0.831 X 8.664 + 0.60 X 0.512 X 7.949) 
Ib "■ 1,674.7 X 0.512 , 


= 11,350 lb. per sq. in. 

My 3,320,000 X 7.649 




1,674.7 


= 15,170 lb. per sq. in. 


s.^.m + 5? = V7,585* + 11,360® = 13,650 lb. per sq. in. 


i8» = ± S. nux. = 7,580 ± 13,650 = +21,230 lb. per sq. in., in tension 

2 

or = —6,070 lb. per sq. in., compression 


It will be noticed that, although this beam is not overstressed ac- 
cordmg to the New York City Building Code of 1946, the maximum 
tensile stress calculated above exceeds the allowable bending stress by 
18 per cent. Structural specifications do not specify that the maxi- 
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mum tensUe stress in a beam shall not exceed the specified allowable 
stress, but instead it is specified that the maximum bending stress on 
the extreme fibers shall not exceed a stated allowable stress (by bending 
stress is meant the stress computed by S = Me/1). This may be 
regarded as one example of the inaccuracy in the calculation of stress 
for which the factor of safety may legitimately be expected to provide. 

Although the loading assumed above may occur, as in footings, in 
the majority of beams such unfavorable combinations of large bending 
moment and large shear on the same cross-section are not found. For 
many beams supported at the ends the shear is small at points where 
bending moments are large, and vice vetsa. Furthermore, on any 
cross-section of most beams the shearing stress is small at points where 
bending stresses are large. (The wide-flange beam considered in the 
example has exceptionally high shearing stre.sses in the web near the 



Fig. 401. Directions of principal stresses. 


flanges because it combines heavy flanges with a thin web.) In the 
majority of beams, because of the conditions just mentioned, the max¬ 
imum bending stresses in the extreme fibers are, in fact, the maximum 
principal stresses. 

Also in the majority of beams the maximum toted shear occurs at a 
section where the bending moment is small; and on the cross-section 
where the greatest total shear occurs the maximum shearing stress 
occurs at the neutral axis, where there is no bending stress. Conse¬ 
quently, in the majority of beams the maximum longitudinal (and 
vertical) shearing stress is, in fact, the maximum shearing stress in 
the beam. A designer should know when this will not be true. 

A more general study of the principal stresses ’u beams is of help in 
understanding the behavior of beams and their possible failure. Figure 
401 represents a side view of a beam of rectangular cross-section carry¬ 
ing a uniformly distributed load. For simplicity it will be assumed 
that the load carried by the beam is its own weight only and that it is 
supported at the ends without concentrated reactions.^ 

* Concentrated loads and reactions cause local stresses which will not be con¬ 
sidered here. A uniformly distributed load resting on the top of a beam also 
causes compressive stresses on the top surface which extend into the beam. In 
order to avoid for the present the complication of local stresses due to reactions, 
the beam may be thought of as the middle segment of a beam fixed at both ends, the 
segment extending between the two points of zero bending moment. 
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The lines drawn on the face of the beam indicate the direction of the 
principal stresses, the tangent and normal to a curve at any point be¬ 
ing the direction of the two principal stresses at that point. The 
curves concave downward indicate the directions of compressive 
principal stresses (there is tensile stress normal to the curve at every 
point, its magnitude being zero at all points above the neutral axis on 
a vertical line at the midpoint of the beam.) In the same way 
the curves concave upward follow the direction of tensile principal 
stresses. Wherever a curve of one set crosses a curve of the other set, 
the intersection is necessarily at a right angle. The shear being zero 
at the midsection of the beam, the principal stresses at the midsection 
are the bending stresses calculated from S = My/I. Therefore all 
curves are horizontal at the midpoint of the beam. At the end of the 
beam the bending moment is zero, and the principal stresses are those 
resulting from shearing stresses on vertical and horizontal planes. 
These principal stresses are inclined 45*^ to the horizontal and vertical 
and are equal in intensity to the unit shearing stress at any point. 
Since bending stresses are zero along the neutral axis, the principal 
stresses there result from shear alone, and all the lines cross the neu¬ 
tral axis with an inclination of 45°. It should be kept clearly in mind 
that these lines are not lines of constant intensity of stress. 

The occurrence of the teasile principal stresses inclined 45° at the 
ends of the beam is of significance in beams of materials with low ten¬ 
sile strength, such as concrete. In 
reinforced-concrete beams steel rods 
are embedded in the concrete to carry 
the teasile stresses. These are placed 
near the bottom of the beam, if the 
bending moment is positive. Near the ends,'some are bent upwards 
at an angle of about 45°, as shown in Fig. 402. 

This inclined reinforcing is commonly called “ shear ” reinforcing, 
but it actually resists the tensile stresses resulting from shearing stresses. 
The concrete itself has ample compressive strength to resist the com¬ 
pression stresses caused by the shear. 

It should be understood that the distribution of stresses in a com¬ 
posite beam is not exactly the same as in a beam of homogeneous 
material. 

PROBLEM 

801 . Calculate the maximum shearing and normal stress at a point 6 in. above 
the neutral axis at the cross-section of the beam considered in the Example of Art. 
225. Also calculate the inclinations of the planes on which these stresses act, and 
represent stresses as acting on small cubes properly oriented. 



Fig. 402 
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LONGITUDINAL SHEAR IN “ BUILT-UP ” BEAMS 

226 . Connection of Cover Plates to Flanges. Figure 403o repre¬ 
sents the cross-section of an I-beam with a cover plate riveted to each 
flange to increase the section modulus of the beam, a method fre¬ 
quently used. Obviously, as the beam bends (it may be assumed that 
the loads are applied to the web of the I-beam), the compressive 
stresses in the top cover plate are the result of the forces exerted on it 
by the rivets, which serve the same function as the longitudinal shear¬ 
ing stresses in a beam made of one piece. The problem is to deter¬ 
mine the necessary spacing of the rivets. 


A _ B 



(a) (b) (c) 


Fig. 403. Rolled beam with cover plates. 

It is evident from the relation already established (Chapter VIII) 
between the vertical shear V and the longitudinal shearing stresses 
that the rivets should be most closely spaced where the vertical shear 
V is greatest. 

As shown in Art. 86, the force on the B end of the segment of cover 
plate (Fig. 403c) is Fb = MbQ/I, where Q is the statical moment of 
the cross-section of the cover plate with respect to the neutral axis of 
the entire cross-section.^ On the A end the force Fa. = MaQ/I. 
Hence the force which the rivets between A and B must exert is Fb — 
Fa — (Mb ~ Ma)Q/I. Since the change in bending moment equals 
the area of the shear diagram between the two points A and B, Mb — 
Ma = pV^Y., in which Fav. is the average value of F in the distance 
AB. Hence, Fb — Fa = pVar.Q/^- This gives the value of the force 
which must be supplied by the rivets in a distance of p in. If i? is 
the value of one rivet in shear or bearing (whichever is least), and if 
there are n rivets in a group (n = 2, in the case illustrated), nB = 
pV^Y,Q/I, or p = nRI/Va,y,Q for the distance between groups of rivets. 

* Q is computed from the gross area of the cross-section of the cover plate, mak¬ 
ing no allowance for the rivet holes. 
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Practical considerations limit the distance between rivet groups 
where the vertical shear is small. Specifications for structural details 
contain rules governing such matters. For instance, it is frequently 
specified that for or f-in. rivets the pitch shall not exceed 6 in., or 
16 times the thickness of the cover plate, whichever is less.? 

When a cover plate is to be welded to the flange of an I-beam, the 
welds must furnish the force provided by the rivets in the foregoing 
discussion. If the unit length of flange to be considered, p, is taken as 
1 ft. or 12 in., and R is the allowable load on 1 in. of 
fillet of a given size, then n, the number of inches of 
fillet per foot length of flange, is given by w = 
12Vg,y,Q/RL Specifications establish minimum allow¬ 
able lengths of fillet and maximum spacings between 
welds.^ 

227. Connection of Flange to Web of Girder. A 

plate girder is a ‘‘ built-up beam consisting of a web 
plate to which angles and generally one or more cover 
Fig. 404. Plate plates are attached to form each flange (Fig. 464). If 
girder. loads are applied to the web of the girder, as in Art. 
226, the spacing of rivets is given by the same equation p = nRI/Vf^yjQ 
(in this case, of course, Q is the statical moment of the cross-section of 
the entire flange). It should be remembered that the rivets are in 
double shear. The value of a rivet will generally be determined by 
bearing against the web. 




PROBLEMS 


802 . A plate girder is made up of a 48-in.-by-|-in. web plate, and each flange con¬ 
sists of two angles 6 in. by 6 in. by f in. and one cover plate 14 in. by 1 in. arranged 
as in Fig. 404. At a section where the total shear is 256,000 lb. determine the re¬ 
quired spacing of the pairs of rivets connecting the cover plate to the angles. 
Rivets are { in.; Sg = 12,000 lb. per sq. in.; and Sc = 24,000 lb. per sq. in. The 
distance “ back to back of angles is 48j in. 

803 . Calculate the required distance between the rivets connecting the flange 
to the wfeb of the girder of Problem 802. 

804 . A 14-in.-by-l-in. cover plate is to be welded to each flange of a 16-in. WF 

88-lb. beam. Calculate the length of '^in. fillet required per foot of beam to at¬ 
tach one cover plate if the shear causes an average stress of 12,000 lb. per sq. in. 
over the web. Ans. n = 14.2 in. 

^ ** Standard Specifications for Highway Bridges ” (1944), American Associa¬ 
tion of State Highway Oflicials. 

* See, for example, ** Standard Sp^iflcations for Arc Welding Metal Bridge 
Structures,’’ American Association of State Highway Officials. 
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SHEARING DEFLECTION OF BEAMS 

228. Shearing Deflection of Beams. The methods of calculating 
beam deflections which were explained in Chapter X give the deflec¬ 
tion due to bending only. Additional deflections result from shearing 
deformation. U.sually these deflections due to shear are so small 
in comparison with deflections due to bending that they can be dis¬ 
regarded. In short, deep beams, however, the deflections due to shear 
may sometimes be important. 

Article 191 shows how the principles of elastic energy can be used to 
determine the bending deflections of a beam. The same principles can 
be utilized for finding the deflections due to shear, and Problem 722, 
Art. 191, gives the shearing deflection due to a load P at the end of a 
prismatic cantilever beam of rectangular cross-section as A, = 6PL/ 
5E,A. The bending deflection for this beam and loading is = 
PL^/3EI. The ratio of the shearing deflection to the bending deflec¬ 


tion is therefore 


_3 S/A2 
10 ’ 


where d is the depth of the cross-section. 


This shows that the relative importance of shearing deflection de¬ 
creases very rapidly as the slenderness of the beam increases. 

. A, E /d\^ 

The expression -r = k~\j) isa general expression true for all 

beams of constant cross-section. The value of A; is determined by the 
shape of the cross-section, the arrangement of the supports, and the 
kind of loading. Values of k for four cases are tabulated below.^ 


Cantilever beam, load at end 
Simple beam, load at midpoint 


Cross-sections 
Circular Ilectangular 

= A *! = A 


PROBLEMS 

806. Two aluminum beams each 3 in. by 4 in. in cross-.,ection rest on supports 
which are 20 in. and 40 in. apait, respectively. Each carries a load of 12,000 lb. 
at the midpoint. Calculate the deflection due to bending and the deflection due 
to shearing for each beam. Assume 4-in. sides vertical. 


BEAMS OF MATERIALS THAT DO NOT FOLLOW HOOKE’S LAW 

229. Beams of Materials That Do Not Follow Hooke’s Law. Beams 
made of materials,for example, cast iron or concrete,for which the stress- 
strain diagram is not a straight line, or beams stressed beyond the 

® Maurer and Withy, Strength of Materials, John Wiley & Sons. 
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proportional limit do not conform to the common theory of flexure, 
and the stresses are not correctly given by the common flexure formula. 

The assumption that transverse sections which were planes before 
bending remain planes after bending is made for beams of such ma¬ 
terials and is closely true. It follows from this assumption that def- 


Fio. 405. 



Stress distribution in beam of ductile steel, stressed above the yield 
point. 


ormations of fibers vary directly as their distances from the neutral 
axis. However, since in the cases under consideration the stresses are 
not proportional to the deformations, the variation of the tensile and 
compressive stresses is not the straight-line variation that follows 
from the same assumption in the common beam theory. 

In Fig. 405 is shown a stress-variation diagram for a steel beam 
stressed beyond the yield point. For ductile steel with a pronounced 



(a) 



StresS'Strain curve 

(b) 


Fig. 406. Shift of neutral axis in beam of material with different moduli of 
elasticity in tension and compression. 


yield point the unit stress remains constant for a considerable increase 
in unit deformation after the yield point has been reached. After the 
stress in the extreme fibers in a beam of this steel reaches the yield 
point, considerable further bending does not increase the stress, but 
more and more of the cross-section is stressed to the yield point as the 
bending moment increases. It is evident that the resisting moment 
increases only slightly as this change takes place. This results in a 
large increase in deflection with small increase in load; or, in other 
words, there is a yielding in bending analogous to that in tension. 
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The tensile and compressive stress-strain curves for cast iron are 
shown in Fig. 406, together with diagrams showing deformation and 
bending stresses in a cast-iron beam. Since for cast iron the modulus 
of elasticity is greater in compression than in tension, it follows that, 
for the same unit deformation, the compressive stress is greater than 
the tensile stress. The sum of the tensile forces, however, equals the 
sum of the compressive forces, and consequently the neutral axis shifts 
so as to decrease the area in compression and increase the area in ten¬ 
sion as shown in Fig. 406. 

BUCKLING OF BEAM FLANGES AND WEBS 

230. Sidewise Buckling of Compression Flange. If a long beam with 
a compression flange which is not supported against sidewise deflec¬ 
tion is gradually loaded until it fails, it is probable that the failure will 
result from a sidewise “ buckling ” of the compressive flange. This 
can be illustrated by a simple experiment. The ends of a thin wooden 
yardstick arc rested on two tables about 30 in. apart. The stick is 
kept resting on its edge by holding the ends. A downward force is 
applied at the midpoint by pulling vertically on a string tied around 
the yardstick. (The string is used because it offers no lateral sup¬ 
port.) As the pull increases, the top surface of the stick will rather 
suddenly deflect sidewise. This sidewise buckling is greatest at the 
midpoint, decreasing toward the ends. 

An unsupported compression flange of a beam is somewhat com¬ 
parable to a column, stiffened in the direction of its least r by the web 
of the beam. (The web, in addition, stiffens the flange somewhat 
against sidewise deflection, but only slightly.) The loading is not that 
of the columns considered in Chapter XII, since, instead of being ap¬ 
plied at the ends and therefore being the same at all cross-sections, 
the load is applied all along the length of the flange and the load on 
any cross-section of the flange is proportional to t'ue bending moment 
at that section. The theoretical analysis of the stress in such a flange 
is very complex, and in the design of beams with unsupported com¬ 
pression flanges, an empirical procedure analogous to that used in 
column design is ordinarily resorted to. 

Because of the great complexity of the situation presented by an 
unsupported compression flange, it is difficult to say just what reduc¬ 
tion should be made in the average stress in any flange in order to have 
some particular mazimum stress value. This is the same difficulty 
that exists in column design. More important than making just the 
proper reduction is recognition of the danger inherent in a narrow 
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(easily deflected) unsupported compression flange, the avoidance of 
such flanges where possible, and the making of an adequate allowance 
for the condition where it cannot be avoided. 

The New York City Building Code of 1945 provides that for struc¬ 
tural steel beams no reduction in compression flange stress need be 
made in beams in which the ratio L/6 (the unsupported length of the 
flange divided by the flange width) is less than 15. It is also specified 
that no beam with L/6 greater than 40 shall be used. In designing 
or investigating beams with value of L/6 between 15 and 40, the al¬ 
lowable compressive bending stress is given by the formula 


S = 


20,000 


1 + 


2,000 


LV 

bj 


In this equation S is the stress to be used in the formula I/c = M/S. 
For L/6 = 15, this formula gives S = 18,000 lb. per sq. in., which is 
the allowable bending stress for beams with the compression flange 
adequately supported. This equation is similar in form to the Ran- 
kine column formula. It is somewhat less conservative than the 
A.I.S.C. Rankine formula for columns, in making a reduction in the 
average stress. The less conservatism is based on the fact that the 
compression flange does not carry the maximum load throughout its 
length and on the additional fact that the web of the beam offers some 
support against sidewise buckling of the compression flange. 


Example. An 18-in. WF 50-lb. beam is simply supported and has a span of 
22 ft. If the top flange is not braced laterally, find the greatest bending mo¬ 
ment to which the beam may be subjected, using the formula given in Art. 230. 

1 L 22 X 12 

SolvJbion: For this beam 6 = in., and therefore 7 = ——— = 35.2. 

0 7.5 

Therefore the allowable compressive bending stress is to be limited to 

20,000 


S - 


1 + 


1 


== 12,350 lb. per sq. in. 


2,000 


(35.2)2 


For this beam I/c - 89.0 in.^ Hence the allowable bending moment is 
M - SI/c = 12,350 X 89.0 = 1,100,000 lb-in. = 91,700 Ib-ft. 

Because of lack of support of the compression flange, the capacity of the beam is 


reduced in the ratio 


18,000 - 12,350 
18,000 


31 per cent. 


As in the case of a column, the design of a beam with an unsup¬ 
ported compression flange is usually best carried out by a process of 
trial and error. 
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Fortunately in most structures the beams are well supported lat¬ 
erally. In buildings, the floor or roof generally rests on and supports 
the compression flange. Where this is not the situation, it is often 
possible to provide bracing between two beams so that the two beams, 
together with the system of bracing, form a sufficiently rigid hori¬ 
zontal truss, which furnishes the lateral support. Where there is a 
single beam or where bracing or other supports are not feasible, it is 
necessary to reduce the bending stress. 

PROBLEMS 

806. If a 9-in.-by-J-in. plate is riveted to the compression flange of the beam in 
the Example of Art. 230, what does the allowable moment become? (Hint: In 
this case it is possible that the allowable moment will be limited by tension in the 
bottom flange or by compression in the top flange. Investigate both possibilities.) 

807. A 12-in., 40.8-lb. American Standard beam rests on supports 14 ft. 0 in. 
center to center. Calculate the allowable uniform load (o) if the top flange is 
not laterally supported; (6) if the top flange is supported at the midpoint; (c) if 
the top flange is supported at the third-points.” 

Am, (a) w - 2,020 lb. per ft. 



Fig. 407. Measured principal stresses near load and reaction. 

231. Buckling of Beam Webs. If the web of a beam is thin in rela¬ 
tion to the depth of the beam, there is a tendency for the web to 
buckle. This tendency may be serious in some beams. 

To illustrate the tendency of a thin web to buckle. Fig. 407 shows 
the loading and some of the principal stresses in the web of a beam 
under concentrated load.® These stresses were determined by actual 

® See discussions by R. L. Moore and E. C. Hartman, Transactions, American 
Society of Civil Engineers, Vol. 100, 1935, page 696. 
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strain gage measurements. Now suppose that a narrow strip of the 
web having the line AB as its longitudinal axis is considered (Fig. 
4076). It may be seen that compressive stresses of considerable mag¬ 
nitude exist on successive cross-sections of the strip. This small part 
of the beam web is therefore somewhat similar to a column completely 
braced in one direction by the adjacent web material, but only slightly 
restrained in a direction perpendicular to the plane of the web. If the 
web is sufficiently thin in relation to its length, the strip is likely to 
deflect laterally. If this lateral deflection becomes sufficiently great, 
the web may fail through elastic instability somewhat as a slender 
column fails. 

An empirical procedure which is widely used to guard against such 
failure is to limit the allowable shear F on a thin-webbed beam in 
accordance with an equation similar to a Rankine column formula. 
The 1934 specifications of the American Institute of Steel Construc¬ 
tion, for example, require that the average shear V/A on the web of a 

18 000 

beam shall not exceed 12,000 lb. per sq. in., nor -j— ~ /h\^ * 

^ 7,200 \ 7 / 

whichever is smaller. The 12,000 lb. per sq. in. governs if li/f is 60 
or less. 

The dimensions of the standard rolled steel beams are such that h/t 
is always less than 60. Therefore use of the above formula is limited 
to “ built-up ” girders.^ 

232. Web Crippling ” under a Concentrated Load. Reference to 
Fig. 407a shows that in the web directly under the concentrated load 
there are compressive stresses which become increasingly large as the 
flange is approached. Very close to the junption of flange and web the 
compression in the web on planes parallel to the axis of the beam may 
become so great as to lead to a horizontal wrinkling or “ crippling ” of 
the web. The shorter the length of the beam along which a concen¬ 
trated load is applied to the web, the higher is the compressive stress 
in the web and the greater is the danger of this crippling. There¬ 
fore it is necessary that the load be applied along a sufficiently great 
length of the beam. The same condition exists with respect to a 
reaction. 

In determining the minimum allowable length of end bearing for a 
reaction or the minimum length of bearing plate through which a load 

An alternative procedure to this stress reduction is the “ stiffening ” of the 
web by means of pairs of “ stiffening angles " placed vertically, one on either side 
of the web at a distance not over 60< apart. 
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is transmitted to a beam, it has been found experimentally® that the 
load may be assumed to “ spread ” through the thickness of the flange 
on a 45° plane (Fig. 408). Therefore the necessary length of a bearing 
plate under a concentrated load is given by 
P 

L = — — 2N, where L is the required 

length of bearing plate, N is the flange 
thickness (to the toe of the fillet), P is the 
load, t is the web thickness, and Se is the 
allowable compressive stress in resisting 
this type of failure. An end reaction 
should be distributed over a length 
P 

L = — — N. The Specifications of the American Institute of Steel 
bet 

Construction permit Se to have a value of 24,000 lb. per sq. in. 

CURVED BEAMS 

233. Curved Beams. The term “ curved beam ” is applied to a 
beam in which the neutral surface of the urdoaded beam is not a plane 
surface. The slight deflection of ordinary beams under load is not suf¬ 
ficient to make them “ curved beams.” 

The common flexure formula is not theoretically correct when applied 
to curved beams. Nevertheless, it may be applied to some of them 
without causing prohibitive errors. For instance, if the inner radius 
is four times the depth of the beam, the maximum stresses as calcu¬ 
lated from the common flexure formula will be too small by about 10 
per cent. If the ratio of radius of curvature to depth is greater, the 
error is less. On the other hand, as the ratio of iimer radius to depth 
decreases, the error resulting from use of the common flexure formula 
increases rapidly. 

The reason for the failure of the common flexure formula to apply 
to curved beams is evident from consideration of the dii^am in Kg. 
409. This shows part of a curved beam subject to a bending moment 
of value M. The assumption is made (and has been experimentally 
verified) that every plane radial surface remains a plane after bending. 
This is the same assumption that is the basis of the common flexure 
formula. It follows that in a curved beam subjected to. bending mo¬ 
ment the total deformations of the various fibers are proportional to 
the distances of these fibers from the neutral axis or surface. Since, 

* I. Lyse and H. J. Godfrey, “ Web Buckling in Steel Beams ” (discussion), 
TraruacHom, American Soddy of CM Engineers, Vol. 100 (1936), page 706. 
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however, the lengths of the fibers between two radial planes such as 
AB and DC are not all the same, it follows that in a curved beam the 
unit deformations and consequently the unit stresses do not vary as 
the total deformations. In a curved beam the fibers at the concave 
surface are shorter than those fibers which are the same distance from 
the neutral axis on the convex side. Consequently, at a given dis¬ 
tance from the neutral axis toward the center of cmvature, the unit def¬ 
ormations and consequently the unit stresses are greater than they 
are at the same distance from the neutral axis away from the center of 
curvature. The manner of stress variation is indicated in Fig. 4096. 



stress in a curved beam. 


The laws of equilibrium require the total tensile force on one face 
of a radial segment to equal the total compressive force. Since the 
unit stresses increase more rapidly from the neutral surface toward the 
center of curvature than they do from the neutral surface away from 
the center of curvature, it follows that the neutral axis for a curved 
beam is shifted from the centroid of the cross-section toward the cen¬ 
ter of curvature. 

234. The Flexure Formula for Curved Beams. Figure 410 repre¬ 
sents part of a curved beam subjected to bending moment M, repre¬ 
sented by couples. Consider a segment between two radial planes 
(AB and FG), the distance between the planes at the neutral surface 
teing L. The total change in length of the fiber AF at the convex sur¬ 
face is A (shown as-elongation in the diagram). The change in curva- 
tiire of the beam due to bending is not shown. The length AF equals 
LRo/r, in which r is the radius to the neutral surface. (An expression 
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for the value of r will be found later.) The stress at the outer fibers, 
AE 

Sq, equals BE = , . The elongation of a fiber at a distance z 


LRo/r 


z — r 


from 0 is- A, and the unit stress St at any distance z is 


Co 


St = 


Co 


AE 


Lz/r 


Therefore 


St Ro (z -r) „ SoRo (« - r) 

_ --or St =- 

/So Co 2 Co 2 


The force on an area dA of the cross-section at distance z from 0 equals 
SoRo (z — r) 


Co 2 
moment, 

M = 


dA. Taking moments with respect to 0, the resisting 


SqRq 

Co 


(2 - r)dA = — r /**“ zdA - T*® rdA\ 
jRi Co \jJRi JRi J 


J nRQ 

] zdA is the statical moment of the cross-section with respect 
Ri 

to 0. If R is the distance to the centroid, 

zdA = RAj also / rdA = vA 
Ri JRx 


Hence 

M = (ka - rA) = — (ft - r)A 

Co Co 

But (ft - r) is the shift or displacement of the neutral axis due to cur¬ 
vature. Let R — r = j. Then 

SoRojA 
M =- 

Co 


which is the flexure formula for curved beams, giving M in terms of the 
stress in the extreme (convex) fibers. In the same way, or by sub¬ 
stituting for So its value in terms of Si, there results 

ilf = ^ 
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Note that these formulas are analogous to M - SI/c = SAU‘/c, but 
with fZoj and taking the place of A:* {k = radius of gyration). 

Before stresses or resisting moments can be calculated by the fore¬ 
going formulas, it is necessary to determine j for the beam in question. 
As in straight beams the neutral axis is so placed that the tensile force 
on one side equals the compressive force on the other side, or the total 


force on one end of any segment is zero. Since St = 
the total force on the cross-section equals 


<Sogo (z — r) 
Co z 


Therefore 


whence 



which, evaluated for a particular cross-section, gives the distance 
from the center of curvature to the neutral axis. 


b 



Example. Figure 411 shows a beam of rectangular cross-section the depth of 
which is twice the inner radius. The beam is bent by couples of M lb-in. applied 
to its ends. Calculate the unit stresses at the concave and convex surfaces, and 
compare them with the maximum bending stress in a straight beam of the same 
cross-section and subject to the same moment. 

Soludon: The distance to the neutral axis is 


A bh h h 
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For the beam in this example Ro/R» = 3* Therefore r = h/loge 3 = ^/1.09862 = 
0.9103 h] whencei = R — r ^ h ^ 0.9103^ = 0.0897A. 

The unit stress at the concave inner surface is 

S. - i££i - ^(0-5 - 0.0897)fe ^ 9.14ilf 
‘ RijA 0.5h X 0.0897/1 Xbh'^ bh^ 

The unit stress at the convex surface is 

S ^(0.5-h0.0897)/i ^ 4.38M 

® RojA IM X 0.0897/1 X bh bh^ 

In a straight beam the unit stress in the extreme fibers is 

^ Me m 

Because of the curvature, the stress at the inner (concave fibers) is about 52 per 
cent greater than the stress in a straight beam, and the stress at the outer fibers is 
only 73 per cent of the stress in a straight beam. 



Ratio of Depth to Inner Radius 

Fig. 412. Ratios of stresses in curved beams to stresses in straight beams. Upper 
curves are stresses on concave surface. 

For beams of rectangular and circular cross-sections, Fig. 412 gives, 
for different ratios of depth to inner radius, the ratios of the stress in 
a curved beam to that in a straight beam. 

Values for the distance r from the axis of curvature to the neutral 
axis are given below for several types of cross-sections. 
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Triangular section: Put 62 equal to zero in trapezoid. 

PROBLEM 

308 . A beam of circular cross-section is curved so that the inner radius equals 
the radius of the cross-section. Calculate the stress on the inner and on the outer 
fibers caused by a bending moment of M lb-in. Compare these stresses with the 
maximum bending stresses in a straight beam of the same cross-section with the 
same bending moment. 

236. Curved Beams Subject to Bendm|( Combined with Direct 
Stress. Curved beams subject to bending moment alone are of rare 
occurrence, but examples of curbed beams subject to bending and di- 
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rect stress are numerous. Hooks, rings or other links, frames of 
machines, C ” clamps, and tools of various sorts afford common 
examples. 

The stress at any point on a cross-section of such a member is the 
algebraic sum of the direct stress and the stress due to the bending 
moment, as in straight beams or prisms with eccentric loads. For 
curved beams this resultant stress is given by these formulas: 


At the inner surface, Si = 



At the outer surface. So 



Mcq 

BojA 


These formulas are analogous to S 



In the solution of prob¬ 
lems involving curved 
beams, a question, arises as 
to the correct moment arm 
to use in calculating M. 
In straight beams this mo¬ 
ment arm is the distance 
from the line of action of 
the load to the centroid of 
the cross-section and also to 
the neutral axis, which 
passes through the centroid. 
In curved beams the mo¬ 
ment arm is the distance 



Fig. 413 



Section A-A' 
Fig. 414 


from the line of action of the load to the centroid of the cross-section 
and not to the neutral axis. The actual load P is regarded as equiv¬ 
alent to an imaginary load P at some point on the cross-section and 
a couple or bending moment Pe (Fig. 413). If this imaginary load is 
to produce uniformly distributed stress on the cross-seotion, it must act 
through the centroid, and consequently e must be measured from the 
centroid. 
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Example. A small hand press for performing odd jobs in a machine shop 
(Greenerd Arbor press) has a cast-iron frame with the dimensions shown in Fig. 
414. (a) Calculate the stresses which a load P of 1,000 lb. causes to act on a ra¬ 

dial section A-A\ making a small angle with A-A^ the end of the straight part of 
the frame. (6) Compare these stresses with those in the straight part of the 
frame. 

SduHon: (o) The distance r from the center of curvature to the neutral axis of 


the section A-A' is given by r = ■ 


bihi -|- 62^2 


!.303(bilog^i4^‘ + 62 log 


Ro 


Ri 


Ri + 3.5 -h 1 


Ri 


3.5 


= 1.285, 


Ro 


15 


Ri "H 3.5 + 1 


Ri + ^ 1 . 
= 3.333 


) 


Therefore 


8 X 1 4- 10.5 X 1 
2.303(8 X 0.1089 + 1 X 0.5224) 


18.5 

2.30 X 1.392 


5.74 in. 


The distance from the center of curvature to the centroid of the cross-section is 


« 8X4 + 10.5 X 9.75 ^ ^ . 

*-SJ- 

Therefore i = 7.26 — 5.74 == 1.52 in. Also 

a = 3.76 - 1.52 = 2.24 in. 

CO * 11.5 - 2.24 = 9.26 in. 




Fig. 416 


Moment arm of load P with respect to centroid of cross-section = 17.0 + 3.76 = 
20.76 in. Therefore the bending moment of the load P = 1,000 X 20.76 = 
20,760 Ib-in. Whence 


Si 


80 


20,760 X 2.24 1,000 

Rif A ^ A 3.5 X 1.52 X 18.5 18.5 “ 

526 lb. per sq. in. (tension) 

_ + f _ _ 20,760 X 9.28 1^ 

“ BojA “ 16.0 X 1.62 X If 6 18.6 

—456 + 54 « —402 lb. per sq. in. (compression) 
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(fe) The moment of inertia of the cross-section with respect to the c^troidal 
axis, which is also the neutral axis of the straight part of the frame, = 243 in.^ 
Therefore 


20,760 X 3.76 1,000 

243 18.5 


+321 + 64 = 375 lb. per sq. in. (tension) 


So 


-20,760 X 7.74 1,000 

243 ‘ ^ 18.5 


—660 + 54 = —606 lb. per sq. in. (compression) 


The maximum tensile streas in the curved part of the frame is 40 per cent greater 
than in the straight part; the maximum compressive stress is 34 per cent less. 


PROBLEMS 

809. Figure 415 shows one of a pair of hooks used for lifting the 125-ton ladles in 

a steel works. The width w of the hook is 16^ in., and the thickness of the metal 
is 5j in. The inner radius r is 6^ in. Calculate the maximum stress in the hook 
if the load on the hook is 135,000 lb. Ana, Si = 14,850 lb. per sq. in. 

810. A typical 20-ton crane hook is shown in Fig. 416a. The cross-section at 
AB and an approximately equivalent trapezoidal cross-section are shown in Fig. 
4166. Calculate the stress caused by a load of 20 tons. Use the simplified cross- 
section, and assume the resultant of the load to act 3.3 in. from the 4.0-in. edge of 
the cross-section. 


BEAMS HAVING LOADS NOT IN THE PLANE OF A 
PRINCIPAL AXIS OF INERTIA 

236. Maximum Stresses Resulting from Inclined Moment. One of 

the limitations stated when considering the common flexure formula 
was that the loads must be in the plane of a principal axis of inertia of 
the beam cross-section.® The effect of loads that do not lie in the 
plane of a principal axis of inertia will now be considered. 

For simplicity consider first a beam with a rectangular cross-section 
and with loads in a plane passing through the centroid of the cross- 
section and making an angle a with the principal axis, as shown in 
Fig. 417a. The law of summation of effects shows that the stresses at 
any point can be found by adding the stresses caused by each of the two 
components of the loads (or moments) parallel, respectively, to the 
two axes shown in Fig. 4176. If this beam is a beam on two supports, 
the stress at A is found by adding two compressive stresses; the stress 
at C is the sum of two tensile stresses. The stress at £ is the algebraic 

® The principal axes of inertia at any point of any given area are the two rectan¬ 
gular axes through that point for which the values of I are a maximum and mini¬ 
mum, respectively. If the point is the centroid of the area, the axes are called, the 
principal ceatroidal axes. In this discussion, whenever “ principal axes ” are re¬ 
ferred to, it will be understood that the centroidal axes are meant. If an area has 
an axis of symmetry, that axis is one of the principal axes. See Appendix B. 
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sum of compressive stress due to M cos a and tensile stress due to M 
sin a, and the stress at D is the algebraic sum of compression due to 
M sin a and tension due to M cos a. 

A convenient expression for the maximum stress at a cross-section 
of this beam is derived as follows: Let M be the bending moment at 
the cross-section, and let the moment act in a plane making an angle a 
with the Y axis. Let the section modulus with respect to the X axis 
be Zxy and the section modulus with respect to the Y axis be Zy. Let n 
be the ratio of Zx to Zy, or Zx = nZy. The maximum bending stress 
(at C) due to the given bending moment M is 


S = 


M cos a 
Zx 


M sin a 
Zy 


— (cos a + n sin a) 
Zx 


( 1 ) 


But MIZx is the maximum bending stress that would result from a 
bending moment M in the plane of the Y axis. Hence the maximum 




stress due to an inclined bending moment is (cos a + a sin a) times 
the maximum bending stress caused by the'same bending moment if 
applied in the plane of the Y axis. For small angles cos a is very 
nearly unity (cos 8° = 0.99), and coasequently for small angles of in¬ 
clination of load the percentage increase in stress due to the inclination 
of the bending moment is very closely lOOn sin a. 

Equation (1) applies to solid and hollow rectangular sections, to I 
and H sections. It also applies to all sections that contain two axes 
of S3nnmetry and have such a shape that the point where the stress is 
maximum under the oblique moment is a point that is as remote as 
any other point on the cross-section from both the X axis and the Y 
^ds. 

It should also be noted that, for equation (1) (which is derived from 
the ordinary flexure formula) to apply, the, plane of loading must be 
such that no torsional forces act on the beam. This condition is met. 
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for all beams that have two axes of symmetry, if the plane of innAinj ; 
passes through the centroid of the cross-section. 

Example. A bending moment M acts at an inclination of 5° with the Y axis of 
the cross-section of a 24-in., 100-lb. American Standard I-beam (Fig. 418). Com¬ 
pare the resulting maximum stress with that which would be produced by the same 
moment acting in the plane of the Y axis. 

Solution: For this beam, Zx = 197.6 and Zy = 13.4, whence n = 14.75, cos 
5” = 0.996, and sin 6° = 0.0872, whence n sin a = 14.75 X 0.0872 = 1.29. In¬ 
clination of the plane of loading therefore increasef. the maximv.m stress by 129 
per cent, or the maximum stress under the inclined moment is 2.29 times what it 
would be if the moment were in the plane of the Y axis. 

For most I-beams, the ratio n of the section moduli is very large, 
and this makes any .slight obliquity of loading very severe in its effects. 
The value of n is smaller for the wide-flange beams, so that obliquity 
of loading is less important, but even in them it has serious effects, as 
the following table shows. 


Beam 


n 

. Maximum stress for inclined moment 
Ratio of . 

Maximum stress when a = 0 


Zy 


for the following values of a 





r 

2^ 

5° 

24 in., 100-lb. I 

197.6 

13.4 

14.75 

1.26 

1.51 

2.29 

24-in. WF 100- 
lb. 

248.9 

33.9 

7.35 

1.13 

1.26 

1.64 

12-in., 31.8-lb. I 

36.0 

3.8 

9.48 

1.16 

1.33 

1.82 

12.in.WF 32- 
lb. 

40.7 

6.3 

6.46 

1.11 

1.23 

1.56 


287. Position of Neutral Axis. When a beam is stressed by a bend¬ 
ing moment which is in one of the principal planes of the beam, the 
neutral axis of the cross-section is perpendicular to the plane of the 
bending moment. When the moment acts in a plane inclined to the 
principal axes of the beam, however, the neutral axis is not perpendicu¬ 
lar to the plane of bending. 

Considering the beam of rectangular cross-section pictured in Fig. 
419, and using the procedure discussed in Art. 236, we find that the 
stresses at the four comers of the cross-section have the values shown. 
But if all stresses are within the proportional limit, the stress at any 
point of the cross-section is proportional to the distance of the point 
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from the neutral axis. By proportion, therefore, the point of zero 
stress along the line BC is located at 4.43 in. from B, and the corre¬ 
sponding point along AD at the same distance from D. The neutral 
axis therefore has the position shown. Let |3 be the angle which it 
makes with the X axis. Then tan jS = 1.57/2 = 0.785, and jS = 
38® 08^. A shift of 5® in the plane of loading has produced a shift of 
38® in the direction of the neutral axis. 




A general expression for the value of the angle /3 in terms of the 
moments of inertia /» and and the angle a will now be derived. The 
area shown in Fig. 420 represents the cross-section of a beam the prin¬ 
cipal axes of which are X-X and F-y. The vector marked M repre¬ 
sents the resultant bending moment and lies in the plane of the loads. 
Let N be any point on the neutral axis. Since the bending stress at N 
is zero, the tensile stress at N due to the horizontal component of M 
equals the compressive stress at N due to the vertical component of 
M, or ' 

M sin a X OD M cos a X ND 

Ty " Z 

ND Ix sin a 7* 

= ■=-= — tan a 

OD ly cos a ly 

ND Ix 

But = tan p. Therefore tanjS = — tan «. 

kJJJ Jiy 

If this expression is applied to the first of the beams included in the 
table of Art. 236, and a is taken as 1®, 7*/7„ = 2,372/48.4 = 49.0, 
and tan 1® = 0.0176. Whence tan 0 = 49.0 X 0.0175 = 0.868, and 
P = 40® 38'. An almost imperceptible change in the plane of loading 
has caused a large shift in the direction of the neutral axis. 
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The bending stress at any given point on the cross-section of a beam 
can be determined by the principles of Art. 236, without locating the 
position of the neutral axis. But if the cross-section of the beam has 
a shape such that, under an oblique loading, it is not obvious what 
point of the cross-section will be most distant from the neutral axis 
(Fig. 420), the neutral axis can be located by means of the equation 
just given, and then the point of maximum stress can be determined 
by inspection or measurement, after which the stress at that point 
can be found. % 

The following example applies the principles developed in this and 
the previous articles to a beam which possesses the additional compli¬ 
cation that the directions of the principal axes are not initially known, 
but have to be determined. 


0.75 rn. 




Fig. 422 


Example. Calculate the allowable bending moment for a 5-in.-by-3-in.-by-^- 
in. L (Fig. 421) if the allowable bending stress is 16,000 lb. per sq. In. The bend¬ 
ing moment is due to vertical loads, and the angle is placed with the 5-in. leg verti¬ 
cal and above the 3-in. leg. Assume that the plane of bendiiig moments is properly 
placed so as to avoid twisting (see shear center, Art. 240). Compare the allowable 
bending moment thus found with one-half of the allowable bending moment for 
two similar angles with the 5-in. legs fastened back to back to form a symmetrical 
section. 

Solution: For an angle such as this, the moments of inertia given in structural 
handbooks are not the principal moments of inertia. The first step in determin¬ 
ing the principal moments is to find the angle 0 at which the principal axes 
and are inclined to the axes X^X and F-F. (Since the bending moment 

acts in a plane parallel to the F-F axis, the angle 0 will evidently equal the angle a 
which measures the obliquity of the loading.) After B has been found, the values 
of the principal moments of inertia, Ix* and fy'? can be determined. 

Appendix B derives the equations from which B, /x', and Iy» can be found, and 




364 


BEAMS (ADDITIONAL TOPICS) 


Chap. XIX 


an example in that Appendix shows that for a 5-in.-by-3-in.-by-^-in. angle, e = 
19® 40', Ix' = 10.45 in.^ and ly» = 1.583 in.-* 

Figure 422 shows the cross-section of the beam with the principal axes. The 
neutral axis will evidently lie in the second and fourth quadrants, making an angle 
with X'-X' given by the equation 

I » 10.45 

tan iS = tan a - - tan 19° 40' = 2.36, whence 0 = 67° 02' 


It can now be determined that D is the point most distant from the neutral axis, 
and it is at this point that the maximum stress will occur. The relation between 
stress at D and bending moment M is given by 


Whence 


^ _ Mx'Cx' My»Cy» _ M cos 19° 40' Cx* ^ M sin 19° 40' Cy» 

Ix* ^y' ^ x' ^y* 

0.942ilf X 3.07 . 0.336M X 0.74 

16,000 --- 

* 10.45 1.583 

= 0.277Af + 0.157M = 0.434M 


Therefore 


M = = 36,900 Ib-in. 

0.434 

For two 6-in.-by-3-m.-by-^-in. angles fastened back to back forming a symmetri¬ 
cal section, 


S - 


Mcx 

17 


or 


16,000 


M X 3.25 
2 X 9.45 


whence M = 93,000 lb-in. for the two angles, or 46,500 lb-in. allowable for each of 
the angles. 


PROBLEMS 

811. The purlins of a rpof consist of 8-in., 11.5-lb. channels resting on roof 
trusses 16 ft. center to center. The inclination of the roof is 1 to 3, as shown in 
Fig. 424. Each purlin supports 48 sq. ft. of roof, which weighs 25 lb. per sq. ft. 
Calculate the maximum stress in the channels, assuming that torsional stresses do 
not occur. Ans. S = 14,900 lb. per sq. in. 

The physical necessity for this large inclination of the neutral axis may be 
understood by considering the 5-in.-by-3-in.-by-^-in. angle of this example. The 
bending moment here is in a vertical plane. The resisting moment must therefore 
be a couple in the same vertical plane. That is, the resultant of the compressive 
forces acting on the shaded part of the cross-section must lie in the same vertical 
line as the resultant of the tensile forces acting on the unshaded part of the cross- 
section (Fig. 423). It should be kept in mind that the resultants of the forces do 
not act through the centroids of the areas, since the forces vary in intensity from 
the neutral axis outward. 
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812. A 4 X 4 X ^-in. angle is used as a cantilever beam. Calculate the maxi¬ 
mum stress resulting from a given bending moment M in a vertical plane (o) if 
the angle is turned as shown in Fig. 425(Z| (6) if the angle is turned as shown in 
Fig. 4266. 



Fig. 423 Fig. 424 Fig. 426 


238. Deflection of Beams Due to Loads Not in Plane of Principal 
Axis. If a load is applied to a beam not in the plane of the principal 
axis of inertia but with its line of action passing through the centroid 
of the cross-section as shown in Fig. 426, the deflection at any point 
may be regarded as the vector sum of two displacements. The beam 
will be deflected horizontally by the horizontal component of the 



Fig. 426 Fig. 427 

load and vertically by the vertical component of the load. It is ob¬ 
vious that the horizontal deflection is a function of the horizontal 
component of the load and ly, whereas the vertical deflection is a 
function of the vertical component of the load and /*. 

In the angle discussed in the foregoing example, the component of 
the bending moment in the direction of the Y'-Y' axis causes a de¬ 
flection in that direction, and the component of the moment in the 
direction of the X'-X' axis causes a deflection in that direction. An 
angle loaded in this manner therefore does not deflect straight down¬ 
ward, but deflects sidewise as well (Fig. 427). 
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PROBLEMS 

813. If the angle in the example of Art. 237 is a simply supported beam, 100 in. 
between supports, what are the vertical and horizontal displacements of the mid¬ 
section of the beam when it is loaded with a concentrated vertical load at the mid¬ 
section which is sufficient to produce the allowable bending moment of 36,900 
lb-in.? 

814. A beam of rectangular cross-section h in. deep and b in. wide has a load 
inclined a® to the horizontal. Calculate a in order that N and V components of 
the deflection shall be equal. 

816. A 12-in., 31.8-lb. American Standard beam rests on two supports 20 ft. 
center to center and carries a vertical uniform load of 6,000 lb. The web of the 
beam is tilted 4.0° from the vertical. Calculate the horizontal and vertical com¬ 
ponents of the deflection of the midpoint of the beam. 

816. A 4 X 4 X ^*in. angle is us^ as a cantilever beam 10 ft. long. It carries 
a vertical concentrated load at the end of 230 lb. The legs of the angle are verti¬ 
cal and horizontal, respectively. Calculate the horizontal and vertical compo¬ 
nents of the deflection at the end caused by the concentrated load. 



239. Stresses Caused by Loads Not in a Single Plane. The beam 
AB shown in Fig. 428 carries loads the lines of action of which do not 
lie in a single plane but all of which are perpendicular to the longitu¬ 
dinal axis of the beam. If the deflections are small, the stresses and 
deflections may be found as follows: Resolve each load mto its two 
components parallel, respectively, to the two planes contalmng the 
principal axes of inertia. 

Draw a bending-moment diagram for the components in the X 
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plane and a separate bending-moment diagram for the components in 
the Y plane. Then for any point of any cross-section the bending 
stress may be calculated from 


S = 




If deflections in either the H ovV direction are large, twisting of the 
beam results from the fact that the loads in the other direction no 
longer lie in a plane. 


PROBLEMS 

817. A 4-in.-by-6-in. wood beam 12 ft. long, with the 6-in. face vertical, is sup¬ 
ported at the end and carries a vertical load of 600 lb. at the midpoint and two 
horizontal loads of 100 lb., each 32 in. from the midpoint. Calculate the maxi¬ 
mum bending stress. 

818. Solve Problem 817 if one of the horizontal loads is omitted. 

819. In Fig. 428 the beam is a wooden beam 4 in. by 10 in. (actual size) and 
10 ft. long. Pi = 100 lb., P 2 = 100 lb., Pa = 150 lb., Vz = 120 lb., Hz = 160 lb. 
Distances froto the left reaction to the respective loads are 1.8 ft., 3.6 ft., 5.3 ft., 
and 7.7 ft. Calculate the maximum bending stress. 

BEAMS WHOSE CROSS-SECTION HAS NO VERTICAL AXIS OF 
SYMMETRY; SHEAR CENTER 

240. Shear Center. The common theory of flexure assumes that the 
bent beam is not subjected to any resultant torque which would tend 
to cause the successive cross-sections of the beam to rotate with re¬ 
spect to one another. This condition is ordinarily met by using beams 
that have a vertical plane of symmetry, so that each cross-section of the 
beam intersects this plane in an axis of symmetry. If the resultant of 
the loads applied at any cross-section coincides with this axis, no tor¬ 
sion is produced. 

Beams having cross-sections without a vertical axis of symmetry, 
however, are not infrequently used. The ordinary channel section 
(Fig. 429 a and h) is an illustration. It might'be supposed that such 
a section would not be twisted about its longitudinal axis if loads were 
applied to it in the vertical plane containing the centroids of the suc¬ 
cessive cross-sections,' Experiment shows, however, that this is not 
true. Under such a load, the beam twists as shown. 

This can easily be proved by use of a small model. A strip of tin 
3 in. wide and about 20 in. long is formed into a channel by means of 
two bends parallel to the long dimensions.^^ One end is rigidly fas- 

Even a cardboard model will give fairly satisfactory results. 
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tened to a block of wood, and a small square tin plate is soldered to the 
other end (Fig. 430). The beam is supported as a cantilever by 
attaching the block of wood to a fixed support. A load is applied to 
the upper edge of the square of tin by a pencil or other object held in 
the hand. If a vertical load is first applied at the edge of the flange 
away from the web, the beam twists as would be expected. But when 
the load is moved closer to the web until it is over the centroid of the 
cross-section, the twist does not disappear. A vertical centroidal load 
causes torsion. However, if the plane of the load is shifted to the other 
side of the web, a position can be found where no twisting of the beam 




is apparent. If loads are applied vertically in this plane of bending, 
they do not cause any torsion of the beam, and the flexure formula 
may be used correctly. The intersection of the horizontal axis of 
symmetry of the cross-section with the line of action of a vertical load 
so applied as not to cause any twist of the beam is called the shear 
center of the cross-section. 

It is obvious that for any beam the plane of loading should pass 
through the shear centers of the successive cross-sections, and it is im¬ 
portant, therefore, to lae able to locate the shear center. For a beam 
with a vertical axis of symmetry, the shear center is simply the cen¬ 
troid of the cross-section. For a channel section, and for certain other 
sections that do not possess a vertical axis of symmetry, the position of 
the shear center may be found, closely enough for practical purposes, 
by the reasoning that will be pven in Art. 242. 

241. Transverse Shearing Stresses in Beams. First, however, it is 
desirable to consider thp existence of certain horizontal shearing 
stresses which may occur on transverse planes of a beam. Consider 
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as an example a beam (Fig. 431) of I cross-section used as a cantilever 
and loaded at the end with a load P (not shown) applied directly over 
the top of the web. This beam is shown in Fig. 431a. As it bends, 
the top flanges lengthen. The forces which stretch these flanges must 
be shearing forces exerted by the web, which is considered as extend¬ 
ing through the flanges, on the vertical surface of each flange where it 
joins the web. If the material is weak in shear, failure in shear along 
these surfaces may result, and the flanges may sepai ate from the web 
as shown in Fig. 4316. 




Figure 432 shows a beam of channel cross-section bent by loads (not 
shown). Consider a segment of the top flange in the form of a rec¬ 
tangular block between two transverse planes at A and B. On the 
BC face there is a resultant tensile force Tb, and on the AD face a 
force Ta. For the cantilever beam shown, Ta is greater than Tb, 
since the bending moment at A is greater than that at B. There must 
be a force equal to Ta ~ Tb acting on the DC face, as shown. This 
is the resultant Fb of the shearing stresses. 

Fl^Ta- Tb 


Then, if S, is assumed uniform over the thickness t, 


Ma’S 

S,tdx = -j^wt- 


MbV 

I 


tot 


S, 



-Mb\ 
dx ) 


I 


Vtop 

~T 


whence 
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Shearing stresses must also exist on the transverse faces AD and BC 
in the directions shown by the arrows. These stresses are variable, 
being of the same intensity as S, at the edge of the face adjoining the 
web and being zero at the outer edge of the flange. It follows from 
the above equation that for a flange of uniform thickness, as in the 
diagram, this variation in shearing stress is uniform. 

242. Location of Shear Center. The transverse force is the 
average shearing stress times the area. 


Ft 


Vwy 

'W 


wt 


Vw^yt 

21 


The effect of these transverse shearing forces which act on the 
flanges will now be considered. In Fig. 433 is shown a segment of the 
free end of the cantilever beam shown in Fig. 432, cut off by a section 




Fig. 434 


through AD. This is shown as viewed from the cut end. The re¬ 
sultant forces acting on this cut end are shown by vectors and are as 
follows: (1) the resultant tensile and compressive forces T and C con¬ 
stituting the resisting moment; (2) the resultants of the transverse 
shearing stresses on the cross-section of the flanges, designated Ft and 
acting in the directions indicated; (3) the resultant V of the vertical 
shearing stresses on the plane AD, which is, of course, upward on the 
segment shown. The actual vertical shearing unit stresses on this 
plane have been shown to vary from zero at the top and bottom to a 
maximum at the neutral axis, and consequently the vertical force on 
the flanges is a very small part of the total. The resultant on the en¬ 
tire section in any ordinary channel acts not far from the center of the 
web and in this discussion is assumed to act at the center of the web. 

It can now be seen why the force P, if it is not to twist the beam, 
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must act not through the centroid of the cross-section, but through a 
point on the opposite side of the web. The resultant of the force V 
and the couple 2yFt (Fig. 434) is a force V (which equals V) and 
which acts to the left of the line of action of F a distance e such that 
V'e = 2yFt. Therefore, unless P is applied e in. to the left of the line 
of acton of F, it will rotate the segment (clockwise as seen in Fig. 434). 
Since F' = F, 

_ 2yFt _ 2 X Vv^yt X y 

®“F~ 2/XF “ ~I~ 

Area of flange X 
_ _ 

Since wty^ is approximately the I of one flange, a close approximation 

. , , , . / of flange X w 

to the above value for e is- j -. 

But the I of one flange is approximately y^ X area of one flange, and 
the I of the rectangular web equals Ak^ = area of web X h^/\2. Also 
y is generally only slightly less than h/2. If the above values are sub¬ 
stituted for the I of one flange, the I of the web and h/2 for y, there 
results the equation 



w 


2 - 1 - 


Area of web 
3 X area of one flange 


If the thickness of the web equals 
the thickness of the flange, this 
becomes 


w 


e = 


h 


ri 

-> 

j 

b -^ 

Ui 

1 

a—>1 

R 

1 

1 

(a) 

) ! 

I ' 



B - 


Fig. 435 


which shows that for this type of section e is less than but ap¬ 
proaches as the width of the flange increases relative to the depth 
of the section. If A == 3«;, e = ^w, which is a reasonable value for 
common structural channels. 

Two other types of cross-section that have no vertical axis of sym¬ 
metry and that are in common use are shown in Fig. 435. The section 
shown in Fig. 435o may be regarded as equivalent to three beams e^h 
of rectangular cross-section. In order that bending shall occur with¬ 
out twisting, each of these three beams must have the same deflec- 
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tion, which is also the deflection of the beam as a whole. For this to 
be the case 

Pi _P2_Pz P P 

II I 2 Is I /l + /2 + Is 

in which Pi, P 2 , and P 3 are components of the applied load P. Whence 


+ + + + /l + /2 + /3^‘ 


These three beams can receive the required loads only if P is applied 
where the resultant of Pi, P 2 , and P 3 falls. This is the case if 


Pc = P 2 tt 4" P 3 & 


PI 2 CI + P/ 3 & 

/l + ^2 + ^3 ^ 


or e 


al2 4 ~ bis 
I 


If I 2 is negligible in comparison with Ii and I 3 , as it often is, then 
e = bis/l and / = 6 — e = 6 / 1 //, whence e/f = h/Iv 



Fig 436 If /2 is negligible compared with Ii (as it is 

if the thickness of the horizontal web is 
small), e = 0 , which indicates that the load should be applied at the 
center of the vertical part of the cross-section. 


PROBLEMS 

820. A 10-in., 31.7-lb. ship channel has flanges which are 3f in. wide and in. 
thick (average). The web is ^ in, thick. Calculate the distance from the back of 
the channel to the plane of loads if. torsion is to be avoided. 

821. A beam has a cross-section like that shown in Fig. 435a. The metal is all 

1 in. thick. The over-all width is 10 in., and the heights of the flanges are 8 in. 
and 5 in., respectively. Calculate the position of the plane of loading if torsion is 
to be avoided. Ana, e = 1.8 in. 

822. The cross-section of a small wooden beam is shown in Fig. 436. Calculate 
the shearing stress on the planes A and B when the total shear on the cross-section 
is 80 lb. 
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THICK-WALLED CYLINDERS SUBJECT TO INTERNAL AlfD 
EXTERNAL PRESSURE 

243. Introduction. The relation between unit pressure and circum¬ 
ferential stress which was developed for “ thin-walled ” cylinders in 
Chapter IV does not hold for “ thick-walled ” cylinders. The reason¬ 
ing which was applied to the thin-walled cylinder gives a correct value 
for the average circumferential stress in the wall of any circular cylinder 
subjected to internal pressure. If the cylinder wall is thick (in com¬ 
parison with the internal radius), however, the maximum unit stress 
is higher than the average. If the wall thickness Is 2/10 of the inner 
radius, the maximum stress is 10 per cent above the average stress. 
For greater relative thicknesses, the maximum stress increases more 
rapidly than the thickness. 




244. Lame’s Formulas for Stresses in Thick-Walled Cylinders. A 
formula will now be derived for the maximum •' hoop-tension ” in a 
thick cylinder. Consider a cylinder (Fig. 437) with inside radius Ri 
and outside radius and subject to pressures (pounds per square 
inch) of Pi on the interior and P 2 on the outside.^ From this cylinder 
take a thin half-hoop the radius of which is p, the thickness dp, and the 
length (perpendicular to the plane of the paper) unity. Let the hoop 
tension or circumferential stress in this thin half-hoop be St lb. per sq. 

^ In thin-walled pressure containers subject to both internal and external pres¬ 
sures, the stresses were found by using the difference between the internal and 
external pressures. In thick-walled cylinders, such a simple procedure cannot be 
followed. 
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in. Let the radial stress normal to the inner curved surface be Sr, and 
the radial stress normal to the outer curved surface be Sr + dSr- To 
this thin half-hoop the methods used for thin cylinders may be cor¬ 
rectly applied, and, equating the sum of the vertical forces to zero, 

2SrP - 2{Sr + dSr){p + dp) ~ 2Stdp = 0 

whence 

Sfldp = — Srdp — pdSr — dpdSr 

Neglecting the term dpdSr, since it is small compared with the other 
terms, 

St=-Sr-P^^ ( 1 ) 

dp 

An additional relation between St and Sr is found from the assump¬ 
tion that plane cross-sections of the cylinder remain plane as stresses 
due to the pressures develop. (This is reasonable for sections not too 
close to the ends.) Let Sz be the longitudinal unit stress. At a dis¬ 
tance p from the axis of the cylinder the longitudinal unit deformation 
dg is 

. Sz St Sr Q /Q c \1 

where m is Poisson^s ratio. 

In this equation, hz, E, Sz, and m are all constants; hence St — Sr 
is a constant throughout the cross-section. Let St — Sr = 2a (where 
a is merely a convenient constant). Then St = Sr + 2a. This, 
substituted in ( 1 ), gives 

_ „ dSr 

jSr + 2 a = — Sr — p ■ 3 — 


or 


whence 


Sr + a = 


dSr 

‘*2dp 


2 ^ = 

p Sr + a 


Integrating both members of this equation, 

loge(Sr + a) = -2 loge p + C' = -log« + C' 
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Let C' = log. C. Then 


and 


Since 


Sr + a = -g 

p 


-Sr = - a 

P 


St — Sr = 261 
Q 

St = + a 

p^ 


To determine the values of the constants C and a, note that Sr = P\ 

(j 

when p= Rij so that Pi = 7^2 also that Sr = P 2 when p = 

Hi 


R 2 OX P 2 — — cb- These two equations, solved for a and C, give 

H 2 

_ PiBU - P 2 RI ^ (Pi - P2)ie?Pi 

® d2 > ^ Tf2 

tl2 — Xt2 — ill 

Values for these constants may be readily calculated for any given in¬ 
ternal and external pressures and for given (or assumed) values for the 
radii. 

The radial and circumferential stresses at any distance p from the 
axis are found by substituting the values for C, a, and p in the respec¬ 
tive formulas 

C C 

Sr = -5 — a, and Sj = -o + a 
P P 

The circumferential stress is obviously maximr-m when p = i?i, or 
at the inner surface, for which 

„ _ + ^ 1 ) - 

max. p2 r>2 

Jt2 — ill 

For the common case of internal pressure only, the foregoing expres¬ 
sion for the maximum tangential stress is 

Pi(i^ + ief) 

max. r>2 p2 

il2 — 

In deriving these formulas, the first expression for radial stress was 
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written as positive, and the stress resulting from the force on the free 
body as pictured is compression. Consequently a plus value obtained 
from the expression for radial stress means that the stress is compres¬ 
sion, which is always the case; The circumferential stress in the free 
body was written as plus when the forces were assumed to be such as 
to cause it to be tension. Consequently a plus value obtained from 
the expression for circumferential stress means that the stress is ten¬ 
sion. In Fig. 438 the variation of circumferential stress for a cylinder 
in which = 2J2i is shown for four cases of pressure. 




Fio. 438. Variation of circumferential stress in a thick-walled cylinder for four 

cases of pressure. 

The formulas for stresses in thick cylinders were first derived by the 
French elastician Gabriel Lam6 (1795-1870) and are known as the 
Lam4 formulas for thick cylinders. 

246. Maximum Stress in Terms of Average Stress. Because of the 
ease of finding the average circumferential stress in any cylinder sub¬ 
ject to internal pressure only, it is convenient to have an expression for 
the maximum circumferential stress in terms of the average. This 
may be done as follows: 

Let ^2 = KRi, or R 2 /R 1 = K. Then 

« -k:* + 1 

max. — * 1 ^ j 

The average hoop tension as correctly given by the method used for 
thin cylinders is 

_ PiRi Pi 
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The ratio of the maximum to average is 

Stu^ K^ + 1 

St^VK. K + 1 

The curve in Fig. 439 shows the ratio of the maximum hoop tension to 
the average for varying values of the ratio of wall thickness to inner 
radius. 



Ratio of Thickness to Inner Radius 
Cylinder subject to internal pressure only 

Fig. 439 



PROBLEMS 

831. Eight hydraulic jacks with the diameters given in Fig. 440 were used in 
raising the suspended span of the Quebec bridge. The total load on eight jacks 
was 5,640 tons. This resulted in a working pressure of about 3,640 lb. per sq. in. 
The jacks were tested by the manufacturer with an oil pressure of 6,000 lb, per sq. 
in. The ram was 22 in. in diameter and hollow, with an internal diameter of 12 
in., as shown. Calculate the maximum circumferential stress in the chamber of 
the jack due to the test pressure. Calculate the maximum circumferential stress 
in the ram due to the test pressure. 

832. It is desired to lower a piece of apparatus into tne ocean to a depth of 
10,000 ft. The apparatus can be contained in a cylinder with an internal diameter 
of 10 in. The cylinder is to be made of cast iron with ultimate strengths of 110,- 
000 lb. per sq. in. in compression, 24,000 lb. per sq. in. in tension, and 32,000 lb. 
per sq. in. in shear. A tentative thickness of 2.5 in. has been assumed. Calculate 
the factors of safety in shearing and compression. (Note : The longitudinal stress 
may be computed on the assumption that it is uniform over a transverse section.) 

Ans. Shearing factor of safety * 8.0. 

833. The chrome-vanadium steel shell of a synthesis converter used in the man¬ 
ufacture of ammonia has an inside diameter of 24 in. and an outside diameter of 32 
in. It is operated with an internal pressure of 300 atmospheres and at a tempera¬ 
ture which may be somewhat higher than that of boiling water. Calculate the 
maximum stress caused by this pressure. 
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ECCENTRICALLY LOADED CONNECTIONS 

246. Introduction. When members of a frame are joined to one 
another by rivets, the most satisfactory distribution of loads on the 
various rivets results when the line of action of the force on each of the 
members passes through the centroid of the cross-sections of the group 
of rivets which connect that member to the others as shown in Fig. 
441o. Similarly, in a welded joint the line of action of the load should 
pass through the centroid of the welds as shown in Fig. 4416. In a 
member with a cross-section having a centroid unequally distant from 
the edges of the member this leads to the use of unequal lengths of 
fillets on the two edges, as noted in Art. 41. 



When the foregoing conditions are met, it can generally be assumed 
that the same amount of load is carried by each rivet or by each inch 
of fillet. But there are situations in which it is not possible to have 
the rivets or fiUets so placed that their centroid lies on the action line 
of the load. The stresses that exist in cases of this sort will now be 
discussed. 

247. Eccentrically Loaded Riveted Connection. In Fig. 442 the 
load P is equivalent to an equal and parallel force P passing through 
the centroid of the rivet areas, and a couple Pe. The centroidal force 
P may be assumed to load each of the rivets equally, so that the force 
which each exerts on the bracket is P/n and is in a direction opposite 
to P. The couple Pe tends to rotate the bracket clockwise (and in- 
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deed does rotate it slightly, since the materials involved are not abso¬ 
lutely rigid). The point about which this rotation occurs is the cm- 
troid of the rivet areas. This will now be shown. 

In Fig. 443 let 0 be the center about which the slight rotations of a 
plate occurs in consequence of a moment M applied to the plate. It is 
here assumed that the position of 0 with respect to the centroid of the 
rivet cross-sections is unknown and is to be determined. Assume any 
pair of rectangular axes through 0 as shown. Let c be the distance 
from 0 to the most distant rivet, and r the distance from 0 to any 
other rivet. If S is the shearing unit stress in the most distant rivet, 

r 

the shearing unit stress in a rivet at a distance r is - /S, since the shearing 

c 

deformation in each rivet is proportional to the distance of that rivet 
from the center of rotation. The force exerted by a rivet at a distance 
r 

r from 0 is F = - SAy in which A is the cross-sectional area of the rivet. 
c 

Let 6 be the angle between the X axis and the radius from 0 to the 

r 

rivet. Then the component of F parallel to the X axis is ^ SA 


sin 6 . But for any rivet r sin d is t/, the 
distance from the X axis to that rivet. 

Hence F* = ~ Ay. For all the rivets 
c 

SFa; = 0, or 



—X 


- SAy = 0 

c 

Since S/c does not equal zero, SAy = 0. 

But if SAy = 0, the X axis passes through the centroid of the cross- 
sectional areas of all the rivets. 

Similar reasoning shows that the Y axis also passes through the cen¬ 
troid of the cross-sectional areas of all rivets. Consequently the 
point about which the plate rotates coincides with the centroid of the 


cross-sectional areas of all the rivets. 

It follows that the force Fr developed by each rivet in resisting the 
moment Pe is proportional to the distance of that rivet from the cen¬ 
troid of the rivet cross-sections. The sum of the moments of these 
forces must equal Pe. These facts make possible the determination of 
the force which each rivet develops in resisting the torque Pe. The 
total force on any rivet is found by adding, vectorially, the “ direct" 
shearing force P/n to the force Fr. 
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Example. Find the resultant force exerted on the bracket shown in Fig. 444a 
by each of the rivets when P = 6,000 lb. 

Sdiition: The load is equivalent to a vertical force of 6,000 lb. through the cen¬ 
troid of the group of rivets and a couple or torque of 60,000 lb-in. To resist the 
centrOidal force of 6,000 lb., each rivet exerts an upward force on the bracket of 
1,000 lb. 




444 


Let Fa be the tangential force which rivet A exerts on the bracket to resist the 
torque. Evidently Fa - Fc - Fd - Ff* It is also evident that Fb — Fb = 

Since SAf == 0, 

4(Fa X 5) 4- 2{^Fa X 3) - 60,000 = 0 

Whence 

Fa = 2,540 lb. 

Also 

Fb = IF A == 1,525 lb. 

The resultant force which each rivet exerts on the bracket is shown in Fig. 4446. 

The comer rivets on the side toward the load exert the greatest resultant forces.^ 

\ 

PROBLEMS 

841. The reaction of the beam shown in Fig. 445 is 8,350 lb. The rivets are 
I in. Calculate the maximum shearing stress. Is this stress permitted by A.I.S.C. 
specifications? Assume that bearing stress does not govern. 

Ans, Sa = 11,950 lb. per sq. in. 

842. The rivets connecting the plate shown in Fig. 446 are ^in. rivets, and the 
allowable shearing stress is 13,500 lb. per sq. in. Calculate the maximum allow¬ 
able value of d, Plate thickness is such that bearing stress does not govern. 

248. Eccentrically Loaded Welded Connections. The process of 
reasoning that has just been applied to riveted connections establishes 
the fact that the torque on an eccentrically loaded welded connection 

^ It should be noted that rivets near the centroid of the group are inefficient in 
resistance to torque. 
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tends to rotate the connection about tiie centroid of the group cf weld 
areas. The force exerted, as a result of the torque on any short length 
of fillet is therefore proportional to the distance of that short length of 
fillet from the centroid of the weld areas. Also the s unn of the mo¬ 
ments of these forces must equal the torque. These facts can be 
used to develop an expression connecting the torque Pe with the maxi¬ 
mum force (in pounds per linear inch of fillet) exerted on the weld. 



Figure 447 represents a member welded to a fixed support and 
carrying loads, the resultant of which is an eccentric load P. The 
three fillet welds shown represent any arrangement of straight fillets. 
Let 0 be the centroid of the lines of fillets, and let c be the distance 
from the centroid to the most distant point of fillet. 

Let Sp be the load per inch of fillet due to direct loading. Then 
Sp = P/L. This is vertical and, if the force which the fillet exerts 
on the member is considered, upward. 

Each elementary length of fillet is also exerting a force perpendicular 
to the radius from 0. The sum of the moments of these forces equals 
Pe. The magmtudes of these forces exerted by equal elementary 
lengths are proportional to the distances of the elementary lengths 
from 0. Consider a length dL at point A which is most remote from 
0. The vertical force exerted by this is SpdL. If S is the allowable 
load (as given in specifications) jier inch of fillet, then the total force 
which this length dL can exert, according to the specifications, is SdL. 
This force will be the resultant of the component SpdL parallel to the 
load P and the tangential component of SrdL (perpendicular to OA), 
in which St is the allowable tangential load per inch at the point most 
remote from 0. It is apparent that with 5 given and Sp calculated it 
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is possible to detennine St by a simple vector diagram in which dL 
may be taken as unity. 

It is necessary to derive a formula relating St, the available tan¬ 
gential load per inch at the most remote point, the lengths and ar¬ 
rangement of the lines of fillets, and the rotating moment of the load 
Pe. Consider an elementary length dx of the top line of fillet the dis¬ 
tance of which from 0 is p. 

The tangential force (pounds) exerted by dx and resisting rotation 
is Srpdx/c. The moment of this force is STP^dx/c. The total mo¬ 
ment exerted by this line of fillet is therefore 



c 



n+LH 

A value for / p^dx will now be derived for a straight fillet. Let d 

be the perpendicular distance from 0 to this line, let x be the distance 
from the foot of this perpendicular to the midpoint k of the line, let r 
be the distance from 0 to k, and let x be the distance from k to the 
elementary length dx. Then 

^ = dF {x + x)^ = + 2xx + 

but 

Therefore 

p^ = 22a: 

and 


X +X-/2 
X/2 


+L/2 

a:®' 

+L/2 

+L/2 


+ T 

+ XX^ 


-L/2 

3. 

-L/2 

-L/2 


.,^L + | + 0 


Hence the allowable moment for this line of fillet is 



and the total allowable moment for the joint is 


M = 



Example. A steel member to carry a vertical eccentric load of 20,000 lb. is 
welded to a column with three lines of ^ fillet welds as shown in Fig. 448. Speci- 
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fications for steel structures permit a load in any direction of 3,000 lb. per in. of 
fillet, for t^>in. fillet. Determine the maximum allowable distance a. 

Solution: The number of pounds per inch of fillet required for direct stress = 
20,000/22 = 910 lb. per in. The position of the centroid is given by 


16 X 6 -f 6 X 0 
22 


4.36 in. 


and the d istance to the most remote point is c = V5.64^ + 4^ = V31.8 + 16 
= Viri = 6.91 in. 

r? = 4* + 1.64* = 16 + 2.7 = 18.7; n - 4.33 in. 
also r 2 = 4.36 in. 



The number of pounds per inch at the most remote point of the fillet available 
for resisting the moment of the load is determined by the vector diagram shown in 
(6) and is = 2,200 lb. per in. The allowable moment is 

" - w t + S) + ‘ it)] 

= 318(384 + 132) = 164,000 lb-in. 

Hence 

^ 164,000 ^ and a = 8.20 - 5.64 = 2.56 in. 

20,000 

PROBLEMS 

843. The welded joint shown in Fig. 449 resists a load P of 24,000 lb. applied as 
shown. Is the resulting maximum load per inch of fillet within the specifications 
for ^-in. fillet? Load per inch is 2,430 lb. 



384 


ECCENTRICALLY LOADED CONNECTIONS Chap. XXI 




844. A welded connection is shown in Fig. 450. Determine the distance d for 
which the allowable value of P will be greatest. If the fillets are f in., what is the 
allowable P when d has the value found? 

846. If, in Fig. 450, d is 4 in., and the fillets are i in., what is the allowable value 
ofP? 
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COMPREHENSIVE PROBLEMS 

851. A cableway having a span of 1,200 ft. and designed to ham'le 150-ton loads 
was used for handling material and equipment during the construction of the 
Boulder dam. To adjust the six 3^-in. wire ropes to the same tension (and sag) 
there were six toggles operated by hydraulic jacks. (See Engineering Newa- 
Record^ Dec. 21, 1933, p. 760.) 



You are asked to detennine certain dimensions for a somewhat similar toggle 
shown in Fig. 451. The pull on the toggle is 175 tons. The dimension H may 
vary from 3 ft., minimum, to 4 ft., maximum. All eyebars are 5.30 ft. long, cen¬ 
ter to center of pins. The jack will be operated by oil under a pressure of 3,(XX) lb. 
per sq. in. This pressure acts on the end area of the ram. The ram and cylinder 
will be ground to a close running fit, and suitable packing to insure oil tightness is 
to be provided but is not shown. 

Determine the following: 

(o) Number of inches of motion of D, 

(6) Required diameter of ram. Make the diameter the next larger one-tenth 
inch. 

(c) The shell thickness of the cylinder. It may be necessary to consider this a 
“ thick cylinder " (see Fig. 439). 

(d) Thickness of eyebars. The width of these will be 6 in. 

(e) Diameter of pins at A and D, 

(f) Diameter of pins at B and C. 

For the cylinder use an allowable stress of 12,000 lb. per sq. in., tension; for 
other parts use 0.8 of the A.I.S.C. stresses. 

852. The jib crane shown in Fig. 452 is to be constructed to carry a load of 2j 
tons, which may be in any position on the boom not less than 18 in. from either 
end. One hundred per cent is to be added to the load for impact. The combined 
weight of trolley and hoist is to be assumed to be 500 lb. Allowable stresses are 
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those given by the New York City Building Code. In calculating any particular 
stress, the load is to be so placed as to make that stress a maximum. Calculate 
the following: 

(a) Necessary size of beam. For this determination, the load should be placed 
at the midpoint of the beam. Both bending and direct compression must be 
taken into consideration, but in figuring the maximum bending moment on the 
beam, the effect of deflection of the beam may be disregarded. The combined 
bending and direct stress in the unsupported top flange must not exceed the stress 
allowed by the specification covering such cases. 

(5) Size of rods from A to B. It may be assumed that the forged loop at B will 
be as strong as the rod, the lower end of which is threaded. 

(c) Size of bolt at B. This may be determined by shearing strength of bolt, or 
by its bearing strength against the f-in. thick angles. 



(d) Number of f-in. bolts required to connect angles to column at R. An even 
number of bolts must be used. Bolts should be investigated both for tensile and 
shearing strength. 

(e) Size of bolt at C, Size may be determined by shearing strength of bolt, or 
by bearing against web of beam. 

(/) Number of f-in. bolts required to connect the angles at C to the column. 
Use an even number not less than four. 

(g) Number of f-in. rivets required to connect the bent plates at A to the beam. 
Use an even number. 

863. In a certain plant it is desired to install a hot-water tank to hold water 
under a pressure of 50 lb. per sq, in. There is available a cylindrical steel tank 
70 in. in diameter and 15 ft. long. The tank is made of -^-in. steel plate. Cir¬ 
cumferential joints are single-riveted lap joints; diameter of rivet holes is a in.; 
rivet pitch is 2 in. Longitudinal joints are single-riveted butt joints; cover plates 
are f in. thick, diameter of rivet holes is in., rivet pitch is 2^ in. 

It is proposed to hang this tank from two steel channels by means of steel straps, 
riveted to the channels, as shown in Fig. 453. The channels are to frame between 
two I-beams 18 ft. apart. The straps are to be symmetrically located on the tank, 
10 ft. apart and 4 ft. from the ends of the channels. The channels are to be car¬ 
ried by 18-in., 70-lb. I-b'eams, 16 ft. long, the back of one channel being 12 in. 
from the end of the beams. There is adequate bracing to fix the top flanges of the 
beanils and channels against lateral deflection. Before installation of the tank each 
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I-beam is carrying a distributed load of 70,000 lb. To enable them to cany the 
additional load of the channel reactions, they are to be strengthened by welding a 
steel plate to the lower face of each beam. It is possible to unload or to support 
the I-beams so that there is no bending stress in them 
while the plates are being welded on. 

(a) Investigate the tank to see with what factor of 
safety it will carry the 50-lb-per-sq.-in. pressure. 

(6) Design the strap hangers and their connection 
to the channels, using f-in. rivets for this purpose. 

Assume the tank to be full of water, and allow 10 per 
cent of the net weight of the tank plates to cover over¬ 
lap at joints, etc. 

(c) Using a steel handbook, select suitable channels 
to carry the tank. 

(d) Determine the size of the plates that must be 
welded to the lower face of the I-beams. Make width 
of plate 8 in. 

(c) Determine the number of inches of ^-in. fillet 
required per foot of plate. 

Use 18,000 lb. per sq. in. for the allowable bending stress in steel, and shearing 
and bearing stresses consistent with this in structural members. Use A.S.M.E. 
boiler code strengths in determining the factor of safety of the tank. 

864. The diagrams of Fig. 454 show approximate dimensions of an automobile 
jack which is manufactured from steel plates and rolled rods. The threaded rod 
has a square end to which a socket bar can be fitted. The threaded rod is turned 
by this bar. At C and C' there are nuts through which the threaded bar passes. 
As the rod is turned, the nuts C and C' either are brought nearer together (raising 
the load) or are separated (lowering the load). Additional devices for increasing 
the stability are used but are not shown in the diagram. They do not affect the 
stresses. 

The low position is shown approximately by the dotted diagram of the right- 
hand members. 

When the jack is in such a position that pins B, Z), D\ and B' are all in the same 
horizontal plane, and is carrying a load .of 1,200 lb., calculate the following unit 
stresses: 

(o) Tensile stress in screw. 

(b) Shearing stress in pins of nuts at C and C', 

(c) Shearing stress in pins at A and B, 

(d) Shearing stress in pins at D and D'. 

(c) Bearing stress between pins and plates a.t A, B^ C, and D. 

if) Combined bending and direct stress in member BCD at a section 5 in. from 
D (where it begins to widen). At this section it is not “ dished.” 

(^) Average compressive stress in AB, AB is a column. The plate has been 
dished as shown to increase its radius of gyration. Compare the average com¬ 
pressive stress with the allowable P/A given by a suitable Rankine formula for a 
flat (not dished) member of this width and thickness. 

In finding the forces acting on the members, draw free-body diagrams, as shown 
in Fig. 455. Members AB and A'B' are two force members (the force exerted by 
each of them coincides in direction with the axis of the member). Member BCD 
is a ** three-force ” member acted on by the three forces shown. These meet in a 
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point. The directions of the forces at B and at C are known. A force polygon can 
be drawn for each of the free bodies. 



Fig. 454 


866. A simple hoist is to be built for temporary use. Parts are available as 
shown in Fig. 456. 

(a) What load W can two men hold if each exerts a force of 150 lb. on a crank? 
N^lect any frictional force. 



(5) Calculate the torsional stresses in the shafts A, and C when this load is 
on the hoist. 

(c) Each crank is keyed to shaft A with one key in. long, | in. square, sunk 
^ in. into shaft. Calculate the shearing and bearing stresses in the key. 

(d) Calculate maximum bending and longitudmal shearing stress in beam D 
when W has the value foimd in (a). Assume weights as follows: drum and rope. 
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700 lb.; each bearing, 20 lb.; gear wheel on shaft C, 300 lb. Note that vertical 
forces exist between the gear wheel on shaft C and the pinion on shaft B. Assume 
that the effects of these forces are equally divided between beams D and E and re¬ 
sult in a downward force at shaft C and an upward force at shaft B, The position 
of weight W along the drum should be taken as that which causes greatest load on 
beam Z>. In calculating the part of W carried by beam D, ignore the supporting 
effect of beam E on shaft C. One-inch-diameter holes are bored vertically through 
beam D for attaching bearings. To be safe, assume that such a hole may occur 
where bending moment is maximum. 



Fig. 456 

866. In a certain shop it is necessary to support loads of 3,500 and 14,000 lb., 
respectively. The arrangement shown in Fig. 457 is suggested. The beam A and 
bracket are welded together, and the beam is bolted to a column at each end. 

Is this construction satisfactory as far as stresses are concerned? The following 
stresses should be considered: 

(а) Tensile and compressive stresses in beam due to bending. (Is it necessary 
to reduce the allowable stress because of unsupported top flange of beam?) 

(б) Shearing and bearing stresses in bolts connecting beam to columns. 

(c) Stresses in vertical bracket angles. 

(d) Shear and bending stresses in bottom cross plate of bracket. (The other 
ends of the I-beams which load the bracket are rigidly fastened so that the I-beams 
cannot move longitudinally.) 

(e) Maximum load per inch in connecting the vertical angles to 

the i-in. plate of the beam A. Each angle is attached with 12.5 in. of fillet in five 
2.5-in. lengths, as showfi. 
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867. A wooden frame building is to have columns spaced 12 ft. on centers in one 
direction and 16 ft. on centers in the other, as shown in Fig. 458. The second floor is 
to be designed to carry a live load of 100 lb. per sq. ft. The flooring is to be carried 



on joists, and the joists on girders, as shown. Joists are to be of eastern hemlock, 
select grade, spaced 16 in. on centers. Girders are to be of Douglas fir, select 
structural grade. In design of the floor system, weight of joists and girders is to be 



given whatever consideration it merits. Load is to be transmitted from the girders 
to the columns through cast-iron column caps, which are to be designed for the job. 
Load transmitted from column B to column A is 90,000 lb. 
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(a) Select joists of proper size, using stresses as given in Table XI. Assume 
weight of flooring at 5 lb. per sq. ft. 

(b) Select girders of proper size to support the joists. Load on the girders may 
be treated as if uniformly distributed. 

(c) Determine the necessary length m of the brackets on the column caps so 
that side grain compression on the girders will not be excessive. 

(ri) Design column A. It is to be of square cross-section, of Douglas fir, select 
structural grade. Column A is 14 ft. long. 

(e) Calculate the change in elevation of the floor at the middle of the panel 
which occurs when the full live load is put on the floor. Assume tl'at the deflection 
of the flooring between the joists is negligible and that no change occurs in the ele¬ 
vation of the lower end of columns A. 



868. For loading materials at a factory, the arrangement illustrated in Fig. 459 
is used. A hoist, carried on the lower flange of a 24-in. WF 100-lb. beam is used to 
handle loads that come into a factory on railroad tracks beneath the hoist. Ap¬ 
propriate stops prevent the hoist load from coming within 2 ft. of either end of the 
beam, but it may have any intermediate position. The right-hand end of the 
beam is riveted to the flange of a 20-in., 65.4-lb. I-beam used as a column and 
braced at midlength in the weak direction. In addition the column carries a 
nominally axial load of 160,000 lb. 

(a) Determine the allowable hoist load P to accord with the New York City 
Building Code. 

(h) What is the least number of f-in. rivets that may be v.sed to connect the clip 
angles to the flange of the column? 

869. The beam AC shown in Fig. 460 is built into a rigid body at end A, the 
shaft ED is fixed against rotation at E, and a metal arm is shrunk on the shaft at 
D. The end of the arm and the end of the beam are both just in contact at C 
when there is no load on the beam. A load P of 100 lb. is applied to the beam 
as shown. Beam AC is of aluminum alloy, 2 in. wide and ^ in. thick (E = 10,300, 
000 lb. per sq. in.). The shaft ED is steel, ^ in. in diameter. Calculate the maxi¬ 
mum bending stress and the maximum shearing stress in the beam and the maxi¬ 
mum stress in the shaft caused by the load P . 



APPENDIX A 


CENTROIDS OF AREAS 

Locating the Centroid of an Area. The distance from a chosen axis 
to the centroid of a given area is mathematically expressed by 



Fig. 463 


these formulas is used to determine the location of the centroid of an 
area the boundary of which is a curve that can be expressed by a 
mathematical equation. The quantities occurring in this formula are 
illustrated in Fig. 461. Textbooks on mechanics should be consulted 
for examples of the use of that formula. 

The second formula is the one commonly used by engineers and 
applies to areas that can be divided into elementary shapes (rectangles, 
triangles, and semi-circles) such as the area shown in Fig. 462. 

The positions of the centroids of some common elementary areas are 
shown in Fig. 463. The lower ones are moment diagrams for beams 
with the given loadings and are used in arearmoment calculations. 
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Calculating the Distance to the Centroid of an Area. The example 
bellow illustrates the calculation of the distance from a chosen axis to 
the centroid of a composite area. 


Example. Determine the position of the centroid of the shaded area shown in 
Fig. 464. 

Solution: The centroid lies on the vertical axis of symmetry. To determine 
its position on this axis its distance from the lower boundry will be calculated. 
The area will be divided into the lower 2“in.-by-4-in. rectangle, a 2-in.-by-6-in. 
rectangle, and the triangle above. The following arrange* 
ment of calculations is convenient. 


A 

2X4= 8 

2 X 6 = 12 

3 X 3 = J) 
SA = 20 


y Ay 

2 16 

5 60 

7 J3 

= 139 


y = 


SAt/ ^ ^ 
20 


= 4.70 in. 



Centroids of Cross-Sections of Thin-Walled Members. Beams and 
columns made of sheet metal are coming into wide use. The centroid 
of the cross-section of such a member may be found with close ap¬ 
proximation by treating the cross-section as a bent line. 


The centroid of a straight line is at its midpoint. The location of the 



Fig. 465 


centroid of a semi-circular arc and 
of a 90° arc is shown in Fig. 465. 
Treated as a bent line, the cross- 
section of a thin-walled beam can 
generally be divided into straight 
lines and circular arcs. 


Example. A cros.s-section of a sheet-metal beam is sho^?''n in Fig. 466. Calcu¬ 
late the distance from the x axis to the centroid, assuming it to be the same as for 
the line. 



L 

y 

Ly 

2 X 0.6 = 1.0 

0.2 

0.2 

2 X 0.80 = 1.6 

0.8 

1.28 

w X 1 = 3.14 

1.836 

5.77 

2L = 5.74 

^Ly 

= 7.25 


y = 




7.25 

5.74 


= 1.262 in. 
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THE MOMENT OF INERTIA OF A PLANE AREA 

Moment of Inertia by Integration. Let the area marked A in Fig. 
467 represent any plane area, and let the axis X-X be any axis in the 
plane of the area. If the area is divided into small elementary areas 
(one of which is shown) and each elementary area is multiplied by 
the square of its distance from the given axis, then the sum of all these 
products is a quantity called the moment of inertia of the area with 
respect to the given axis. The units are inches raised to the fourth 
power, or in.^, if all dimensions are in inches. The summing up of 
all the products may be pc'rforrned by integration, and this sum may 
be represented as an integral. Thus, 

I, = fy^dA 


X 


Fio. 467 



The proper limits must be given to the integral so that the opera¬ 
tion indicated sums up for all the elementary areas which com¬ 
pose the given area. Moirumt of inertia is always a plus quantity, 
since is plus even though y is negative. An expression or formula 
for the moment of inertia of any of the common geometric areas with 
respect to some specified axis may be derived by integration. Ex¬ 
pressions for the moment of inertia of the most commonly used areas 
are given in tabular form in Table XV, Appendix C. 

An example illustrating the derivation of such an expression is given 
below. 


Example. Calculate 7 for a triangle with respect to an axis through the vertex 
parallel to the base. 
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Solution: Figure 468 represents any triangle, and the shaded strip represents 

any strip across this parallel to the axis. The width of this strip is 6 7 , and conse- 

h 


quently its area is 7 % 
h 




It should be noted that the moment of im^rtia of an area with re¬ 
spect to an axis does not equal the product of the area by the square 
of the distance from the axis to the centroid of the area. 

Parallel-Axis Theorem. A relation exists between Iq, the value of 
the moment of inertia of a plane area with respect to an axis through 
the centroid of the area, and lx, the 
moment of inertia of the same area 
with respect to a parallel axis not 
through the centroid. This is ex¬ 
pressed by 

= /o + Ad^ 

in which d is the distance between the 



axes. 

Proof: The area in Fig. 469 represents any plane area. The axis 
0-0 is any axis through the centroid in the plane of the area, and the 
axis A'-A^ is a parallel axis. The area dA is any elementary area, its 
distance from axis 0-0 being i/, which is + as shown, but is — for 
any dA Below axis 0-0. 

h = f id ± y)HA = fiy^± 2yd + d^)dA 
= f y^dA ±2d f ydA + d^ f dA 


But J ydA is the statical moment of the area with respect to axis 0-0. 
Since this is the centroidal axis, this statical moment is zero and 

ix-J 

Hence 

Ix — Iq Ad^ 

This may be written h ^ Ix - Ad^, which shows that I with respect 
to a centroidal axis is less than / for any parallel axis. 




396 


APPENDIX B 


Example. Calculate values of the moment of inertia with respect to a cen- 
troidal axis parallel to the base for a triangle, using value for I in the previous ex¬ 
ample. 

Solubion: 

T F /2/i\2 hh^ 2bh^ bh^ 

The value for lo for a triangle should be remembered. 

I of Composite Areas. Many plane areas used in structural engi¬ 
neering can be divided into elementary shapes, such as rectangles, 
triangles, and semi-circles, for each of which an expression for Iq is 
known or can be looked up. In such cases no integration is necessary 
to calculate the moment of inertia of the given area with respect to any 
axis. 


Example. Using lo = bd^/12 for a rectangle and lo = bd^/3Q for a triangle, 
calculate the moment of inertia of the area shown in Fig. 470 with respect to its 
horizontal centroidal axis. 

Solution: The area will be divided into a rectangle and a triangle by the line 
shown. The distance from this line (axis 1-1) to the centroidal axis 0-0 of the 
whole area is 


+8X12X4-6X9X3 
8 X 12 + 6 X 9 


384 - 162 222 

96 + 54 “ 150 


+1.48 in. 


The plus sign indicates that the centroid is above the axis, 1-1. 


For the rectangle, 

to transfer to axis 0-0, add 

For the triangle, 

to “ transfer to axis 0-0, add 
Therefore /o for the whole area 


, 1 , „ 12 X8 X8 X8 4 

/ = =-ii-- 

Ad* = 96 X 2.52* = 609 

J. 11X9X9X9_ 

36 36 

Ad^ = 64 X 4.48* = 1,086 
= 2,450 


Radius of Gyration. The radius of gyration of an area with respect 
to a given axis is a distance found by the following equation: 



in which r is the radius of gyration, and 7 is the moment of inertia of 
the area with respect to the given axis. It will be noted from the 
equation t^t, if 7 is given in in.^ and is in in.^, then r is in inches. 


POLAR MOMENT OF INERTIA OF A PLANE AREA 

If the moment of inertia is calculated with respect to an axis which 
is perpendicidar to the plane of the area, the result is called the polar 
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moment of inertia of the area with respect to the axis. In Fig. 471 the 
axis Z-Z represents an axis perpendicular to the plane of the given 



Since for any elementary area 


Jt^dA= J (x* + y^)dA = J x'^dA + J y^dA =/* + /# 


Hence the polar moment of inertia of a given area with respect to a 
given axis equals the sum of the two rectangular moments of inertia 
with respect to any two axes perpendicular to each other in the plane 
of the area, and intersecting at the foot of the polar axis. 

The polar moment of inertia of a circle, with respect to an axis 
through the center, is used in the solution of problems involving 
stresses in circular shafting and an expression for this will now be 
derived. 



In Fig. 472 the axis with reference to which the polar moment is 
wanted is perpendicular to the plane of the paper and passes through 
0, the center of the circle. The elementary area dA is taken in the 
form of a ring, the radius of which is r and the radial width of which is 
dr. The area dA = 2irrdr, and r^dA = 2irr^dr. Summing up this 
quantity for all the rings which compose the circle, 


Iff = 2ir 







It follows that the rectangular moment of inertia or ly is one-half 
this, or Ix = ir/2^/4. For a hollow circle'' the moment of inertia 
with respect to an axis through the center equals the moment of in¬ 
ertia of a circle with the outer radius minus the moment of inertia of a 
circle with the inner radius. 

Cross-Sections of Thin-Walled Members. Beams and columns 
made of sheet metal are now used in construction where light weight 
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is important, and the use of such members is increasing. The sheet 
metal is formed into tubes or other prismatic shapes by pressing the 
metal sheets. 

Approximate values for the moment of inertia of cross sections of 
thin-walled members are obtained by the same methods as are used 
for areas. 

Example, (a) Derive approximate expressions for the polar moment of inertia 
of the cross-section of a thin circular tube, {b) Derive an expression for the rec¬ 
tangular moment of inertia with respect to a diameter of the cross-section. 

Solution: (a) The cross-section (a circular ring) is shown in Fig. 473 as it ap¬ 
pears if lying in a horizontal plane. If t is small compared with the mean radius 
r, the entire area may be regarded as being concentrated at the distance r from the 
Z axis. By definition the value of Ig or J will then be given by / = Ar^ == 2Trrt X 
r* = 2irrH. 

(b) Since /* = /x + /y and /* = ly, it follows that /* == /*/2 = Ar^/2 - 
Tir^t, These are expressions for the I of the ring with respect to the diameter. 




Although these expressions are approximate, they give very close 
results if f is less than one-fifth of the mean radius. When t is r/5, the 
I given by wH is within 1 per cent of the true value found by sub¬ 
tracting the / of a circle with the inside diameter from the / of a circle 
with the outside diameter. 

Values for semicircular thin areas and for straight thin sections are 
given in tabular form in Table XVI, Appendix C. The following ex¬ 
ample illustrates the use of these expressions in solving for 5, /q, and 
/o/c for a typical cross-section of a sheet-metal beam. 

Example. The cross-section of a sheet-steel beam is shown in Fig. 474. Cal¬ 
culate the moment of inertia with respect to a horizontal axis through the centroid. 

Solution: First assume a horizontal axis and calculate the distance y from this 
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axis to the centroidal axis g-g. In this solution the assumed axis is through the 
center of curvature of the lower curved parts. The mean radius of the upper 
curve is 1.17 in. and of the lower curve 0.^ in. 



A 


y 


Ay 

Top curve irrt 

= JT X 1.17 X .06 

= 0.221 

TT 

= 3.245 

+0.717 

Sides 

2 X X .06 

= 0.300 


1.25 

+0.375 

Bottom curves 

2ir X 0.27 X .06 

= 0.102 

2 X 0.27 

TT 

-0.172 

-0.018 



0.623 



+1.074 


5 = ^ 
^ A 

1.074 
~ 0.623 

= +1.725 in. 




Now the I of each part will be found with respect to this centroidal axis g-g by 
use of the formula = /o + The sum of these for all three parts is the Ig 

of the entire cross-section. Refer to Table XVI, Appendix C for / of “ thin” areas. 


Top curve 
Sides 

Bottom curves 


7o = 0.095 Ar2 = 0.095 X 0.221 X I.IT^ = 0.029 


- 0.221 X (3.245 ~ 1.725)2 - 0.510 

r/o = Ah}/V2 = 0.300 X 2.502/12 = 0.156 

Ud2 = 0.300(1.725 - 1.25)2 = 0.068 

ilo - 0.095 X 0.102 X 0.272 - 0.001 

Ud2 = 0.102(1.725 + 0.172)2 = 0.366 


Ig 1.130 in.^ 




PRINCIPAL MOMENTS OF INERTIA 


Product of Inertia of a Plane Area. 


The quantity 



for a 


given area (Fig. 475) with respect to two rectangular axes is called the 
product of inertia with respect to the given pair of axes. If either 

axis is an axis of symmetry, then f xydA is zero. Unlike moment of 


inertia, the product of inertia with respect to a pair of axes may be 
negative. The symbol Pxy is commonly used for product of inertia. 

In Fig. 476 Xq and 7o are a pair of rectangular axes through the 
centroid of the area shown. X and Y are, respectively, parallel to and 
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distant n and m from Xq and Yq. Let PXV be the product of inertia 
with respect to the centroidal pair of axes. 

Then Pxy = Pxy + or P^y = Pxy — mnA, in which m and n 
may be positive or negative. This relation can be established in the 
same way as the similar theorem for moments of inertia. 

Example. Determine the product of inertia of a rectangle (Fig. 477) with re¬ 
spect to axes coinciding with two intersecting sides. 

Solution: 

At. . & ^ 

Pxy — Pxy mnA —O-j- X Xfe^— "1“ 

2 2 4 

If the axes coincide with the top edge and left-hand side or with the bottom edge 
and the right-hand side of the rectangle, Pxy is negative. 

Example. Determine the product of inertia for a right triangle with respect to 
the pair of centroidal axes parallel, respectively, to the base and altitude. 



Pig. 477 



Fig. 478 


Solution: The value of Pxy will first be found with respect to a pair of axes one 
of which coincides with a side of the triangle and the other of which passes through 
the apex and is parallel to the base. For the area dA shown (Fig. 478) the area 

vs\ydy. 

n 


„ r* b b 


ydy 



b* 

= / r *^8 


w 

8 


With reject to a pair of parallel centroidal axes, 


n . ***** 

PXV ~ PXV "" TTiThA. — ~_ 


hh 

2 


h 

X3X 



72 


If an area can be divided into simple shapes, such as triangles or 
rectangles, the product of inertia of the entire area with respect to a 
given pair of axes is the algebraic sum of the products of inertia with 
respect to the same pair of axes, of the several component simple 
shapes. 

I^cipal Moments of Inertia: Principal Axes. The principal axes 
of inertia at any point of any given area are the two rectangular axes 
through that point with respect to which the values of I are a maxi¬ 
mum and minimum, respectively. If the point is the centroid of the 
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area, the axes are called the principal ccntroidal axes. When princi¬ 
pal axes of inertia are mentioned without reference to any point, the 
axes referred to are centroidal axes. If 
an area has an axis of symmetry, that 
axis is one of the principal axes. The two 
values of / with respect to the two prin¬ 
cipal axes are called the principal mo^ 
ments of inertia. 

The inclination of the principal axes to 
any other rectangular axes is found by 
substituting values in an expression which 
is derived as shown below. 

Figure 479 represents any plane figure. 


Y 


— "zA 


y /\ 

\ 


' \ ^ 

r X 




Fig. 479 


axes, the included angle being 6, 


OX and OX' represent two 
A value of Ix» is desired. It is evi¬ 


dent that y' = y cos d — x sin B, and x' — x cos 6 + y sin 0, Hence, 
Ix» = J*y'^dA — J {y cos ^ — x sin 6)^dA 


Expanding this, there results: 

Ix' = Ix cos^ B Iy sin^ B — 2Pxy sin B cos 8 

Similarly, 


Whence 


Iy> = x^dA = (x cos 0 + 2/ sin B)dA 


ly = Ix sin^ B + ly cos^ B + 2Pxy sin B cos 6 


By the usual methods it may be found that the value of B for which Ix 

2P 

is maximum or minimum is given by tan 2B = --^ . 

ly lx 

The two values of B resulting from this are 90° apart and give the 
dirc^ctions of the axes through 0 for which I is respectively maximum 
and minimum. By substituting the values of B found from this for¬ 
mula in the equations for Ix» and Iy> above, the values of the principal 
moments of inertia are found. 


Example. The properties of a 5-in.-by-:3-in.-by4-in. angle are shown in Fig. 
480a. Determine the inclination of the principal axes of inertia, and calculate the 
principal moments of inertia for this area. 

Solution: The value of Pxy is first calculated. The area is divided into two 
rectangles by extending the upper edge of the horizontal flange. For each of these 
areas Pxy = Pxy A rnnA in which P^y = 0. For entire area 

Pxy = 0 + (4.5 X 0.5) X (-0.5) X 1 + 0 + (3.0 X 0.5) X (-1.5) X 0.75 
- -1.125 - 1.6875 - -2.8125 in.* 
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The angle of inclination of the principal axes is found from 


tan 20 = 




-5.625 


= 0.819 


ly - /* 2.58 - 9.45 

Hence 20 = 39® 19' and 0 = 19® 40', as shown in Fig. 4806. 






A=3.75in.2 
Ix*9.45in.4 
Iy=2.58in.^ 
j Least r=»0.65 in. 

4_Y 

t 

1.75" 


i - A 

1 

j_ 


0.7^ 


^ (a) 


\Y' 

\l 


-X' 


Wr:S 


V=1 


\ ( 6 ) 


Fig. 480 


The principal moments of inertia are found as follows: 

/x' = Ix cos^ ^ + /y sin^ 0 — 2Pxy sin 0 cos 0 

= 9.45 X 0.94172 + 2.58 X 0.33642 + 2 X 2.812 X 0.3364 X 0.9417 
= 8.38 -I- 0.29 + 1.78 = 10.45 in.^ 

/y' = Ix sin2 0 4" /y cos2 0 + 2Pxy sin 0 cos 0 

- 9.45 X 0.33642 -f 2.58 X 0.94172 - 2 X 2.812 X .3364 X 0.9417 

- 1.07 + 2.29 - 1.78 = 1.58 in.^ 

The above values of the principal moments of inertia can also be found by using 
the value of the minimum radius of gyration r and the cross-sectional area A as 
given in the steel handbooks. Since 

= Ar2 = 3.75 X 0.652 _ ^ 4 

and 

Ix -h ly = Ix’ "h ly’ 

then 9.45 + 2.58 == Ix' + 1.58, whence Ix' = 10.45 in.^ 
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TABLE II 


Elements of American Standard Beams 


Depth 

of 

Beam 

Weight 

per 

Foot 

Area 

of 

Section 

Width 

of 

Flange 

Web 

Thick¬ 

ness 


Axis 1-1 



Axis 2-2 


I 

I/c 

r 

1 

I/c 

r 

In. 

Lb. 

111.2 

In. 

In. 

In.< 

In.> 

In. 

In.* 

In.» 

In. 

24 

120.0 

7-24-in 

35.13 
. beams o 

8.048 

mitted. 

.798 

3010.8 

250.9 

9.26 

84.9 

21.1 

1.56 


79.9 

23.33 

7.000 

.500 

2087.2 

173.9 

9.46 

42.9 

12.2 

1.36 

20 

100.0 

6-20-in 

29.20 
. beams o 

7.273 

mitted. 

.873 

1648.3 

104.8 

7.51 

52.4 

14.4 

1.34 


65.4 

19. OS 

6.250 

.5{KJ 

1169.5 

116.9 

7.83 

27.9 

8.9 

1.21 


70.0 

20.40 

6.251 

.711 

917.5 

101.9 

6.70 

24.5 

7.8 

1.09 

18 

65.0 

IS. 98 

0.109 

.629 

877.7 

97.5 

0.80 

23.4 

7.6 

1.11 

60.0 

17.50 

0.087 

.547 

837.8 

93.1 

0.92 

22.3 

7.3 

1.13 


54.7 

15.94 

6.(K)0 

.46(1 

795.5 

88.4 

7.07 

21.2 

7.1 

1.15 


75.0 

21.85 

6.278 

.808 

087.2 

91.0 

5.61 

30.6 

9.8 

1.18 

15 

70.0 

20.38 

0.180 

.770 

6.59.0 

87.9 

5,69 

28.8 

9.3 

1.19 

65.0 

18.91 

0.082 

.672 

6.32.1 

84.3 

5.78 

27.2 

8.9 

1.20 


60.8 

17.68 

0.000 

.590 

609.0 

SI.2 

0.87 

26.0 

8.7 

1.21 


55.0 

16.00 

5.738 

.648 

.508.7 

67.8 

5.()3 

17.0 

5.9 

1.03 

16 

50.0 

14.59 

5.040 

.550 

481.1 

64.2 

5.74 

16.0 

5.7 

1.05 

45.0 

13.12 

5,542 

.452 

4.53.0 

60.5 

5.88 

15.0 

5.4 

1.07 


42.9 

12.49 

5.500 

.410 

441.8 

58.9 

5.95 

14.6 

5.3 

1.08 


55.0 

16.04 

5.000 

.810 

319.3 

53.2 

4.46 ! 

17.3 

6.2 

1.04 

12 

50.0 

14.57 

5.477 

.687 

301. () 

50.3 

4.55 

16.0 i 

5.8 

1.05 

45.0 

13.10 

5.355 

.565 

284.1 

47.3 

4.60 

14.8 

5.5 

1.06 


40.8 

i 11.84 

5.250 

.400 

268.9 

44.8 

4.77 

13.8 

5.3 

1.08 

12 

35.0 

10.20 

5.078 

.428 

227.0 

37.8 

4.72 

10.0 

3.9 

0.99 

31.8 

9.26 

5.000 

.350 

215.8 

36.0 

4.83 

9.5 

3.8 

1.01 


40.0 

11.69 

5.091 

.741 

158.0 

31.6 

3.68 

9.4 

3.7 

0.90 

10 

35.0 

10.22 

4.944 

.594 

145.8 

29.2 

3.78 

8.5 

3.4 

0.91 

30.0 

8.75 

4.797 

.447 

133.5 

20.7 

3.91 

7.6 

3.2 

0.93 


26.4 

7.38 

4.000 

.310 

122.1 

24.4 

4.07 

6.9 

3.0 

0.97 


25.5 

7.43 

4.202 

. .532 

68.1 

17.0 

3.03 

4.7 

2.2 

0.80 

8 

23.0 

6.71 

4.171 

.441 

64.2 

16.0 

3.09 

4.4 

2.1 

0.81 

20.5 

5.97 

4.079 

.349 

60.2 

15.1 1 

3.18 

4.0 

2.0 

0,82 


18.4 

5.34 

4.000 

.270 

56.9 

14.2 ! 

3.26 

3.8 

1.9 

0.84 


20.0 

\5.83 

3.860 

.450 

41.9 

12.0 

2.68 

3.1 

1.6 

0.74 

7 

17.5 

5.09 

3.755 

.345 

38.9 

11.1 

2.77 

2.9 

1.6 

0.76 


15.3 

4.43 

3.660 

.2.50 

36.2 

10.4 

2.86 

2.7 

1.5 

0.78 


17.25 

5.02 

3.565 

.465 

26.0 

8.7 

2.28 

2.3 

1.3 

0.68 

0 

14.75 

4.29 

3.443 

.343 

23.8 

7.9 

2.30 

2.1 

1.2 

0.69 


12.5 

3.61 

3.330 

.230 1 

21.8 

7.3 

2.46 

1.8 

1.1 

0.72 


14.75 

4.29 

3.284 

.494 

15.0 

6.0 

1.87 

1.7 

1.0 

0.63 

5 

12.25 1 

3.56 

3.137 

.347 1 

13.5 

5.4 

1.95 

1.4 

0.91 

0.63 


10.0 

2.87 

3.000 

.210 

12.1 

4.8 

2.05 

1.2 

0.82 

0.65 


10.5 

3.05 

2.870 

.400 

7.1 

3.5 

1.52 

1.0 

0.70 

0.57 


9.5 

2.76 

2.796 

.326 

6.7 

3.3 

1.56 

0.91 

0.65 

0.58 

4 

8.5 

2.46 

2.723 

.253 

6.3 

3.2 

1.60 

0.83 

0.61 

0.58 


7.7 

2.21 

2.660 

.190 

6.0 

3.0 

1.64 

0.77 

0.58 

0.59 


7.5 

2.17 

2.609 

.349 

2.9 

1.9 

1.15 

0.59 

0.47 

0.52 

3 

6.6 

1.88 

2.411 

,251 

2.7 

1.8 

1.19 

0.51 

0.43 

0.52 


6.7 

1.64 

2.330 

.170 

2.5 

1.7 

1.23 

0.46 

0.40 

0.53 


Ai\Q 
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TABLE III 

WIDE-FLANGE BEAMS WF 
Elements of Sections 


Nominal 

Size 
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Wide-Flangb Beams (Continued) WF 


Nominal 

Size 

Weight 

Area 

of 

Section 

Depth 

of 

Section 

Flange 

Width 

9 

Axis 1-1 

Axis 2-2 

/ 

I/c 

r 

/ 

I/r. 

r 

In. 

Lb. 

In.* 

In. 

In. 

In. 

In.< 

In.a 

In. 

In.* 

In.a 

In. 

14 X 16 

42(5 

125.25 

18.69 

16.095 

1.875 


707.4 

7.26 

2359.5 

282.7 

4.34 





8 — 14 

X 16 

beams o 

mitted. 





14 X 16 

300 

88.20 

17.00 

16.175 


4149.5 

488.2 

6.86 

1.346.0 

191.2 

4.19 


287 

84.37 

16.81 


1.310 

3912.1 

465.5 

6.81 

1466.5 

181.8 

4.17 


273 

80.22 

16.62 

16.065 

1.245 

3673.2 

442.0 

6.77 

1382,9 

172.2 

4.15 


264 


16.50 


1.205 

3526.0 

427.4 

6.74 

1331.2 

166.1 

4.14 


255 

74.98 

16.37 

15.990 

imvim 

3372.6 

412.0 

6.71 

1278.1 

159.9 

4.13 


246 

72.33 

16.25 

15.945 

1.125 

3228.9 

397.4 

6.68 

1226.6 

15;i.9 

4.12 


237 

69.69 

16.12 

wsum 

1.090 

3080.9 

382.2 

6.65 

1174.8 

147.7 

4.11 


228 

67.06 

16.00 

15.865 

1.045 

2942.4 

367.8 

6.62 

1124.8 

141.8 

4.10 


219 

64.30 

15.87 

15.825 


2798.2 

352.6 

6.59 

1073.2 

135.6 

4.08 


211 


15.75 

15.800 


2671.4 

KhitKl 

6.56 

1028.6 

130.2 

4.07 


202 

59.39 

15.03 

15.750 


2538.8 

324.9 

6.54 

979.7 

124.4 

4.06 


193 

56.73 

15..50 

15.710 

.890 

2402.4 

310.0 


930.1 

118.4 

4.05 



54.07 

15.38 

15.660 

.840 

2274.8 

295.8 


882.7 

112.7 

4.04 



51.73 

15.25 

15.640 

.820 

2149.6 

281.9 

Hi 

837.9 

107.1 

4.02 




15.12 



2020.8 

267.3 

6.42 

790.2 

101.3 

4.01 



46.47 

15.00 

15.550 

.730 

1900.6 

253.4 

6.40 

745.0 

95.8 

4.00 



44.08 

14.88 

15.515 

. 695 

1786.9 


6.37 

702.5 

90.6 

3.99 



41.85 

14.75 

15.500 

.680 

1672.2 

226.7 

6.32 

660.1 


3.97 


320 

94.12 

16.81 

16.710 

1.890 

4141.7 

492.8 

6.63 

1635.1 

195.7 

4.17 

14 X 141 

136 

39.98 

14.75 


.660 

1593.0 

216.0 

6.31 

567.7 

77.0 

3.77 


127 

37.33 

14.02 

14.690 

.610 

1476.7 

202.0 

6.29 

527.6 

71.8 

3.76 


119 

34.99 

14.50 

14.650 

.570 

1373.1 

189.4 

6.26 

491.8 

67.1 

3.75 


111 

32.65 

14.37 

fOI^ 

.540 

1266.5 

176.3 

6.23 

4.34.9 

62.2 

3.73 


103 

30.20 

14.25 

14.575 

.495 

1165.8 

163.6 

6.21 

419.7 

57.6 

3.72 


95 

27.94 

14.12 

14.545 

.465 

1063.5 

150.6 

6.17 

383.7 

52.8 

3.71 


87 

25.56 

14.00 

14.500 

.420 

966.9 

138.1 

6.15 

349.7 

48.2 

3.70 

14 X 12 













84 

24.71 

14.18 

12.023 

.451 

928.4 

130.9 

6.13 

225.5 

37.5 

3.02 


78 

22.94 

14.06 

12.000 

.428 

851.2 

121.1 

6.09 

206.9 

34.5 

3.00 

14 X 10 













74 

21.76 

14.19 



796.8 

112.3 

6.05 

133.5 

26.5 

2.48 


68 

20.00 

14.06 

10.040 

,418 

724.1 

103,0 

6.02 

121.2 

24.1 

2.46 


61 

17.94 

13.91 


.378 

641.5 

92.2 

5.98 

107.3 

21.5 

2.45 

14 X 8 

58 

17.06 

14.0(i 

8.098 

,406 

597.9 

85.0 

5.92 

63.7 

15.7 

1.93 


53 

15.59 

13.94 

8.062 

.370 

542.1 

77.8 

5.90 

57.5 

14.3 

1.92 


48 

14.11 

13.81 

8.031 

.339 

484.9 

70.2 

5.86 

51.3 

12.8 

1.91 


43 

12.65 

13.68 


.308 

429.0 

62.7 

5.82 

45.1 

11.3 

1.89 

14 X 

42 

12.34 

14.24 

6.801 

.338 

432.2 

60.7 

5.92 

28.1 

8.3 

1.51 


38 

11.17 

14.12 

6.776 

.313 

385.3 

54.6 

5.87 

24.6 


1.49 


34 


14.00 

6.7.50 

.287 

339.2 

48.5 

5.83 

21.3 


1.46 


30 

8.81 

13.80 

6.733 

.270 

289.6 

41.8 

5.73 

17.5 

1 


1.41 

12 X 12 

190 

55.86 

14.38 

12.670 


1892.5 

263.2 

5.82 

589.7 

93.1 

3.25 


176 

51.79 

14.12 

12.615 

1.005 

1712.5 

242.6 

5.75 

.538.4 

85.4 

3.22 


161 

47.38 

13.88 

12.515 

.905 

1541.8 

222.2 

5.70 

486.2 

77.7 

3.20 


147 

43.24 

13.62 

12.450 

9^ni 

1374.4 

201.8 

5.64 

436.8 

70.2 

3.18 


133 

39.11 

13.38 

12.365 

.755 

1221.2 

182.5 

5.59 

389.9 

63.1 

3.16 


120 

35.31 

13.12 

12.320 

.710 

1071.7 

163.4 

5.51 

345.1 

56,0 

3.13 



31.19 

12.88 

12.230 

.620 

930.7 

144.5 

5.46 

300.9 

49.2 

3.11 


99 

29.09 

12.75 

12.190 

,580 

858.5 

134.7 

5.43 

278.2 

45.7 

3.09 


92 

27.06 

12.62 

12.155 

.545 

788.9 

125.0 

5.40 

256.4 

42.2 

3.08 


85 

24.98 

12.50 

12.105 

.495 

723.3 

115.7 

5.38 

235.5 1 

38.9 

3.07 


79 

23.22 

12.38 

12.080 

.470 


107.1 

5.34 

216.4 

35.8 

3.05 


72 

21.16 

12.25 

12.040 


597.4 

97.5 

5.31 

195.3 

32.4 

3.04 


65 

19.11 

12.12 

12.000 

.390 

533.4 

88.0 

5.28 

174.6 

29.1 

3.02 




38 be 

amz om 

itted ( 

depths 

of ^2'^ 

10'^8^ 




8 X5| 

21 

6.18 

8.19 

5.272 

.252 

73.8 

18.0 

3.45 

9.13 


1.22 

19 

5.59 

8.09 

5.264 

.244 

64.7 

16.0 

3.40 

7.87 


1.19 


17 

5.00 

8.00 


.230 

56.4 

14.1 

3.36 

6.72 


1.16 
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TABLE IV 


Elements of American Standard Channeie 


Depth 

of 

Chan¬ 

nel 

Weight 

per 

Foot 

Area 

of 

Section 

Width 

of 

Flange 

Web 

Thick¬ 

ness 

Axis 1~1 

Axis 2-2 

I 

I/e 

r 

I 

I/c 

r 

y 

In. 

Lb. 

In.2 

In. 

In. 

In.< 

In.8 

In. 

In.* 

In.« 

In. 

In. 


55.0 

16.11 

3.814 

.814 

429.0 

57.2 

5.16 

12.1 

4.1 

0.87 

0.82 


50.0 

14.64 

3.716 

.716 

401.4 

.53.6 

5.24 

11.2 

3.8 

0.87 

0.80 


45.0 

13.17 

3.618 

.618 

373.9 

49.8 

5.33 

10.3 

3.6 

0.88 

0.79 


40.0 

11.70 

3.520 

.520 

346.3 

46.2 

5.44 

9.3 

3.4 

0.89 

0.78 


35.0 

10.23 

3.422 

.422 

318.7 

42.5 

5.58 

8.4 

3.2 

0.91 

0.79 


33.9 

9.90 

3.400 

.400 

312.6 

41.7 

5.62 

8.2 

3.2 

0.91 

0.79 


40.0 1 

11.73 

3.415 

.755 

196.5 

32.8 

4.09 

6.6 

2.5 

0.75 

0.72 


35.0 

10.26 

3.292 

.632 

178.8 

29.8 

4.18 

5.9 

2.3 

0.76 

0.69 

12 

30.0 

8.79 

3.170 

.510 

161.2 

26.9 

4.28 

5.2 

2.1 

0.77 

0.68 


25.0 

7.32 

3.047 

.387 

143.5 

23.9 

4.43 

4.5 

1.9 

0.79 

0.68 


20.7 

6.03 

2.940 

.280 

128.1 

21.4 

4.61 

3.9 

1.7 

0.81 

0.70 


35.0 

10.27 

3.180 

.820 

115.2 

23.0 

3,34 

4.6 

1.9 

0.67 

0.69 


30.0 

8.80 

3.033 

.673 

103.0 

20.6 

3.42 

4.0 

1.7 

0.67 

0.65 

10 

25.0 

7.33 

2.886 

. 526 

90.7 

18.1 

3.52 

3.4 

1.5 

0.68 

0.62 


20.0 

5.86 

2,739 

,379 

78.5 

15.7 

3.66 

2.8 

1.3 

0.70 

0.61 


15.3 

4.47 

2.000 

.240 

66.9 

13.4 

3.87 

2.3 

1.2 

0.72 

0.64 


25.0 

7.33 

2.812 

.612 

70.5 

15.7 

3.10 

3.0 

1.4 

0.64 

0.61 


20.0 

5.86 

2.648 

.448 

60.6 

13.5 

3.22 

2.4 

1.2 

0.65 

0.59 

y 

15.0 

4.39 

2.485 

.285 

50.7 

11.3 

3.40 

1.9 

1.0 

0.67 

0.59 


13.4 

3.89 

2.430 

.230 

47,3 

10.5 

3.49 

1.8 

0.97 

0.67 

0.61 


21.25 

6.23 

2.619 

.579 

47.6 

11.9 

2.77 

2.2 

1.1 

0.60 

0.59 


18.75 

5.49 

2.527 

.487 

43.7 

10.9 

2.82 

2.0 

1.0 

0.60 

0.57 

8 

16.25 

4.76 

2.435 

, 395 

39.8 

9.9 

2.89 

1.8 

0.94 

0.61 

0.56 


13.75 

4.02 

2.343 

. 303 

35.8 

9.0 

2.99 

1.5 

0.86 

0.62 

0.56 


11.5 

3.36 

2.260 

.220 

32.3 

8.1 

3.10 

1.3 

0.79 

0.63 

0.58 


19.75 

5.79 

2.509 

.629 

33.1 

9.4 

2.39 

1.8 

0.96 

0.56 

0.58 


17.25 

5.05 

2.404 

.524 

30.1 

8.6 

2.44 

1.6 

0.86 

0.56 

0.55 

7 

14.75 

4.32 

2.299 

.419 

27.1 

7.7 

2.51 

1.4 

0.79 

0.57 

0.53 


12.25 

3.58 

2.194 

.314 

24.1 

6.9 

2,59 

1.2 

0.71 

0.58 

0.53 


9.8 

2.85 

2.090 

.210 

21.1 

6.0 

2.72 

0.98 

0.63 

0.59 

0.55 


i 15.5 

4.54 

2.279 

.559 

19.5 

6.5 

2.07 

1.3 

0.73 

0.53 

0.55 

n 

1 13.0 

3.81 

2.157 

.437 

17.3 

5.8 

2.13 

1.1 

0.65 

0.53 

0.52 

D 

10.5 

3.07 

2.034 

.314 

15.1 

5.0 

2.22 

0.87 

0.57 

0.53 

0.50 


8.2 

2.39 

1.920 

.200 

13.0 

4.3 

2.34 

0.70 

0.50 

0.54 

0.52 


11.5 

3.36 

2.032 

.472 

10.4 

4.1 

1.76 

0.82 

0.54 

0.49 

0.51 

5 

9.0 

2.63 

i 1.885 

.325 

8.8 

3.5 

1.83 

0.64 

0.45 

0.49 

0.48 


6.7 

1.95 

' 1.750 

.190 

7.4 

3.0 

1.95 

0.48 

0.38 

0.50 

0.49 


7.25 

2.12 

1.720 

.320 

4.5 

2.3 

1.47 

0.44 

0.35 

0.46 

0.46 

4 

6.25 

1.82 

1.647 

.247 

4.1 

2.1 

1.50 

0.38 

0.32 

0.45 

0.46 


5.4 

1.56 

1.580 

.180 

3.8 

1.9 

1.56 

0.32 

0.29 

0.45 

0.46 


6.0 

1.75 

1.596 

.356 

2.1 

1.4 

1.08 

0,31 

0.27 

0.42 

0.46 

3 

5.0 

1.46 

1.498 

.258 

1.8 

1.2 

1.12 

0.25 

0.24 

0.41 

0.44 


4.1 

1.19 

1.410 

.170 

1.6 

1.1 

1.17 

0.20 

0.21 

0.41 

0.44 
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TABLE V 

Elements of Equal Angles 


Sbe 

Thickness 

Weight 

per 

Foot 

Area 

of 

Section 

Axis 1-1 and Axis 2-2 

Axis 3-3 

I 

r 

T/c 

X 

r min. 

In. 

In. 

Lb. 

In.» 

Iii.< 

In. 

In.» 

In. 

In. 


IH 

56.9 

16.73 

98.0 

2.42 

17.5 

2.41 

|nKR||| 



54.0 

15.87 

93.5 

2.43 

16.7 

2.39 



1 

51.0 

15.00 

89.0 

2.44 

15.8 

2.37 




48.1 

14.12 

84.3 

2.44 

14.9 

2.34 




45.0 

13.23 

79.6 

2.45 

14.0 

2.32 


8 X8 


42.0 

12.34 

74.7 

2.46 

13.1 

2.30 




38.9 

11.44 

69.7 

2.47 

12.2 

2.28 



»14 

35.8 

10.53 

64.6 

2.48 

11.2 

2.25 



54 

32.7 

9.61 

59.4 

2.49 

10.3 

2.23 

1.58 


% 

29.6 

8.68 

54.1 

2.50 

9.3 

2.21 

1.58 


1? 

26.4 

7.75 

48.6 

2.51 

8.4 

2.19 

1.58 


1 

37.4 

11.00 

35.5 

1.80 

8.6 

1.86 

1.16 


»»4 

35.3 

10.37 

33.7 

1.80 

8.1 

1.84 

1.16 



33.1 

9.73 

31.9 

1.81 

7.6 

1.82 

1.17 


“4 

31.0 

9.09 

30.1 

1.82 

7.2 

1.80 

1.17 



28.7 

8.44 

28.2 

1.83 


1.78 

1.17 

6X6 

“4 

26.5 

7.78 

26.2 

1.83 

6.2 

1.75 

1.17 


H 

•4 

24.2 

7.11 

24.2 

1.84 

5.7 

1.73 

1.17 


21.9 

6.43 

22.1 

1.85 

5.1 

1.71 

1.18 


H 

19.6 

5.75 

19.9 

1.86 

4.6 

1.68 

1.18 


Ke 

17.2 

5.06 

17.7 

1.87 

4.1 

1.66 

1.19 


54 

14.9 

4.36 

15.4 

1.88 

3.5 

1.64 

1.19 


1 

30.6 

9.00 

19.6 

1.48 

5.8 

1.61 

0.96 


“4 

28.9 

8.50 

18.7 

1.48 

5.5 

1.59 

0.96 


54 

27.2 

7.98 

17.8 

1.49 

5.2 

1.57 

0.96 


“4 

25.4 

7.47 

16.8 

1.50 

4.9 

1.55 

0.97 


54 

23.6 

6.94 

15.7 

1.50 

4.5 

1.52 

0.97 

5X6 

“4 

21.8 

6.40 

14.7 

1.51 

4.2 

1.50 

0.97 

54 

20.0 

5.86 

13.6 

1.52 

3.9 

1.48 

0.97 



18.1 1 

5.31 

12.4 

1.53 

3.5 

1.46 

0.98 


54 

16.2 

4.75 

11.3 

1.54 

3.2 

1.43 

0.98 


T4 

14.3 

4.18 

10.0 

1.55 

2.8 

1.41 

0.98 


54 

12.3 

3.61 

8.7 

1.56 

2.4 

1.39 

0.99 


“4 

54 

19.9 

5.84 

8.1 

1.18 

3.0 

1.29 

0.77 


18.5 

5.44 

7.7 

1.19 

2.8 

1.27 

0.77 


“4 

17.1 

5.03 

7.2 

1.19 


1.25 

0.77 


54 

*4 

15.7 

4.61 

6.7 

1.20 


1.23 

0.77 

4 X4 

14.3 

4.18 

6.1 

1.21 


1.21 

0.78 


12.8 

3.75 

5.6 

1.22 


1.18 

0.78 



11.3 

3.31 

5.0 

1.23 

BSfl 

1.16 

0.78 


54 

9.8 

2.86 

4.4 

1.23 


1.14 

0.79 



8.2 

2.40 

3.7 

1.24 


1.12 

0.79 



6.6 

1.94 

3.0 

1.25 

1.0 

1.09 

0.79 


“4 

17.1 

5.03 

5.3 

1.02 

2.3 

1.17 

0.67 


54 

16.0 

4.69 

5.0 

1.03 

*'.1 

1.15 

0.67 


»4 

54 

14.8 

4.34 

4.7 

[ 1.04 

2.0 

1.12 

0.67 


13.6 

3.98 

4.3 

1.04 

1.8 

1.10 

0.68 

3H X3H 

C?6 

12.4 

3.62 

4.0 

1 1.05 

1.6 

1.08 

0.68 

5^ 

11.1 

3.25 

3.6 

1.06 

1.5 

1.06 

0.68 


% 

9.8 

2.87 

3.3 

1.07 

1.3 

1.04 

0.68 


54 

8.5 

2.48 

2.9 

1.07 

1.2 

1.01 

0.69 



7.2 

2.09 

2.5 

1.08 

0.98 

0.99 

0.60 


H 

6.8 

1.69 

2.0 

1.09 

0.79 

0.97 

0.69 


54 

11.5 

3.36 

2.6 

0.88 

1.3 

0.98 

0.57 


VU 

10.4 

3.06 

2.4 

0.89 

1.2 

0.95 

0.58 


54 

9.4 

2.75 

2.2 

1 0.90 

1.1 

0.93 

0.58 

CO 

X 

CO 


8.3 

2.43 

2.0 

0.91 

0.95 

0.91 

0.58 


7.2 

2.11 

1.8 

0.91 

0.83 

0.89 

0.58 



6.1 

1.78 

1.5 

0.92 

0.71 

0.87 

0.59 


H 

4.9 

1.44 

1.2 

0.93 

0.58 

0.84 

0.59 


Smaller angles are rolled but not listed here. 
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TABLE VI 


Elements of Unequal Angles 


Size 


In. 


8 X6 


6 X4 


5 X3H 


4 X3 


3 X2H 


Thick¬ 

ness 

Weight 

per 

Foot 

Area 

of 

Section 

Axis 1-1 

Axis 2-2 

I 

I/c 

r 

X 

I 

I/c 

r 

y 

In. 

Lb. 

In.* 

In.< 

In.* 

In. 

In. 

In.* 

In.* 

In. 

In. 

IH 

49.3 

14.48 

88.9 

16.8 

2.48 

2.70 

42.5 

9.9 

1.71 



46.8 

13.75 

84.9 

15.9 

2.48 

2.68 

40.7 

9.4 

1.72 

1.68 

1 

44.2 

13.00 

80.8 

15.1 

2.49 

2.65 

38.8 

8.9 

1.73 

1.65 


41.7 

12.25 


14.3 

2.50 

2.63 

36.8 

8.4 

1.73 

1.63 

% 

39.1 

11.48 

72.3 

13.4 

2.51 

2.61 

34.9 

7.9 

1.74 

1.61 


36.5 

10.72 

67.9 

12.5 

2.52 

2.59 

32.8 

7.4 

1.75 

1.59 


33.8 

9.94 

63.4 

11.7 

2.53 

2.56 

30.7 

6.9 

1.76 

1.56 


31.2 

9.15 

58.8 

10.8 

2..^ 

2.54 

28.6 

6.4 

1.77 

1.54 

% 

28.5 

8.36 

54.1 

9.9 

2.54 

2.52 

26.3 

5.9 

1.77 

1.52 

^6 

25.7 

7.56 

49.3 

8.9 

2.55 

2.50 

24.0 

5.3 

1.78 

1.50 


23.0 

6.75 

44.3 

Hlmil 

2.56 

2.47 

21.7 

4.8 

1.79 

1.47 

% 

20.2 

5.93 


7.1 

2.67 

2.45 

19.3 

4.2 

1.80 

1.45 

1 

30.6 

9.00 

30.8 

8.0 

1.85 

2.17 

10.8 

3.8 


1.17 


28.9 

mmm 

29.3 

7.6 

1.86 

2.14 

10.3 

3.6 

1.10 

1.14 

% 

27.2 

7.98 

27.7 

7.2 

1.86 

2.12 


3.4 

1.11 

1.12 


25.4 

7.47 

26.1 

6.7 

1.87 

2.10 

9.2 

3.2 

1.11 

1.10 


23.6 

6.94 

24.5 

6.2 

1.88 

2.08 

8.7 

BiWTH 

1.12 

1.08 

“46 

21.8 

6.40 

22.8 

5.8 

1.89 

2.06 

8.1 


1.13 

EK^ 

% 

20.0 

5.86 

21.1 

5.3 

1.90 

2.03 

7.5 


1.13 

1.03 

% 

18.1 

5.31 

19.3 

4.8 

1.00 

2.01 

6.9 


1.14 

1.01 


16.2 

4.75 

17.4 

4,3 

1.91 

1.99 

6.3 

2.1 

1.15 

0.99 

% 

14.3 

4.18 

15.5 

3,8 


1.96 

5.6 

1.8 

1.16 

0.96 

H 

12.3 

3.61 

13.5 

3.3 

1.93 

1.94 

4.9 

1.6 

1.17 


H 

22.7 

6.67 

15.7 

4.9 

1.53 

1.79 

6.2 

2.5 

0.96 



21.3 

6.25 

14.8 

4.6 

1.54 

1.77 

5.9 

2.4 

0.97 

1.02 

K 

19.8 

5.81 

13.9 

4.3 

1.55 

1.75 

5.6 

2.2 

0.98 

1.00 


18.3 

5.37 

13.0 

4.0 

1.56 

1.72 

5.2 

2.1 

mmm 

0.97 

H 

*46 

16.8 

4.92 

12.0 

3.7 


EEa 

4.8 

1.9 

0.99 

0.95 

15.2 

4.47 

11.0 

3.3 

1.57 

1.68 

4.4 

1.7 

1.00 

0.93 


13.6 


ffuKl 

3.0 

1.58 

1.66 

4.0 

1.6 

1.01 

0.91 

'46 

12.0 

3.53 

8.9 

2.6 

1.59 

E^ 

3.6 

1.4 

mmm 

0.88 

10.4 


7.8 

2.3 

1.60 

1.61 

3.2 

1.2 

1.02 

0.86 

4 

8.7 

2.56 

6.6 

1.9 

1.61 

1.59 

2.7 

1.0 

1.03 

0.84 

“46 

17.1 


7.3 

2.9 

1.21 

1.44' 

3.5 

1.7 

0.83 

0.94 



4.69 

6.9 

2.7 

1.22 

1.42 

3.3 

1.6 


0.92 

“46 

H 

14.8 

4.34 

6.5 

2.5 

1.22 

1.39 

3.1 

1.5 

0.84 

0.89 

13.6 

3.98 

6.0 

2.3 

1.23 

1.37 

2.9 

1.4 

0.85 

0.87 

% 

12.4 

3.62 

5.6 

2.1 

1.24 

1.35 

2.7 

1.2 

0.86 

0.85 


11.1 

3.25 

5.0 

1.9 

1.25 

1.33 

2.4 

1.1 

0.86 

0.83 

'46 

9.8 

2.87 

4.5 

1.7 

1.25 

1.30 

2.2 

1.0 

0.87 



8.5 

2.48 

4.0 

1.5 

1.26 

1.28 

1.9 

0.87 

0.88 

0.78 

4 

7.2 


3.4 

1.2 

1.27 

1.26 

1.7 

0.74 




5.8 

1.69 

2.8 

1.0 

1.28 

1.24 

1.4 


0.89 


*46 

9.6 

2.78 

2.3 

1.2 

0.91 

1.02 

1.4 

0.82 

0.72 



8.5 


2.1 


0.91 

1.00 

1.3 

0.74 

0.72 

0.75 


7.6 

2.21 

1.9 


0.92 

0.98 

1.2 

0.66 

0.73 


% 


1.92 

1.7 

0.81 

0.93 


HEiE 

0.58 

0.74 

■iWifl 

% 

5.6 

1.62 

1.4 


0.94 


0.90 

■ijEua 

0.74 

I'XyI 

H 

4.5 

1.31 

1.2 


0.95 

0.91 

0.74 

im 

umi 



Axis 

3-3 


r min. 


In. 


1.28 

1.28 

1.28 

1.28 

1.28 

1.29 

1.29 

1.29 

1.30 

1.30 

1.30 

1.30 


0.85 

0.85 

0.80 

0.86 

0.80 

0.80 

0.80 

0.87 

0.87 

0.87 

0.88 


0.75 

0.75 

0.75 

0.75 

0.75 

0.75 

0.75 

0.70 

0.76 

0.76 

0.64 

0.64 

0.64 

0.04 

0.64 

0.64 

0.04 

0.64 

0.65 

0.05 

0.52 

0.62 

0.52 

0.52 

0.53 

0.53 


Many other unequal angle.s are rolled. 
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TABLE VII 

U. S. Standard Screw Threads 
Diameter and area at root of thread 



Diameter 

Area 

Diameter 

Area 

Total 

1 Net 

Total 

Net 

Total 

Net 

Total 

Net 

d, 

c, 

Dia., d, 

Sq. In. 

Dia., c, 

Sq. In. 

d, 

c, 

In. 

Dia., d. 

Dia., c, 

In. 

In. 

In. 

Sq. In. 

Sq. in. 

H 

fi 

.185 

.049 

.027 

2H 

2.176 

4.909 

3.716 

.294 

.110 

.068 

2H 

2.426 

5.940 

4.619 

H 

.400 

. 190 

.126 

3 

2.029 

7.069 

5.428 

Vs 

.507 

. 307 

.202 

3M 

2.879 

8.296 

6.509 


.620 

.442 

.302 

33^ 

3.100 

9.621 

7.549 

Pi 

.731 

. 601 

.419 

SH 

3.317 

11.045 

8.641 

1 

. 837 

. 785 

.551 

4 

3.507 

12.566 

9.993 

IH 

.939 

.994 

. 693 

4H 

3.798 

14.186 

11.330 

VA 

1.005 1 

1.227 

.890 

414 

4.028 

15.904 

12.741 

1.158 

1.485 

1.054 

4H 

4.256 

17.721 

14.221 


1.284 

1.707 

1.294 

5 

4.480 

19.035 

15.766 


1.389 

2.074 

1.515 

5A 

4.730 

21.048 

17.574 

IVa. I 

1.491 

2.405 

1.744 

^y2 

4.953 

23.758 

19.268 

VA 

1.010 

2.701 

2.049 

5H 

5.203 

25.967 

21.262 

2 

2A 

1.712 

1.902 

3.142 

3.970 

2.300 

3.021 

6 

5.423 

28.274 

23.095 

i 

1 


Thickness of standard nut equals nominal diameter of bolt. 


TABLE VIII 

Standard Welded Steel Pipe 

(National Tube Company Standard) 


Size, 

In. 

Diameters, 

Inches 

Thick¬ 

ness, 

Inches 

Cross-section 

Size, 

In. 

Diameters, 

Inches 

Thick¬ 

ness, 

Inches 

Cross-section 

Ex¬ 

ternal 

In¬ 

ternal 

Area 

of 

Metal, 
Sq. In. 

Mo¬ 

ment 

of 

Inertia, 

In.** 

Ex¬ 

ternal 

In¬ 

ternal 

Area 
of 1 
Metal, 
Sq. In. 

Mo¬ 

ment 

of 

Inertia, 

In.** 

H 

.405 

.269 

.068 

.072 

.0011 

5 

5.563 

5.047 

.258 

4.300 

15.2 

A 

.540 

.364 

.088 

.125 

.0033 

6 

6.625 

6.065 

.280 

5.581 

28.1 


.675 

.493 

.091 

.167 

.0073 

8 

8.625 

8.071 

.277 

7.265 

63.3 


.840 

.622 

.109 

.250 

.0171 

8 

8.625 

7.981 

.322 

8.399 

72.5 


1.050 

.824 

.113 

.333 

.0370 

10 

10.750 

i 10.192 

.279 

9.178 

125.8 

1 

1.315 

1.049 

.133 

.494 

.0873 

10 

10.750 

10.136 

.307 

10.072 

137.5 

lA 

1.660 

1.380 

.140 

.669 

.195 

10 

10.750 

10.020 

.365 

11.908 

160.7 

lA 

1.900 

1.610 

.145 

.799 

.310 

12 

12.750 

12.090 

.330 

12.876 

248.5 

2 

2.375 

2.067 

. 154 

1.075 

.666 

12 

1 12.750 

12.000 

.375 

14.567 

279.3 

2H 

2.875 

2.469 

.203 

1.704 

1.53 

14 O.D. 

14.000 

13.250 

.375 

16.052 

372.8 

3 

3.500 

3.068 

.216 

2.228 

3.02 

15 O.D. 

15.000 

14.250 

.375 

17.230 

461.0 

SA 

4.000 

3.548 

.226 

2.680 

4.79 

16 O.D. 

16.000 

15.250 

.375 

18.408 

562.1 

4 

4.500 

4.026 

.237 

3.174 

7.23 








’'‘Rectangular moment of inertia with respect to a diameter. 
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TABLE IX 

Allowable Stresses — Structural Steel, Cast Iron and Masonry 
(All stresses are given in pounds per square inch) 

1. — Structural Steel for Buildings 



A 

B 

C 

Tension (net section). 

20,000 

18,000 

16,000 

Compression (on short lengths).. 

20,000 

18,000 






(on gross section of columns) 

17,000 - 0.485 

18,000 

16,000 - 70 - 


L 



for — not over 120. 1 H- 

— 


r 

18,000 

jb 

Same as B for — over 120. 

r 


with a maximum of. 


15,000 

14,000 

Jj 

— not to exceed: 
r 




for main compression mem- 




bers. 

120 

120 

120 

for secondary members 

200 

200 

150 

Bending, (lateral deflection pre- 




vented) . 

20,000 

18,000 

16,000 

Bending, compression flange. 

22,500 

20,000 

20,000-160^ 




b 

1 + 


1 H-; 



1,800 6* 

2,000 


1 


L 

L 


• >15 
} 

if 7 >15 
h 

if- >25 

0 

Bending, on extreme fibers of pins 

30,000 

27,000 

25,000 

Shearing, on pins. 

15,000 

13,500 

12,000 

on power driven rivets 

15,000 

13,500 


on shop driven rivets. . 

* 


12,000 

on field driven rivets.. 


'. 

10,000 

on turned bolts in reamed 




holes with a clearance 




not more than 1/50 of 




an inch. 

15,000 

13,500 


on hand-driven rivets.. 


10,000 


on unfinished bolts.... 

10,000 

10,000 


on gross area of webs of 




beams. 

13,000 

12,000 

12,000 

Bearing, on pins, power driven 




rivets in single shear . 

32,000* 

24,000 


in double shear. 

40,000*» 

30,000 


on pins and shop driven 




rivets . 



26,000 

on field rivets. 



20,000 

* If in reamed or drilled holes. 

tPios, 32,000. 
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TABLE — fContirmed) 
Bearing, on hand driven rivets 


in single shear. 


16,000 

in double shear. 

on turned bolts in reamed 
holes. 


20,000 

in single shear. 

32,000 

24,000 

in double shear. 

on unfinished bolts 

40,000 

30,000 

in single shear. 

20,000 

16,000 

in double shear. 

25,000 

20,000 


Values given in column A are specified by the American Institute of Steel Con¬ 
struction (1944 specifications). Values in column B are from the New York City 
Building Code 1945. A and B are based on steel having an ultimate strength of 
72,000 lb. per sq. in. Values in column C were widely specified from 1900 to 1930 
and were based on steel having an ultimate strength of 65,000 lb. per sq. in. 
Because specifications contain restrictions and explanations which cannot be given 
in a brief table, original specifications should be used in actual design. 

Cast Ibon and Masonry; see Table I. 


TABLE X 

Co mm ercial Measurement of Lumber. Lumber is sold by board foot 
measure. A board foot is one-twelfth of a cubic foot; that is, a timber 
12 in. by 12 in. by 12 ft. long contains 144 board feet. A board foot is 
usually assumed to weigh 4 lb. 

Lumber dealers sell many standard sizes which are usually called by 
the nominal dimensions of the cross-section, as, for instance, a “ two by 
four ” or a “ ten by twelve.” 

The nominal cross-sectional dimensions are commonly in multiples 
of 1 in. up to 4 in., above which they are in multiples of 2 in. The 
actual dimensions of lumber are less than the nominal dimensions be¬ 
cause of shrinkage and the removal of wood by the saw and planer. 
For dressed lumber, dimensions of 4 in. or less may be f in. scant. 
Larger dimensions may be ^ in. less than nominal sizes. ^ The dimen¬ 
sions of rough (unplaned) lumber approach more nearly the nominal 
sizes, but are still somewhat scant. In calculations involving the 
strength of lumber the actual dressed sizes should be used. The number 
of board feet is based on nominal sizes, however. 

^ National Lumber Manufacturers’ Association standards. Practice varies 
somewhat in different localities. 










Allowable Stresses for Lumber 

Allowable stresses for lumber conforming to the standards of grading of the National Lumber Manufacturers^ 
Assocuxtion and used in accordance with the highest standards of design and workmanship. 

(Based on recommendations of the National Lumber Manufacturers' Association, 1941.) 
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For all woods listed in this table there are other grades for which the allowable stresses are less than those given. Designers of timber 
structures should consult the publications of the National Lumber Manufacturers' Association and textbooks on timber design. 

Allowable stresses about 20 per cent higher than those in this table are given in the 1944 Specifications of the National Lumber Manu¬ 
facturers' Association. 

• If the unsupported length of a compression member exceeds 11 times the least width, the allowable stress must be determined by a column formula (Chap. XIII). 
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TABLE XII 

Physical Properties of Materials 





Ultimate Strength 

Elon- 



Weight 

Lb. 

per c.f. 

Coefficient 



gation 

Modulus of 

Material 

of Tliermal 
Expansion, 
per Deg. F. 

Tensile, 
Jib. per 
Sq. In. 

Compres¬ 

sive, 

Lb. per 
Sq. In. 

Two 

Inches, 

Per 

Cent 

Elasticity, . 
Lb. per 

Sq. In. 

Ferrous Metals: 







Steel 0.15% C or less 
0.20-0.30% C 


10.0000061- 

0.0000073 

45,000 

60,000 


30 

25 

30,000,000 
(Often 
29,000,000 
or less) 

0.40-0.60% C 

490 

> average 

75,000 


20 

0.70-0.85% C 


0.0000065 

110,000 


10 

1.00% C and over 
Cast Iron 


1 

105,000 


small 


Gray 

450 

10.0000062 

1.5,000- 

25,000 

80,000- 

1.50,000 

small 

12,000,000 

Malleable 


J 

35,000- 

80,000 - 

15-4.5 

25,000,000 




58,000 

1.50,000 


Wrought Iron 

480 

0.0000067 

45,000- 

50,000 

40-20 

27,(KX),000 


Non-Ferrous Metals: 






Aluminum 

] 

] 

12,000- 




Annealed Sheets 

il65 

0.(K)00123 

15,000 
25,000 - 


30-20 

10,000,000 1 

Wire (Hard drawn) 

J 

J 

.55,(MM) 


8-2 


Copper 

Annealed 

|.jr)0 

|o.(K)(KX)93 

35,000 


50 

15,000,000 

Wire (Hard drawn) 
Brass (30% Zn) 

50,000 


9 

17,000,000 J 



Cast 

Rolled 

J-530 

>0.0000105 

40,0(X) 

60,000 

33,000 

60,000 

35 

} 14,000,000 1 

Bronze (10% Sn) 
Duralumin 

510 

0.(M)00099 

56,000 

li) 


Quenched and aged 

1 


.55,000- 


20 

1 ' 

' Quenched, aged and 
rolled i 

|l74 

1 

65,(HK) 

75,000- 

80,000 



[ 10 , 300,000 ; 

Noh-metallic Materials: 






I 

Stone or 







Gravel Concrete 

8H gal. water pet 






i 

> 

sack of cement 

7H do. 

1.50 

0.000006 


2,000* 

2,800 


2,000,000- 
.,4,000,000 . 

6H do. 




3,600 


'increasing 

6 do. 




4,000 


with strength 

Cinder concrete 

Lumber 

110 






Southern pine 







(dense) 

50 



4,300 


1,600,000 

Douglas fir (coast) 

, Hemlock (western) 

40 



3,900 


1,600,000 

40 

0.00()003 


2,900 


1,400,000 

Spruce (red, white 
and Sitka) 

33 


2,600 


li200,000 


Cypress 
white Oak 

48 



3,900 


1,200,000 

60 


i 

3,500 


1,500,000 


Values in the table are typical. For an individual specimen, the values (particularly those fpr 
strength, elongation and modulus of elasticity) may differ considerably from those given. Strengths 
and moduli of elasticity of lumber are for forces applied parallel to the grain. 

♦ “Joint Code ” valu^ for 28-day concrete. 
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TABLE XIII 

Deflections and Slopes of Cantilever Beams 
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TABLE XIV 

Deflections and Slopes of Beams on Two Supports 
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TABLE XV 

Moment of Inertia of Areas 

See Appendix B. 


y i*=/y’dA 


radius of gyration 
with respect to o^-o^axis 


Rectangle 



A’^bh 

y =\ 

T _ 6A* 

Ao— io 


b-A 


Ko= 


Parallel-Axis Theorem 
o~0 axis is through centroid 
, -n _ of area. 



d 

_u 

Ix=Io+Ad* 


A- “ 

A— 2 

Lo y=j 


Kb-H 


Ko»|-=0.167A 


Circle; Polar Moment of 
Inertia J 


T Tr* irD* 
2 32 
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TABLE XVI 

Moments op Inertia of Thin Areas 

See discussion of thin-walled sections in Appendix B. 

Values are approximate but nearly exact if thickness is small in comparison to 

other dimensions. 
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neers, 69, 77 

American Society for Testing Materi¬ 
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Axial loading, 44 
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Beams, 106, 125, 139, 187 
buckling of flanges and webs, 147, 
347 

built-up, 149, 323, 343 
cantilever, 106, 158 
cast iron, 143, 345 
connections, 83 
constant strength, 300 
continuous, 311 
curved, 351, 357 
definitions, 106 
deflection of, see Deflection 
design of, 139, 330 
elastic curve, 152, 157 
elastic energy, 298 
fixed, at both ends, 187, 194, 200 
at one end, 187, 196 
inclined moment on, 359 
indeterminate, 107, 187, 311 
maximum stresses in, 339 
of materials that do not follow 
Hooke’s law, 345 
overhanging, 107, 180 
reactions, 108, 350 


Beams, reinforced-concrete, 327 
restrained, 187, 196 
shearing unit stresses in, 132, 325 
simple, 106 

statically indeterminate, 107, 187, 
311 

transverse shearing stresses, 368 
two materials, 323 
deflection, 326 
shearing stresses, 325 
unsymmetrical cross-sections, 143, 
367 

Bending, combined with torsion, 276 
elastic energy of, 298 
Bending moment, 109, 127, 311 
diagram, 114, 177, 190, 200 
diagrams by parts, 177 
Bending unit stress, 127 
Boiler code of A.S.M.E., 69 
Breaking strength, 23 
Brick masonry, allowable stress on, 37 
Brittleness, 18, 24, 52 
Buckling of beam flanges and webs, 
147, 347 

Butt joints, 67, 79 
Butt weld, 67 

Cast iron, failure of torsion specimen, 
276 

Centroid of a plane area, 392 
Code for design of transmission shaft¬ 
ing, 93 

Coefficient of thermal expansion, 48 
Cold working, 27 
Columns, 223, 253 
aluminum-alloy, 248 
cast-iron, 248 
crookedness, 234 
cross-sections of, 236 
design of, 234 

double-modulus theory, 232 
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Columns, eccentrically loaded, 253 
end conditions, 229, 233 
Euler’s formula, 225, 238 
Forest Products Laboratory formula, 
250 

high-strength steel, 247 
intermediate and slender, 231, 233 
parabolic formulas, 245, 262 
Rankine’s formula, 238, 253 
secant formula, 256 
straight-line formula, 243, 246 
structural-steel, 234, 259 
timber, 249 

Combined stresses, 264 
Considers, 232 

Constants of integration, 159 

Continuous beams, 107, 311, 321 

Couplings, shaft, 97 

Cover plates connected to flanges, 343 

Creep, 31 

Creep limit, 32 

Crippling of web under a concentrated 
load, 350 

Curved beams, 351 
Cycle of stress, 29 
Cylinders, thick-walled, 373 

Dangerous section of beam, 120 
Deflection, and bending stress, 152,171 
by area-moment method, 165, 173, 
204 

by double integration, 155, 191 
by energy relations, 299 
errors in calculation, 172 
of beams due to shear, 345 
of helical spring, 100 
of restrained beams, 191, 196 
Deformation, 4, 6 

Direct stress combined with bending, 
209 

Double-integration method, 155, 191 
Double-modulus theory, 232 
Ductility, 16, 18 
Dynamic loads, 290, 304 

Eccentric loads, 212 
Eccentrically loaded connections, 378, 
380 

Eccentricity, maximum for no tensile 
stress, 213 


Efficiency of a joint, 74 
Elastic curve, 152, 165 
equation of, 157 
Elastic energy, 290 
of bending, 298 
of torsion, 295 
Elastic limit, 22 
Elasticity, 16 
Ellipse of stress, 283 
Elongation, percentage of, 23 
Endurance limit, 29, 34 
Engesser, 232 

Equivalent area in bending, 323 
Equivalent static loads, 309 
Euler’s formula, 225, 238 

Factor of safety, 39 
Failure, 33, 40, 276 
theories of, 286 
Fatigue, 29, 34, 47 
Fillet weld, 66 
Filon, L. G. N., 283 
Flange, connection to web of girder, 
344 

Flexure formula, 125, 127, 130 
for curved beams, 353 
Forest Products Laboratory, 250 
Fracture, gradual, 29 
Frocht, M. M., 45, 283 

General moment equation, 118 
Gradual fracture, 29 
Gradually applied load, 304 
Greene, Charles E., 155 
Guest, J: J., 287 

Helical springs, 98, 295 
Hooke’s law, 8, 16, 345 
Hoop tension, 60 
Horizontal shear in beams, 133 
Horsepower and torque, 96 

Impact, 18, 309 
Impact formulas, 309 
Indeterminate structures, 54 
Inertia, moment of, 394 
product of, 399 
Inflection points, 121 
Internal work, 290 
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Johnson, J. B., 245 
Johnson, T. H., 243 
Joints, riveted, 70, 83, 378 
welded, 66, 380 

Kern, 216 
Keyways, 98 

Lamp’s formula for thick-walled cylin¬ 
ders, 373 

Lap joint, riveted, 74, 78 
Ijeaf springs, 302 

Loads, distributed and concentrated, 
108 

dynamic and energy, 290, 304 
gradually and suddenly applied, 304 
Localized stress, 29, 44 

Malleability, 18 
Margin of safety, 36 
Marin, J., 286 

Mechanical properties, determination 
of, 19 

table of, 413 

Mechanics of materials, 1 
Members of two materials, 55, 323 
Modulus, of elasticity, 8, 17, 284 
of resilience, 27, 291 
of rigidity, 9, 284 
of rupture, 131 
Mohr, Otto, 155, 279 
Mohr’s circle, 279 

Moment of inertia of a plane area, 92, 
127, 394 

Moore, H. F., 30, 32, 125 
Moving bodies, stresses produced by, 
303 

Navier, 125 
Necking, 22 

Neutral axis, 110, 127, 361 

New York City Building Code, 241,411 

Normal stress, 265 

Osgood, W. R., 232 
Overstress, effect of, 27 

Parabolic column formulas, 245 
Percentage of elongation, 23 
Permanent set, 16 


Photoelastic analysis, 45, 283 
Poisson’s ratio, 11, 284 
Polar moment of inertia, 92, 396 
Pressure containers or vessels, 57, 59 
Priest, H. M., 67 

Principal moments of inertia, 363, 
399 

Principal stresses, 265, 270, 282, 341 
Product of inertia, 399 
Proportional limit, 16, 22 

Radius, of curvature of beams, 152 
of gyration, 237, 396 
Rankiiic’s formula, 238 
Reactions, 108, 319 
Reduction of area, percentage of, 23 
Reinforccd-concrete beams, 327 
Reinforcing, balanced, 335 
Repetitions of stress, 28 
Resilience, modulus of, 27, 291 
Restrained beams, 187, 205 
Reversal of stress, 28 
Rigidity, modulus of, 9 
Riveted joints, 70 
eccentrically loaded, 378 
structural, 83, 343 

St. Venant, 102, 288 
Secant formula, 256 
Section modulus, 127, 139 
Seely, F. B., 45 
Shafts, 91 

' bending combined with torsion, 276 
code for design, 93 
couplings, 97 
shearing stress, 93, 102 
Shear, 109, 122 
pure, 275 
Shear center, 36 
Shear diagrams. 111 
Shearing deflections of beams, 345 
Shearing deformation, 6 
Shearing stresses, 5, 265, 282 
caused by tension or compression, 51 
in beams, 132, 145, 325, 343 
on non-circular shafts, 101 
on perpendicular planes, 53 
Shrunk-link-joints, 50 
S~N curve, 29 
Specifications, 38, 411 
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Springs, helical, 98, 295 
deflection of, 100 
leaf, 302 

Statical moment, 134 
Statically indeterminate beams, 107, 
311 

Statically indeterminate structures, 
54 

Stiffness, 17, 228 

Straight-line column formulas, 243 
Strain, 4 

Strain energy, 290 
Strength, 17, 23, 33 
Stress, 2 

allowable and working, 34 
apparent, 23 
bending, 125 
combined, 264 
compressive, 3 
concentration factor, 45 
localized, 44 
normal, 3, 265 
principal, 270, 275, 340 
reversed, 29 

shearing, 5, 51, 99, 132, 145, 268 

tangential, 6, 265 

tensile, 3 

torsional, 88 

unit, 2 

Stress-strain diagram, 21, 24, 27 
Suddenly applied load, 304 
Superposition, 189 


Temperature stresses, 48 
Tensile strength, defined, 52 
Tensile stress, 3 
Test, static tensile, 20 
Theorem of three moments, 311 
Theories of failure, 286 
Thick-walled cylinders, 373 
Timoshenko, S., 45 
Torque, 91 
Torsion, 90, 99 
elastic energy of, 295 
of non-circular bars, 101 
with bending, 276 
Toughness, 19, 26 

Ultimate strength, 22, 40 
Unit deformation, 4 
Unit stress, 2 
true and apparent, 23 
Usable strength, 33, 36 

von Karman, 232 

Web crippling, 350 

Weight falling, stresses caused by, 305 
Welded joints, 66 
eccentrically loaded, 380 
Westergaard, H. M., 286 
Working stress, 34 

Yield point, 22, 34 
Young's modulus, 8 






